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ABAT (Jean Baptiste). Nouveaa 
Voyage aux Isles de TAmerique. 
Contenant rHistoire Naturelle de 
ces Pays, rOrigine, les Moeurs, la 
Religion & le Gouvernement des 
HalHtans anciens & modernes : Les 
Guerres & les Eveneraens finguliers 
qui y font arrivez pendant le lon^c I'ejour que I'Au- 
teur J a fait. Le Commerce et les Manufactures 
qui lont 6tablies, & les moyens de les augmenter. 
Ayec une Defcription exaa« & curieufe ae toutes 
ces Ifles. Ouvrage enrichi d'un grand nombre de 
Cartes, Plans^ & Figures en TailTe-douce. A La 
Haye, P. Husson, etc. m.dcc.xziv. Six Volumes, 
Tome Premier. 15 prel. leaves ; viz. Collective titUf 
TitUy Table des ChapitreSy and Preface, Text 504 
pp. Map at p. 1 and plaUs at pp. 45, 75, 200, 369, 
297, 312, 315, 343, 376, 379, 380, 402, 432, 475. 
Tome Second. 4 prel. leaveSf and 576 pp. Plates at 
pp. 9, 12, 15, 29, 39, 46, 48, 54, 200, 212, 251, 257, 
326, 349, 379, 380, 387, 398, 414, 463, 553. Tome 
Troisieme. 3 prel. leaves^ and 528 pp. Plates at pp, 
21, 32, 57, 63, 65 (2), 68 (2 ), 69, 74, 79, 86, 93, 98, 
104, 109, 114, 116, 132, 178, 181, 222, 223, 234, 
246, 255, 275, 278, 333. Tome Quatrieme. 4 prel, 
leaves, and 539 pp. Plates at pp. 36, 37, 54, 59, 202, 
203, 207, 346, 356, 387, 420, 504, 510. Tome 
Cinquieme. 4 prel. leaves, and 504 pp. Plates at pp. 
1, 35, 55, 262, 380. Tome Sixieme. 3 prel. leaves, 
and 514 pp. Table des Matiercs, 58 pp. Plates at pp, 
1, (3), 110, 143, 312, 382, 404, 406. Old calf, 
12mo. (1/. 11«. 6d, 1613) 
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ligion & le Gouvememeiit des Habitans anciens & 
modernes : Les Guerres & les Evenemens finguliers 
aui y font amvez pendant le long fejour que 
1 Auteur y a fait : Le Commerce etles Manufactures 

?ui y font etablies, & les moyens de les augmenter. 
)uyrage enrichi d'un grand nomhre de Cartes, 
Plans, & Figures en Taille-douce. A La Haye, 
P. Husson, etc. m.dcc.xxiv. Two Volumes, Tome 
Premier. 11 preL leaves; viz, CoUective TitUy 
'Voyage du Pere Labat, aux Isles de I'Amerique. 
Contenant Une exa6ie Defcnption de toutes ces 
Ifles ; etc. En II. Volumes.' Title; ' Epitre/ 3 pp, 
* Preface/ viii, pp. * Avis au Relieur, 2 pp. co7i- 
taininga list of the maps and plates in the 2 volumes; 
viz, ^ Tome I. Premiere Partie, 11 maps and plates. 
Seconde Partie, 13 plates. Troisieme Partie, 23 
plates. Tom. II. Quatrieme Partie, 9p/atM. Cin- 
quieme Partie, 6 plates, Sixieme Partie, 4 plates, 
^Table,' 3 pp. Text Premiere PartiCy 176 pp. Sec- 
conde rartiey 360 pp. Tome Second, 4 prel. leaves ; 
viz. Collective title. Title, ' Table,' 3 pp. Text 520 
pp, * Table des Matieres,' 20 pp. With the maps 
and plates. Old calf, 4ito, {11. 4s. 1614) 

LABAT (Jean Baptiste). Nouveau Voyage aux 
Isles de TAmerique, Contenant THistoire Natu- 
relle de ces Pays, I'Origine, les Moeurs, la Re- 
ligion & le Gouvemement des Habitans anciens & 
modemes. Les Guerres & les Evenemens finguliers 
qui y font arrivez pendant le fejour que T Auteur y 
a fait. Par le R. P. Labat^ de TOrdre des Freres 
Precheurs. Nouvelle Edition augmentee con- 
fiderablement, & enrichie de Figures en Tailles- 
douces. A Paris, Ch. J. B. Delespine, m.dcc.xlii. 
Eight Volumes, Tome Premier, xxxvi pp. and 7 
prel. leaves, Text 472 pp. Portrait, 20 maps and 
plates. Tome Second, 3 prel, leaves, and 444 pp, 
17 maps and plates. Tome Troisieme, 3 prel. leaves, 
and 475 pp, 31 plates. Tome Quatrieme, 2 prel, 
leaves, and 533 pp, 12 plates. Tome Cinquieme, 3 
prel. leaves, and 418 pp. Tome Sixieme, 2 prel. 
leaves, and 502 pp. 14 plates. Tome Septieme, vi 
and 616 pp. 5 pLtes, Tome Huitieme, 3 prel, leaves, 
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and 437 pp. Privilege du Roi, 7 pp. 4 plates. Old 
calf. nmo. {ll.lU.6d. 1615) 

LAET ("Jean de). Befchrijvinghe/ van/ West- 
Indien/ door/ loannes de Laet/ Tweede druck:/ In 
ontallijcke plaetfen vers/betert, vermeerdert, met 
eenige/ nieuwe Caerten, beelden van/ verfcnyden 
dieren ende/ planten verciert./ Tot Leyderiy bij de 
Elzeviers. AP.ldSO.j 14 prel. leaves, including half- 
title , Engraved title, and Register of Maps (of which 
there are 14-), on the reverse Errata; Text 622 pp. 
* Register/ 17 pp. Fine copy. Half calf. 
Folio. (21. 2s. 1616) 

LAET (Jean de). Novvs Orbis/ feu/ Descriptionis/ 
Indiae Occidentalis/ Libri XVIII./ Authore/ 
loanne de Laet Antverp./ Novis Tabulis Geo- 
graphicis et variis/ Animantium, Flantarum, 
Fruchimque/ Iconibus illuftrati./ Cvm Privilegio./ 
Lvgd. Batav. apud Elzevirius. A^. 1633./ 16 prel. 
leaves, including the Half-title, Engraved title, and 
list of Maps (^ which there are 14). Text 690 pp. 
Index, 17 pp. Folio. (ll.lls.6d. 1618) 

LAET (Jean de). L'historre/ dv/ Nouvean Monde/ 
ou/ description/ des Indes/ Occidentales,/ Con- 
tenant dix-hui6t Liures,/ rar le Sieur lean de 
Laet, d'Anuers;/ Enrichi de nouuelles Tables 
Geographiques, & Figures des/ Animaux, 
Plantes, & Fruidts./ A Leyde,/ Chez Bona- 
uenture & Abraham Elfeuiers, Imprimeurs/ ordi- 
naires de rVniuerfit6./ do Iocxl./ 14 prel. 
leaves, including Title, list of Maps, (of which there 
are 14^, Preface, Table of Chapters and List of 
illustrations; Text 632 pp. and Index 6 leaves. Old 
calf. Folio. (11.10s. 1619) 

LAFITAU (Joseph Fran9ois). Histoire des De- 
couvertes et Conquestes des Fortugais dans le 
Nouveau Monde, Avec des Figures en taUle-douce. 
Far le R. P. Joseph-Francois Lafitau de la Com- 
pagnie de Jesus. A Paris, Saugrain, ^ Jean-Bap- 
tiste Coignard. mdccxxxiv. Four Volumes. Tome 
Premier. Frontispiece, 3 prel. leaves, xl and 432 pp. 
Copperplate map and plates, at pp. 1, 38, 74, 302, 
320. Tome Second. Title and 381 pp. ' Table, 
I & II Tomes.' 79 pp. Plates at pp. 52, 206, 254. 
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Tome Troisieme. TitU and 5i9_pp, Platts at jtp. 
€6, 334. Tome Quatrieme. Title and 388 pp. 
* Table,' III & IV Tomes, Approbation, Privilege, 
and Errata, 149 pp. Plates at pp. 16, 32, 190, 200, 
379. Uncut. Small Svo. {11. 5s. 1620) 

[LAFITAU (Joseph Fran<joi8)]. Algemeine Gef- 
chichte der Lander und Viilker von America. 
Nebft einer Vorrede Siegmund Jacob Baumgartena 
der h. Schrift Doctors und offend. Lehrers, auch 
des theologifchen Seminarii Directors auf der 
konigl. preuM. Friedrichs univerfitat in Halle. 
Mit vielen Kupfern. Halle, bej Joliann Juilinus 
Gebauer. 1752. Two Volumes. Erfter Theil. 
Frontispiece and 23 prel, leaves; Text 688 pp. Cop- 
perplate Map at p. 13, and plates numbered i to xli. 
Zweiter Theil. 11 prel. leaves, and 905 pp. Register 
63 pp. 25 Copperplate maps and plates. Vellum. 
Mo. {15s. 1621) 

LA HONTAN (Baron de). New Voyages to North- 
America. Containing An Account of the feveral 
Nations of that vail Continent ^ their Cufioms, Com- 
merce, and Way of Navigation upon the Lakes 
and Rivers; the feveral Attempts of the Englifh 
and French to difpolTels one another; with the 
Reafons of the Mifcarriage of the former ; and the 
various Adventures between the French, and the 
Iroqnefe Confederates of England, from 1683 to 
1694. A Geographical Defcription of Canada, and 
a Natural Hiuory of the Country, with Remarks 
upon theif Government, and the lutereft of the 
Englifl) and French in their Commerce. Also a 
Dialogue between the Author and a General of the 
Savages, giving a full View of the Religion and 
ftrange Opinions of thofe People : With an Ac- 
count of the Authors Retreat to Portugal and 
Denmark and his Remarks on thofe Courts. To 
which is added, A Di6Honary of the Algonkine 
Language, which is generally fpoke in North- 
America. Illuftrated with Twenty Three Mapps 
and Cuts. Written in French By the Baron La- 
hontan. Lord Lievtenant of the French Colony at 
Placentia in New-fuundland, now in England. 
Done into Englifli. In Two Volumes. A great 
part of which never Printed in the Original. Lon- 
don: H. Bonwicke, 1703. Vol. I. 12 prel. leaves 
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and 280 pp. 13 copperplate maps and plates. Vol. 
II. wanting. Old calf, 8vo, (7«. 6d, 1622) 

LA HONTAN (Baron de). Nouveaux Voyages de 
Mr. Le Baron de Lahontan, daas rAmerique 
Septentrioaale, Qui contiennent une Relation des 
differens Peuples qui y habitent ; la nature de leur 
Gouvernement ; leur Commerce, leurs Coiitumes, 
'leur Religion, & leur maniere de faire la Guerre. 
L'int^ret des Fran9ois & des Anglois dans le Com- 
merce qu'ils font avec ces Nations; Tavantageque 
I'Angleterre pent retirer dans ce Pais, etant en 
Guerre avec la France. Le tout enrichi de Cartes 
& de Figures. Tome Premier. A la Haye, Chez les 
Fr6res I'Honor^, Marchaods Libraires. m.dcc.iii. 
Two Volumes, Tom. I. 12 prel. leaves, and 279 pp, 
15 copperplate maps and plates. Tom. II. 'Me- 
moires de I'Amenque Septentrionale, ou la suite 
des Voyages de Mr. Le Baron de Labontan. Qui 
contiennent la Description d'une grande etendue 
de Pais de ce Continent, Tint^ret des Francois & 
des Anglois, leurs Commerces, leurs Navigations, 
les Mceurs & les Coutumes des Sauvages, &c. 
Avec un petit Dictionaire de la Langue du Pais. 
Le tout enrichi de Cartes & de Figures. Tome 
Second. A La Haye, Chez les Freres I'Honor^, 
Marchands Libraires. mdcciii. 220 pp. Table 16 
pp. Copperplate map and 13 plates. Old Calf, 
nmo, {18s, '1623) 

LA HONTAN (Baron de). Dialogues De Mon- 
fienr le Baron de La Hontan Et d'un Saura^e, 
Dans TAmerique. Contenant une defcription 
exacle des moeurs & des coutumes de ces Peuples 
Sauvages. A Amsterdam, Boeteman, m.dcciv. 
8 prel, leaves, and 103 pp. Copperplate at page 1. 
12TOO. (1/. 1«. 1624) 

LA HONTAN (Baron de). Voyages du Baron de 
La Hontan dans TAmerique Septentrionale, Qui 
contiennent une Relation des difl'erens Peuples qui 
y habitent ; la nature de leur Gouvemment ; leur 
Commerce, leurs CoAtumes, leur Religion, & leur 
maniere de faire la Guerre: L*Int6r6t des Fran9oi8 
& des Anglois dans le Commerce qu'ils font avec 
ces Nations; I'avantage que TAngleterre pent 
reteirer de ce Pais, 4taat en Guerre avec la France. 
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Le tout enrichi de Cartes & de Figures. Tome 
Premier, Seconde Edition, revue, corrig6e & aug- 
ment^e. A Amsterdam, Chez Francois V Honors, 
vis-a-vis de la Bourfe. mdccv. Two Volumes, 
Tom. I. 10 prel. leaves including Frontispiece, and 
376 pp. 2 copperplate ma^s and 11 plates. Tom. 
II. * Memoires de TAmerique Septentrionale, ou 
la suite des Voyages de Mr. Le Baron de La Hon- 
tan : Qui contiennant la Defcription d*une grande 
^tendue de Pais de ce Continent, I'int^r^t des 
Francois & des Anglois, leurs Commerces, lenrs 
Navigations, les Moeurs & les Coutumes des Sau- 
vages, &c. Avec un petit Dictionaire de la Langue 
du Pais. Le tout enrichi de Cartes & de Figures. 
Tome Second. Second Edition, augment^e des 
Conversations de TAuteur avec un Sauva^e dil- 
tingu^. A Amsterdam, Chez Francois THonore & 
Compaenie. mdccv. TitU, and pp. 5-336. Table 
2 pp. Small copperplate map and 9 plates. Old calf, 
12mo. (18«. 1625) 

LA HONTAN (Baron de). New Voyages to North- 
America. Containing An Account of the feveral 
Nations of that vaft Continent ; their Cuiloms, 
Commerce, and Way of Navigation upon the 
Lakes and Rivers ; the (everal Attempts of the 
Englifh and French to difpoflefs one another ; with 
the Real'ons of the Mifcarriage of the former ; and 
the various Adventures between the French, and 
the Iroquefe Confederates of England, from 1683 
to 1694. A GeoCTaphical Defcription of Canada, 
and a Natural Hiilory of the Country, with Re- 
marks upon their Government, and the Interefl of 
the Englifh and French in their Commerce. Alfo 
a Dialogue between the Author and a General of 
the Savages, giving a full View of the Religion 
and ilrange Opinions of thofe People : With an 
Account of the Author's Retreat to Portugal and 
Denmark, and his Remarks on thofe Courts. To 
which is added, A Dictionary of the Algonkine 
Language, which is generally fpoke in North- 
America. lUuftrated with Twenty-Three Maps 
and Cuts. Written in French By the Baron La- 
hontan, Lord Lieutenant of the trench Colony at 
Placentia in Newfoundland, at that Time in Eng- 
land. Done into Englilb. The Second Edition. 
In Two Volumes. A great Part of which never 
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Printed in the Original. London : J. and J. Bon- 
wicke, M,i>cc,xxxv. Two Volumes. Vol. I. 12 pre/. 
leaves, and 280 pp, 10 copperplate maps and plates. 
Vol. II. * New Voyages to North-America. Giving 
a full Account of tne Cuftoms, Commerce, Re- 
ligion, and ibrange Opinions of the Savages of that 
Country. With Political Remarks upon flie Courts 
of Portugal and Denmark, and the Prefent State 
of the Commerce of thofe Countries. The Second 
Edition. Written By the Baron Lahontan, Lord- 
Lieutenant of the French Colony at Placentia in 
Newfoundland : Now in England. Londoti : J. 
Walthoe, 1736.' 304 pp. 10 Copperplates. Old 
calf. 8w. (18a. 1626) 

LAMB (R.) An Original and Authentic Journal 
of Occurrences during the late American War, from 
its commencement to the year 1783. By R. Lamh, 
late Serjeant in the Royal Welch Fuzileers. 
Dublin: Wilkinson & Courtney, 1809. 6 preL 
leaves, and pp. 5-438. ' Order,' 1 page, at page 158. 
Calf, 8vo, {10s. 6d, 1627) 

LAMBRECHTSEN (N. C.) Korte Beschrijving 
van de ontdekking en der verdere lotgevallen van 
Nieuw-Nederland, weleer eene volkplanting van 
het gemeenebest der vereenigde Nederlanden in 
America, door Mr. N. C. Lambrechtsen van Ritt- 
hem, ridder der orde van den Nederlandschen 
leeuw^ President van het Zeeuwsch Genootschap 
der Wetenschappen. Te Middelburg, bij S. Van 
Benthem, mdcccxviii. 2 prel. leaves, and 102 pp. 
With Map, Uncut, 8vo. ' (10s. 6d. 1628) 

LARRANAGA (Bruno Francisco). Prospecto 
de una Eneida Apo8t61ica, 6 Epopeya^ que celebra 
la predicacion del V. Ap6stol del Occidente P. fr. 
Antonio Margil de Jesus : Intitulada Margileida. 
Escrita con puros versos de P. Virgilio Maron, y 
traducida a verso Castellano : La que se propone al 
publico de esta America septentrional por Sub- 
Bcripcion: Para ()ue cole6iados anticipadamente 
los gastos necesarios, se proceda inmediatamente 
St su impresion. Su Autor Don Bruno Francisco 
Larranaga. Impresa en Mexico en la Imprenta 
nueva Madrilena de los Herederos del Lie. D. 
Joseph de Jauregui. Calle de S. Bernardo. Ano 
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de 1788. 2 prel. leaves and 28 pp. Half moroeeo. 
4to. (1/.1I. 1629) 

LAS CASAS (Bahtholome de). ^Aqui fe con- 
tiene/ vna dilputa, o controaerfia : entre el/ Obift)0 
d6 fray Bartbolome de las/ Cal'as, o Cafaus, obifpo 
q fue de la/ ciudad Real de Cbiapa, que es en?/ 
las Indias, parte de la nueua £fpas/na : y el doc- 
tor Gines de Sepulueda/ Coronifta del Emperador 
nueftro fe/nor : fobre q el doctor contendia : q las/ 
conquiftas de las Indias contra los/ Indios eran li- 
citas ; V el obifpo por/ el c5trario d'fendio y affirmo 
auer u/ do y fer Ipoffible no ferlo : tiranicas,/ in* 
justas r iniquas. La qual queftid/ fe vetilo r dif- 
puto en prefencia d*inu/ chos letrados theologos r 
jjuriilas/ en vna cdgregacion q mando fu mas/geilad 
juntar el ano de mil r qnietos/ y cincueta en la 
villa de Valladolid./ Ano. 1552./ [Colophon] 
CAloor y gloria de nueftro fe/nor Jefu Chnlio y 
dela (acratiffima virgen fancta/ Maria fu madre. 
Fue imprelTa la preiente obra/ enla muy noble t 
muy leal ciudad de Seuilla :/ en cafa de Sebaftian 
Trugillo impreflbr de/ libros. Fr6tero de nuelbra 
feiiora de Gra/cia. Acabofle a. x. dias del mes de 
8e?/tiembre. Aiio de mil r quinien/tos r cin- 
cuenta y dos./ 4*/ (Here is contained a dispute or 
controversy between the Bisbop Friar Bartholomew 
de Las Casas^ or Casaus, formerly Bishop of the 
royal City of Chiapa which is in the Indies a part 
of New Spain, and the Doctor Gines de Sepulveda 
Chronicler to the Emperor our Lord, in wnich the 
Doctor contended that the conauests of the Indies 
against the Indians were lawful, and the bishop 
on the contrary defended and affirmed them to 
have been and to be impossible to be so, but 
tyrannical, uni ust and iniquitous. W hich question 
was examined and disputed in the presence of 
many learned theologians and iurists in a meeting 
which his Majesty ordered to be held in the year 
one thousand five hundred and fiiW in the City of 
Valladolid. In the year 1552. iColophon] To the 
honor and glory of oUr Lord Jesus Christ and of 
the most holy Virgin Saint Mary his Mother. 
The present work was printed in Uie very noble 
and very loyal City of Seville ; at Sebastian Tru- 
-illo's, printer of books, and Opposite Ladv of 
race. Finished the 10th day ot the mouth of 
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September. In the 155^. 63 UaveSy iignatures a 
to g in eightt and h in 6 leaves, the last being blank, 
4to. (2/.2«. 1629*) 

LAS CAS AS (Bartholome de). C Aqui fec6tiene 
tre/ynta propoficiones muy juridicas : en/ las quales 
fumaria j i'uccintamente fe/toca muchas cosas per- 
tenecietes al de/recbo q la yglefia y los principeB 
chri?/llianos tienen, o puede tener Ibbre los/ infixes 
de qual quier efpecie que fean./ Mayonnente fe 
affigna el verdadero/ y fortifliino fundamento en 
que fe affi/enta y eftriba: el titulo y fenorio lupres/ 
mo y vniuerfal que los Reyes d'Cafti/lla y Leon 
tienen al orbe de las que Ua/mamos occidetales 
Indias. Por el ql/fon conflituydos yniuerfales 
fenores y/£mperadores enellas fobre muchos re-/ 
yes. Apunta le tambien otras cofas c5/cernientes 
al hecbo acaecido en aql or/be notabiliifimas : y 
dignas d'fer viftas/ y labidas. Coliio las dichas 
treynta p/ poficiones El obiispo do Fray Bartbo-/ 
lome de las Cal'as, o Cafaus : Obil'po/ q fue d'la 
ciadad Real de Chiapa : cier/to Reyno de los de la 
nueua Eijaana./ Ano. 1552./ \Cobphon] C Im- 
preiTo enjeuilla en cafa de febaftia trugillo./ (Here 
are contained thirty most lawfiil propositions, in 
which are summaril^p- and succinctly treated of, 
many things appertaining to the right which the 
church and the christian princes have, or may have 
over the infidels of whatever kind the^ may be. 
Chiefly the true and strongest foundation is assigned 
on which is based and supported the title and 
supreme and universal lordship which the kings of 
Castile and Leon hold over the world of what we 
call the West Indies. By the which they are con- 
stituted universal lords and emperors in them, 
over many kings. Other most remarkable things 
are also pointed out relative to the transaction 
which has taken place in that world, and worthy 
to be seen and Known. The Bishop Don Friar 
Bartholomew de Las Casas or Casaus, formerly 
Bishop of the royal City of Chiapa a certain king- 
dom of the new Spain, collected the said thirty 
propositions. — In the year 1552.) 10 leaveSf signa- 
ture a, 4to. (2/. 2«. 1630) 

LAS CASAS (Bartholome de). C Aqui fe cdtiene 
▼nos/ auiibsy reglas para los confeflbres q/ oyeren 
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confeffiones de los Efoano/ les que Ton, o ban fido 
en cargo a/ los ludios de las Indias del/ mar 
Oceano : colegidas por/ el obifpo de Chiapa don/ 
fraj Bartholome d'las/ cafas, o cafaus dela/ orden 
de Sancto/ I>omingo./ ICoUmhon.^ C Aloor j 
gloria de nueflro fe/nor Jefu Cnrifio j dela facra- 
tiffima virgen (ancta/ Maria. Fue imprefla la pre- 
fente obra en la muy/ noble r mu^ leal ciudad de 
Seuilla, en cafa/ de Sebailian TnigiUo impreflbr de 
li/bros. Frdtero de nueiba i'enora de/ Gracia. 
AcaboiTe a. xx. dias del/ mes de Setiembre. Ano 
de/ mil r quinientos t cin/cuenta v dos./ 4* / 
(Here are contained some devices and rules for the 
confessors who have heard the confessions of the 
Spaniards who have or have had the charge of the 
Indians of the Indies of the Osean Sea; collected 
hy the Bishop of Chiapa Don Bartholomew de 
Las Casas, or Casaus, Friar of the Order of Saint 
Dominick. [Colophon^ To the honor and glorv of 
Our Lord Jesus Chnst and of the most Holy 
Virgin Saint Mary. The present work was 
printed in the very noble and very loyal City of 
Seville, at Sebastian Trugillo's, printer of books. 
Opposite Our Lady of Grace : finished the 20th 
day of the month of September. In the year one 
thousand five hundred and fifty-two.) 16 leaveSf 
signature a, the reverse of the last leaf blank, 
4to. {n,^s, 1631) 

LA.S CASAS (^Bartholome de). C Breuiifima 
rela/cion de la aeftruycion de las Ins/dias : colegida 
por el Obilpo d6/ fray Bartolome de las Calas, 0/ 
Cafaus de la orden de Sacto Do/mingo./ Ano. 
1552./ [Colofhon'X C Fue impreffa la prefente os/ 
bra enla muy noble x muy leal ciudad de Seuilla/ 
en cala de Sebaftian Tru^Uo impreflbr de/ libros. 
A nueftra feiiora de Gracia./ Ano de M. D. L ij./ 
(A very brief account of the Destruction of the In- 
dies ; collected by the Bishop Don Bartholomew 
de Las Casas, or Uasaus, Friar of the Order of Saint 
Dominick. In the year 1552. [Colophan] The 
present work was prmted in the most noble and 
loyal city of Seville at Sebastian Trugillo*s, printer 
of books. At our Lady of Grace's. In llie Tear 
1552.) 54 leaves, signatures a to e in eights, tten, 
and g in four leaves being a separate tract commenc- 
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ing C Lo que fe figue es yn peda^o de vna carta, 
etc, 4to. (2/. 25. . 1632) 

LAS CASAS (Bartholome de). «!• Entre los res/ 
medios a d5 fray Bartolome de las cafas :/ obil'po 
d'la ciuaad real de Chiapa : refirio/ por mandado 
del Emperador rey nro fe::/nor : en los ajuntamietos 
q n^do hazer fv/ mageftad de perlados y letrados 
y perfo/nas grades en Valladolid el ano de mill r/ 

3uinietos y quareta y dos : para reformas/ci6 de las 
ndias. El octauo en orde es el/ ii^iete. D5de 
fe afigna yeynte razones :/ por las qies prueua no 
deuerfe dar los ins/dios a los Efpanales en en- 
comieda: ni en/ feudo : ni en yafTallaje : ni d'otra 
manera al/g^a. Si fu majeflad como deflea quiere 
li/brarlos de la tyrania y perdicio q padece/ como 
de la boca de los dragones : y q total^/mete no los 
c5fuma y mate y q de yazio to?/do aql orbe d'fus ta 
infinitos naturales ha/bitadores como eftaua y lo 
yimos poblado/ ^Colophon.] CFue imprelTa la pre- 
fente obra en/ la may noble y opulentiflimay muy 
leal ciudad/ de SeuilUi, en las calas de Jacome 
Cro/berger. Acabofe a diez r fiete dias/ del mes 
de Agofto, Jmo de mill/ r quinientos r cinquens/ta 

Ldos anos./ (Among the remedies which Brother 
on Bartholomew de Las Casas Bishop of the 
Royal City of Chiapa reported by order of the 
Emperor, the King, our Lord, in the meetings 
which his Majesty ordered to be held by the pre- 
lates and learned men and grandees of Valladolid, 
in the year one thousand five hundred and forty 
two, for the reformation of the Indies ; the eighth 
in order is the following, wherein twenty reasons 
are assigned, by which it is proved that the Indians 
should not be givten to the Spaniards, neither in 
commission, nor in fief, nor in vassalage, nor in 
any other way whatsoever, if His Majesty accord- 
ing to his desire would free them from the tyranny 
and perdition which they suffer, as from the mouth 
of the dragons, and that they may not totally con- 
sume and kill them, and devastate that world of 
its so infinite natural inhabitants, with whom it 
was, and we saw it, peopled. {CoUyphonA The 
present work was printed in the very noble and 
most opulent and very loyal city of Seville at Jacob 
Cromberger's ; finished on the seventeenth day of 
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the month of August in the year 155S.) 54 leaveSf 
tignaturei a to f tn eights, and g in six leaves, the last 
being blank, 4to. (^/. ^. 1633) 

LAS CASAS (Bartiiolome de). € Efle es vn tra- 
tado q/ el obifpo de la cuidad Real de Chiapa d5/ 
fray Bartbolome de las Cafas, o Cafaus/ compufo, 
por comiffion del Confeio Real/ de las Indias : I'obre 
la materia de los yn^/dios ^ue fe ban hecho en ellas 
efclauos. £1/ qual contiene rouchas razones y 
auctos/ridades juridicas : que pueden apro/uecbar 
a los lectores para deter?/minar mucLas y diuerias/ 

auefliones dudofaa/ en materia de re:;/ltitucion : y 
e/ otras que al/ ql'ente los/ bSbres/ el tiepo de 
agora tratan./ Aiio 1552./ [Colophon] € Aloor 
y gloria de nueftro fe/nor Jelu Chrifto y dela fac- 
ratiflima virgen fancta/ Maria. Fue imprefla la 

Srefente obra en la muy/ noble r muy leal ciudad 
e Seuilla, en cafa/ de bebaftian Trugillo impreffor 
de li/bro8. Frontero de nueftra I'enora/ de Gracia. 
Acaboffe a doze/ dias del mes de Setiem/bre. Ano 
de mil t qui/nientos y cincue/ta y dos./ (This is 
a treatise which the Bishop of the Royal City of 
Chiapa, Friar Don Bartholomew de Las Casas or 
Casaus composed by commission of the Royal 
Council of the Indies : upon the subject of the In- 
dians who have been made slaves there ; which con- 
tains many reasons and lawful authorities, which 
may profit the readers for the determination of many 
and different doubtful questions in the matter of 
restitution, and of others which now the men of 
the present day treat of. In the year 1552. 
[Colaphonl To the honor and glory of Our Lord 
Jesus Christ and of the most Holy Virgin Saint 
Mary. The present work was printed in the most 
noble and most loyal Cit}*^ of Seville, at Sebastian 
Trugillo's, printer of books. Opposite Our Lady 
of Grace. Finished the twelfth day of the month 
of September. In the year one thousand five 
hundred and fifty-two. ) 36 leaves, signatures a to c 
tn eights, d in 12 leaves, the reverse of the last leaf 
blank, 4to. (2/. 2s. 1634) 

LAS CASAS (Bahtholome de). C Principia 
queda ex quibus/ procedendum eft in difputatione 
ad maniielian/dam et defendendam iuiliciam Yn- 
dorum :/ Per Epifcopfi. F. Bartholomeii a Ca/faus 
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ordinis predicatorfi, collecta./ [Colophon] C Im- 
preiTum Hifpali in edibus Sebaftiaui Trugilli./ 
(Certain principles from which we are to proceed 
in disputation to the manifestation and defence of 
the jurisdiction of the Indians. Collected by bishop 
Bartholomew de Las Casas, Friar of the Order 
of Preachers. [Colophon] Printed at Seville, at 
Sebastian Trugillo's, [1652].) 10 ieaoei^ signature 
A. 4to. (3/.3». 1635) 

LAS CAS AS (Bartholome de). C Tratado copro/ 
batorio del Imperio foberano y/ principado vniuerfal 

Sue los Re/yes de Cafiilla y Leon tienen fo::/bre 
&s indias : compuefto por el/ Obifpo don fray 
Bartholome d'/ las Cafas, o Cafaus de la orden d/ 
Sancto Domingo. Aiio. 1552./ [Colophon] € Aloor 
y gloria de nueftro fe/nor Jei'u (^hrifto y de la 
lacratiffima yir^en fancta/ Maria fu madre. Fue 
imprefla la prelente os/bra en la muy noble r muy 
leal cuidad/ d' Seuilla en cal'a d Sebailia Tru/ gillo 
impreffor de libros. Aca/ bofle a ocho dias d*l mes/ 
de Enero. Ano./ 1553./ 84 leaves, signatures a to 
1l, in eights, 4to, {Sl.Ss, 1636) 

LAS CASAS (Bartholome de). Tyrannies/ et 
Crvavtez/ des/ Espagnols,/ perpetrees/ es/ Indes 
Occidentales,/ qu^>n dit Le Nouueau monde;/ 
Brieuement defcrites en langue Castillane par 
TEuefque/ Don Frere Bartelemy de Las Casas ou/ 
Casavs, Espagnol, de Tordre de S. Dominique; 
fide-/lement tradui6tes par laqves de Miggrode :/ 
Pour seruir d'exemple & aduertiffement/ aux xvii 
Prouinces du pais bas./ Heureux celuy qui deu* 
lent fage/ En voyant d'autruy le dommage./ A 
AnverSfl Chez Francois de Ravelenghien ioignant 
lepor-/tail Septentrional de I'Eglile noftre Dame./ 
M.D.Lxxix./ (Tyrannies and cruelties of the Spa- 
nish, perpetrated in the West Indies which are . 
called the New World -briefly described in the ^ 
Castilian tongue, by the Bishop Don Bartholomew , 
de Las Casas or (Jasaus, Spaniard, Friar of the 
Order of St. Dominick ; faithfully translated by 
James de Miggrode ; to serve as an example and 
warning to the seventeen provinces of the Low 
Countries. Happy is he who becomes wise in wit- 
nessing anothers disadvantage. Antwerp, at 
Francis de Ravelingeu's, adjoming the northern 
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entrance of the Church of our Lady. 1579.) %jrrel. 
Uavtiy and 184 pp. 8vo. (3/. 2f . 1637) 

LAS CAS AS (Bartholome de). The/ Spanifh 
Colonie,/ or/ Briefe Chronicle of the Adts and/ 
geftes of the Spaniardes in the Weft In-/dies, called 
the newe World, for the/ fpace of xl. jeeres: 
written in the Ca-/ftilian tongue by the renerend 
Bis:/fhop Bartholomew de las Cafas or Cafaus, a 
Friar ot the or-/der of St. Dominicke./ And nowe 
firft tranflated into/ Engliih, by M. M . S./ C Im- 

E'ed at London for/ Wilham Brome./ 1583./ 
ipfeon] Imprinted at London at the three/ 
eB in the Vintree by Thomas/ Dawfon, for 
William Broome./ 1583./ 8 preL leaves ; viz. Title 
in a broad type metal border, the reverse blank ; * To 
the Reader. 7 pp. * The Argument of this prefent/ 
Summarie.7 2 pp. * The Prologue of the Bifhop 
Frier/ Bartholomewe de las Cafas or Cafeus,/ to 
the moil high and mightie prince,/ Our Lord Don 
Philip Prince/ of Spaine.*/ 4 pp. in roman type. 
Text 52 leaves in Black letter ; Signatures A. to N. 
in fours, * To the Reader.' 14 leaves in roman type; 
signatures O. to Q. in fours, R. in two, [^ColopKm] 
Imprinted at London at the three/ Cranes in the 
Vintree by Thomas/ Daw Ion, for William Broome./ 
1583./ Russia extra, 4to. (102. lOt. 1638) 

LAS CASAS (Bartholome de). Newe Welt./ 
Warhafilige Anzeigung/ Der Hifpanier grewlis/ 
chen, ablbhewlichen vnd vnmenfchlichen Tj^J 
ranney, Ton ihnen inn den Indianifchen Landem,/ 
fo gegen Nidergang der Sonnen gelegen, vnd die/ 
Newe Welt gennet wird, begangen./ Erftlich/ 
Caitilianilch, durch Bifcholf Bartholomeum de las 
Cafas oder/ Calaus, gebomen Hifpaniem, Predieer 
Ordens, befchrieben : Vnd/ im Jahr 1552 in aer 
Koniglichen Staat Hifpalis oder/ Seviliain Spanien 
eedruckt:/ Hemacher in die/ Frantzbfifche Sprach, 
durch Jacoben von Miggrode, den 17/ Provincien 
defz Niderlands, zur Wamung/ und Beyfpiel, 
gebracht :/ Jetzt aber erft ins/ Hochteutfch, durch 
einen Liebhaber defzVatterlands.vmb ebenmaffiger/ 
vrfachen wiffen, vbergefetzt./ Jm Jhar/ 1597./ 8 
prel, leaves and 158 pp. Register 12 pp. unbound, 
4to. (3/.3«. 1639) 
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LAS CASAS (Bartholome de). Spieehel der 
Spaenfcher tys/raimye, in Weft-Indien. Waer inne 
verhaelt wordt de moorda^/dighe, fchandelijckey 
lende grouweijcke feyten, die defelve Spaen-/ 
jaerden ghebruyckt hebben inde felve Landen./ 
Mitfgadera debefchryvin^he vandeir^helegentheyt, 



zeden/ ende aert van de felfde Landen ende Vole 
ken./ In Spaenfcher Talen belchreven, door den 
E. Biflchop Don Fray Bartholome de las Cafas, van 
S. Domimcus Oorden./ t^AmstelredamJ By Cor- 
nells Claelz. Boeckvercooper woonende opt Water,/ 
int Schrijf boeck. Anno 1607./ 44 leaves indtiding 
title, with map of America engraved on the title, the 
reverse blank, plack letter. Signatures A. to L. in 
f<mrs, the last blank, 4to. (1/. 10s. 1640) 

LAS CASAS (Bartholome de). Den/ Spieffhel/ 
Vande Spaenfche Tyrannie beeldeliicken a£/ge- 
maelt, leefl breederen in-hout door het schrijven 
van den E. Biffchop/ van Chiapain nieu Spaengien, 
ghenaemt Don Fray Bartholome de/ las Cafas, 
van S. Dominions Oorden^ aen den grootmach-/ 
tigen Coninck van Spaengien Philips de tweede./ 
Gnedruckt tot Arnsielredam by Comelis Claefz. 
1609./ Title toith copperplate engraving the reverse 
blank, and copperplates numbered 1 to xvii, with 
letter-press description at foot of each. Black letter, 
4to. (11. 10s, 1641) 

LAS CASAS (Bartholome be). Le Miroir/ De 
la/ Tyrannie Efoagnole/ Perpetree aux Indes/ 
Occidentales./ On verra icy la cruaate plus/ (jue 
inhamaine, commil'e par les/ Efpagnols, aulsi la 
delcription de/ ces terres, peuples, et leur nature./ 
Mife en lumiere par un/ Evef^ue Bartholome de las 
Cafas,/ de I'Ordre de S. Dommic./ Nouvellement 
refaicte, avec les/ Figurs en cuy vre./ tot/ Amster- 
dam/ Ghedruckt by Ian Evertfs,/ Cloppenburg, 
op't Water,/tegenover de Koor-Beur/ in vergulden 
Bijbel./ 1620./ 68 folioed leaves including title 
within an engraved border of Figures, and copperplates 
with the text on folios 5, 6, 8, 11, 14, 18, 20, 21, 24, 
27, 29, 30, 33, 49, 53, 55, 65. Old calf. 
4to. {ll.lls.6d. 1642) 

LAS CASAS (Bartholome de). Istoria/ 6 breuif- 
sima relatione/ Delia Distrvttione/ dell' Indie Oc- 
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cidentali/ di Monsie^. Reverendiss./ Don Bar- 
tolomeo daUe Cafe, o CafauB, Siuigliano/ Vefcouo 
di Chiapa Citta Regale neir Indie./ Conforme al 
svo vero originale/ Spa^uolo, gia ftampato in 
Siuiglia./ Con la traduttione in Italiano de Fran- 
oefco Berfabita./ Dedicata air Amicitia./ In 
Venetia Preflb Marco Ginammi. m.dc.xxvi./ Con 
lioenza de' Superiori, & Priuilegio./ (History or 
very short account of the destruction of the West 
Indies ; by My Lord the most reverend Don Bar- 
tholomew de Las Casas, or Casaus, of Seville, 
Bishop of Chiapa, a royal City in the Indies. Ac- 
cording to his true original Spanish, formerly 
printed in Seville, with the translation in Italian 
of Francis Bersabita. Dedicated to Friendship. 
Venice, at Mark Ginammi's, 1626. With license 
of the Superiors and privilege.) 8 prel. leaves and 
154pp. Libri Stampati <5f Errori 2 pp. Vellum. 
4(0. {11. U. 1643) 

LAS CASA8 (Bartholome de). Tyrannies/ et/ 
Crvavtez/ des/ Espagnols,/ Commises es Indes/ 
Occidentales, qu'on/ dit le Nouueau Monde./ 
Briefvementdescrite en/ Espagnol, par Dom Frere 
Barthelemy de/ las Casas de I'Ordre de S. Do- 
minique, Sc/ Euefque de la ville Royalle de 
Chiappa./ Traduitte fidellement en Fran9oi8 par 
lacques de Mig^ode/ sur la Coppie EspagnoUe : 
Imprim^e a la ville de Seuille./ A RovenyJ Chez 
lacques Caillou6 a la Court du Palais:/ 
M.DC.XXX./ louxte la Coppie Imprim^ a 
Paris, par Guillaume lulien./ Avec Privilege dv 
Roy./ (Tyranny and Cruelties of the Spaniards, 
committed in the West Indies, called the New 
World. Briefly described in Spanish by Don Fr. 
Bartholomew de Las Casas of the Order of St. 
Dominic and Bishop of the Royal City of Chiapa. 
Faithfully translated into French by James de 
Miggrode from the Spanish original, printed in the 
city of Seville. At Rouen, at James Cailloiie's, 
in the Palace Court. 1630.) 11 prel. leaves; viz. 
Title, the reverse blank, * Advertissement av Lec- 
tevr tovchant le present Livre.* 12 pp. * Sonnet.' 1 
wige. * Argvment dv prefent Liure.' 2 pp. * Pro- 
logve de L'evesqve dom Frere Barthelemy de las 
Casas,' etc. 5 pp : Text 214 pp. Old calf extra. 
4io. (ll.lls.6d. 1644} 
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LAS CASAS (Bartholomeo de). La LihertJk/ Pre- 
tesa/ Dal fapplice Schiauo Indiano/ di Monsignor 
Reyerendiss./ D. Bartolomeo dalle Cafe,/ o 
Cafans, Siuigliano, deir Ordine de' Predicatori, & 
YeicoQo/ di Cbiapa, Citta Regale deir Indie./ 
Confonne al fuo vero Origiuale Spagnuolo gia 
ftampato in Siuiglia./ Tradotto in Italiano per 
opera di Marco Ginammi./ Air Altezza Serenif- 
sima di/ Odoardo Famese/ Dvca di Parma, et 
Piacenza, &c./ In Venetian Preflb Marco Gin- 
ammi. M DC XX XX. / Con Licenza de' Superiori, & 
Priuilegio./ (The pretended liberty of the sup- 
pliant Indian slave, by My Lord the most reverend 
D. Bartholomew de Las Casas^ or Casaus, of Se- 
ville, of the order of Preachers and Bishop of 
Chiapa, a royal city of India. According to the 
true bpanish original, formerly printed at Seville. 
Translated into Italian by the industry of Mark 
Ginammi. To His Most serene Highness Edward 
Famese, Duke of Parma and Piacenza, etc. 
Venice. At Mark Ginammi's, 1640. With license 
ofthe Superiors, and privilege.) 158 pp. Vellum, 
4to. (1/.1I. 1645) 

LAS CASAS (Bartholomede). Histoire/ des In- 
des/ Occidentales./ Ov Ton reconnoit/ la bont^ 
de ces pais, & de leurs/ peuples ; & les cruautez 
Tyran/niques des Espagnols./ D^crite premiere- 
ment en langue Caftiilane par/ Dom Barthelemy 
de las Casas,/ de TOrdre de S. Dominique, 6c 
£ue£que/ de Chappa ; & depuis fidellement/ tra- 
duite en Francois./ A Lyon,! Chez lean Caffin, 
& F. Plaignard,/ en rue Merciere, au Nom de 
lesvs./ m.dc.xlii./ Auec Approbation, & Per- 
milsion./ (History of the West Indies. Where 
are recognised the excellence of those countries 
and of their people, and the tyrannical cruelties of 
the Spaniards. First described in the Castilian 
tongue by Don Bartholomew de Las Casas, of the 
Order of Saint Dominic, and Bishop of Chiapa, 
and since faithfully translated into French. Lyons. 
At John Caffin and F. Plaignard's, in Mercer 
Street, at the name of Jesus. 1642. With appro- 
bation and permission.) 4 prel. leaves; viz. Title on 
ike reverse, Approbation, and Permission, * Prefece 
av Lectevr.* 6 pp. Text 299 pp. Vellum. Small 
8w. (1/. 1«. 1646) 
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LAS CAS AS (Bartholome de). Istoria,/ 6 
Breuilsima Relatione/ della Distrvttione/ dell In- 
die Occidentali/ di Monsig. Reverendiss./ Don 
Bartolomeo dalle Calls, o Cafaus, Siuigliano dell' 
Ordine/ de' Predicatori ; & Vefcouo & Chiapa./ 
Conforme al.fuo vero Orig^ale Spagnuolo gia 
ftampato in Siniglia./ Tradotta in Italiano (fall 
Eccell. Sig. Giacomo Castellani,/ gia fotto nome 
di Francesco Beriabita. Al Molt* Ill.»«, & Ecc:««». 
Sig « Sig.' mio Col .»• II Si^./ Nicolo' Peraico./ 
In Venetia FrefTo Marco Ginammi. m.dcxliii./ 
Con Licenza de' Superiori, & Priuilegio./ (His- 
tory or very short account of the destruction of 
the West Indies. By My Lord the most reverend 
Don Bartholomew de Las Casas, or Casaus, of 
Seyille, of the order of Preachers, and bishop of 
Chiapa. According to the true Spanish original 
formerly printed in Seville. Translated into Ita- 
lian by His Excellency Signor James Castellani, 
formerly under the name of Francis Bers-abita. 
To the most Illustrious and most excellent Signor, 
my most Honored Lord, Signor Nicholas Persico. 
Venice, At Mark Ginanmii^. 1643. With license 
of the Superiors, and privilege.) 3 preL leaves and 
150 pp, 4to. (1/.1«. 1647) 

LAS CASAS (Bartholomeo de). Conqvista/ dell' 
Indie/ Occidentali/ di Monsignor/ Fra Bartolomeo 
dalle CaseJ 6 Cafaus, Siuigliano, Vofcouo di 
Chiapa./ Tradotta in Italiano per opera di Marco 
Ginammi./ AH' m.^^ & Ecc.™ Sig « Sig.»7 & 
mio Padron Col.*"*/ II Sig.»f Pietro Sagredo/ Pro- 
cvratore di S. Marco./ In Venetia, m do xxxxv./ 
Preflb Marco Ginanmii./ Con Licenza de' Su- 
periori, & Privilegio./ (Conquest of the West 
indies by My Lord, Brother Bartholomew de Las 
Casas or Casaus, of Seville, Bishop of Chiapa. 
Translated into Italian by the labours of Mark 
Ginammi. To the most Illustrious and excellent 
Lord, My Lord and most honoured patron the Lord 
Peter Sagredo, Procurator of Saint Mark. Venice, 
1643. At Mark Ginammi's. With the license of 
the Superiors and privilege.) 184 pp. Vellum, 
4to. (1/.1S. 1647») 

LAS CASAS (Bartholome de). The Tears of the 
Indians :/ Being/ An Hiilorical and true Account/ 
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Of the Cruel/ Maflacres and Slaughters/ of ahove 
Twenty Millions/ of innocent People ;/ Committed 
by the Spaniards/ In the Iflands of/ Hifpaniola, 
Cuba, Jamaica, &c./ As alfo. in the Continent 
of/ Mexico, Peru, and other Places of the/ Weft- 
Indies,/ To the total deftru6tion of thofe Countries./ 
Written in Spanilh by Calaus,/ an Eye-witnels of 
thofe things :/ And made Englilh by J. P./ Lon- 
don J Printed bv J. C. for Nath. Brook, at the An- 
ee\/ in Cornhil. 1656./ 15 preL leavet; viz, 1st 
blank. Title the reverse bkmky ' To His Highnefs, 
Oliver Lord Protector of the Commonwealth of 
England, Scotland and Ireland, With the Do- 
minions thereto belonging.' 7 pp. Signed *J. 
Phillips.' * To all true Englilb-men.* 18 pp. Text 
134 pp. Copperplate by 'R. Gay wood.' Old calf. 
SmaU Svo. {11. Is. 1648) 

LAS CAS AS (Bartholome de). Popery/ Truly 
Difplay'd in its/ Bloody Colours :/ Or, a Faithful/ 
Narrative/ of the/ Horrid and Unexampled Maf- 
iacres, But-/cheries, and all manner of Cruelties, 
that Hell and/ Malice could invent, committed by 
the Popifh Spanifli/ Party on the Inhabitants of 
West-India :/ Together/ With the Devaftations of 
feveral Kingdoms in America/ by Fire and Sword, 
for the fpace of Forty and Two/ Years, from the 
time of its firft Difcovery by them./ Compofed 
firft in Spanilh by Bartholomew de las Calas, a 
Bilhopj^there, and an Eye- Witnefs of moft of thefe 
Barbarous Cruelties ;/ afterward Tranilated by him 
into Latin, then by other hands, into/ High-Dutch, 
Low-Dutch, French, and now Taught to fpeak/ 
Modem Englilh./ London, Printed for R. Hewfon 
at the Crown in Cornhil,/ near the Stocks-Market. 
1689./ 4,prel. leaves and 80 pp. 4to. (Si. 2(. 1649) 

LAS CAS AS (Bartholome de). La Decouverte/ 
des/ Indes Occidentales,/ par/ les Espagnols./ 
Ecrite par Dom Balthazar de Las-/Casas, EvSque 
de Chiapa./ Dedie k Monfeigneur le Comte/ de 
Toulouse./ A ParisJ Chez Andre Prelard, rue 
Saint Jacoues. a TOccafion/ m.dc.xcvii./ Aveo 
Privileee au Roi./ (The Discovery of the East 
Indies by the Spaniards. Written by Don Bal- 
thasar de Las Casas. Bishop of Chiapa. Dedicated 
to my Lordy the Count of Toulouse. Paris, At 
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Andrew Prelard's, St. James Street, at the Oppor- 
tunity, 1697. With the King'gprivilege). fijw*^. 
Uavet including engraved title ; Text 382 pp; Table 
Spp, Old calf, Umo. (12«. 6</. 1650) 

LAS CASAS (Babtholome de). Relation/ des/ 
Voya^s/ et des/ d^couvertes/ Que les Efpagnols 
ont fait dans les/ Indes Occidentales ;/ Ecrite par 
Dom B. de Las-Caias, Ev^-/que de Chiapa./ Avec 
la Relation curieufe des Voy^es du/ Sieur de 
Montauban, Capitaine des/ Iilbuftiers, en Guin^e 
Tan 1695./ A Amsterdam J Chez J. Louis de Lorme 
Libraire lur le/ Rockin, a I'enfeigne de la Liberte.'/ 
M.DCxcviii./ 6 prel. leaves, including Frontispiece ; 
Text 402 pp. Catalogue, 2 pp. blank leaf; Followed 
by VAni de/ Voyager/ Utilement./ Suivant la 
Copie de Paris./ A Amsterdam,/ Chez J. Louis de 
Lorme Libraire fur le/ Rockin, a I'enfeigne de la 
Liberte.7 m.dc.xcyiii./ 2 prel, leaves and 52 pp. 
Old calf, nmo, (10«. 6d. 1651) 

LAS CASAS (Bartholome de). An/ Account/ Of 
the Firft/ Voyages and Discoveries/ Made by the 
Spaniards in America./ Containing/ The moft 
£za6t Relation hitherto pub/li(h'd, of their un- 
parallel'd Cruelties/ on the Indians, in the deilruc- 
tion of a-/bove Forty Millions of People./ With 
the Propofitions offered to the King of Spain,/ to 
prevent the further Ruin of the Weft-Indies./ By 
Don Bartholomew de las Cafas, Biihop of Chiapa,/ 
who was an Eye-witnefs of their Cruelties./ lAul- 
trated with Cuts./ To which is added,/ The Art 
of Travelling, (hewing how a Man may/ dilpofe his 
Travels to the bed advantage./ London,/ Printed 
by J. Darby for D. Brown at the Black Swan/ and 
Bible without Temple-Bar, J. Harris at the/ Har- 
row in Little Britain^ and Andr. Bell at the/ 
Crofs-keys and Bible m Comhil. m.dc.xc.ix7 4 
prel, leaves; viz. Title, Preface, and Contents: Text 
248 pp. * The Art of Travelling to Advantage.' 40 
pp. 2 copperplates, each in two leaves at page 1. Old 
calf, 6vo, (12i. 6d. 1652) 

LAS CASAS (Bartholome de). Breve Relacion 
de la Destruccion de las Indias Occidentales, Pre- 
sentada a Felipe II siendo Principe de Asturias 
por D. Fr. Bartolom^ de las Casas, Del Orden de 
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Predicadores, Obispo de Chiapa. ^Impresa en 
SeFillaen 155S. Reimpresa en Londres Por Schnlze 
y Dean, 13, Poland Street. 1812. Half-title^ title, 
and 140 pp. Uncut. Ifwio. (10». 6d, 1653) 

LASO DE LA VEGA (Antonio de Cordova). 
4» / Por/ D. Antonio de Cordova/ Lafo de la Vega, 
Capitan de las Guardas/ de el Govemador, y 
Teniente Gene-/ral de la Cavalleria del Kejno/ de 
Chile./ Con/ El Seiior Fiscal del/ Confeio de 
Indias, j el Promotor Fifcal/ de Cobran9a8 de 61./ 
\Litna 1620?] 4 unnumbered leaves, unbound. 
Folio. {ll.U. 1654) 

LASSO DE LA VEGA (Gabriel). Elogios/ en 
loor de/ los Tres Famosos Varo-/nes Don layme Rey 
de Aragon, Don Fernan-/do Cortes Marques del 
Valle, y Don/ Aluaro de Ba^an Marques de/ Santa- 
cruz./ Cdpueftos por Gabriel Laiio dela Vega 
C6tino del R. N. S.J Dirigidos a Don Gafpar Gal- 
9aran de Caftro y Pi-/nos, Code de Guimaran, 
Vizcode de Ebol, &c./ Ano 1601/. Con priui- 
legio. En Caragoqa por A lonfo Rodriguez./ Sprel, 
leaves and l^Jolioed leaves. Fine cttpy. Old (xtlf, 
16nu>. (3/. 13*. 6d. 1655) 

LAST (The)/ Eaft-Indian/ Voyage./ Containing 
Mvch/ varietie of the State of the ieuerall/ king- 
domes where they haue traded :/ with the Letters of 
three feuerall Kings/ to the Kings Maiellie of 
England,/ begun by one of the Voyage : fince con- 
tinued/ out of the faithfull obferuations of/ them 
that are come home./ At London J Printed by T. 
P. for Walter Burre./ 1606./ Title, reverse blank; 
< To the Reader.' 1 page, Signed < W. B.' Text, sig, 
B to K in fours. Halfmor. 4to. (3Z. 3«. 1656) 

LATHROP (John). A Discourse Preached, De- 
cember 15th 1774. Being the day recommended 
By the Provincial Congrefs, To be Observed In 
thankfgiving to God for the Blellines enjoyed ; and 
humiliation on account of public Calamities. By 
John Lathrop, A.M. Pastor of the Second Churcn 
in Boston. Boston: Printed by D. Kneeland; 
and Sold by Samuel Webb, in Queen-Street. 1774. 
39 pp. Uncut. %vo. (4s. 6d. 1657) 

LATHROP (Joseph). Two Sermons, on the 
Chriitian. Sabbath, for Distribution in the New 
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Setdements of the United States. By Joseph La- 
throp, D.D. Paftor of the firft Church in Weft- 
Springfield. Northampton^ (MfdOTachufetts.) 
Printed By William Butler, (For the Hampfliire 
Miffionary Society.) 1803. 28 pp. Uncut. 
8w. (2«. 6d. 1658) 

LATOUR (A. Lacarriere). Historical Memoir 
of the War in West Florida and Louisiana in 
1814-15. With an Atlas. By Major A. Lacarriere 
Latour, Principal Engineer in tne Seventh Mili- 
tary District United States* Armv. Written 
Onginally in French, and translated for the Au- 
thor, by H. P. Nugent, Esq. Philadelphia: Pub- 
lished by John uonrad and Co. J. Maxwell, 
printer 1816. xx and 264 pp. * Appendix,' cxcpp. 
With 7 colored maps and plans. BoardSf uncut. 
Svo. (15«. 1659) 

LAW (William). An Extract from a Treatise By 
William Law, M.A. Called, The Spirit of Prayer; 
or. The Soul riling out of the Vanity of Time, into 
the Riches of Eternity. Difcovering the true 
Way of turning to God, and of finding the King- 
dom of Heaven the Riches of Eternity in our 
Sonls. Philadelphia : Printed by B. Franklin, and 
D. HalL 1760. 47 pp. 8w. (lOi. 6d. 1660) 

LAWSON (Deodat). Christ's Fidelity/ the only/ 
Shield/ against/ Satan's Malignity./ Asserted m 
a/ Sermon/ Deliver'd at Salem- Village the/ 24th 
of March, 1692. Bein^ Lecture -/day there, and a 
time of Publick Examination, of fome Sufpe6bed/ 
for Witchcraft./ By Deodat Lawson, Minifter/ of 
the GofpeU The Second Edition./ Printed at 
Bofton m New- England, and Reprinted/ in Lon- 
don by R. Tokey for the Author ; etc. 1704./ 6 
prel. UMLveSf and 120 pp. Fine copy, half calf, 
nmo. (2Z. 2s. 1661) 

LAWSON (John). A New Voyage to Carolina ; 
Containinof the Exa6i Defcription and Natural 
Hiftory of that Country : Together with the Pre- 
fent State thereof. And A Journal Of a Thousand 
Miles, Travel'd thro* feveral Nations of Indians. 
Giving a particular Account of their Culioms, 
Manners, &c. By John Lawson, Gent. Surveyor- 
General of North-Carolina. Lttadon : Printed in 
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the Year 1709. TWe^ reverte blank ; Dedieatum to 
Lord Craven 2 pp ; Preface 2 pp ; Introduction Sf 
Journal, 60 pp; Description of rforth Carolinay pp. 
61 to 258 ; Lately published etc, tpoge. Map atp, 
61. ^ plate of animals at p, 125. Fine copy. Calf, 
4to. (2Z. 12«. 6d. 1662) 

This copT is u it waa origlDally pablithed io aumben. haviof the 
acTeral titles to the April, May, June, and July numbers, 1709. 

LECHFORD (Tnoyiki), Plain Dealing:/ Or,/ 
Newes/ from/ New- England./ A fliort view of 
New-Englands/ prefent Government, both Eccle- 
fiafticall and Civil,/ compared with the anciently- 
received and ella-/bliihea Government of England^ 
in/ fome materiall points ; fit for the graveft/ consi- 
deration in thefe times./ By Thomas Lechford of 
Clements Inne,/ in tne County of Middlefex, 
Gent./ LondonJ Printed by W. E. and I. G. for 
Nath: Butter, at the figne/ of thepyde Bull neere S. 
Auftin» gate. 1642./ 4prel. leaves ; vit. Title, on 
ike reverse Royal Arms ; * To the Reader.* 5pp, * A 
Table * etc, 1 page ; Text 80 pp. Fine copy, calf extra 
by Bedford. Mo. (51, 5s. 1663) 

LEDERER (John). The/ Discoveries/ of/ John 
Lederer,/ In three feveral Marches from/ Virgi- 
nia,/ To the Weft of/ Carolina,/ And other parts of 
the Continent :/ Begun in March 1669, ana ended 
in September 16707 Together with/ A General 
Map of the whole Territory/ which he traverfd./ 
Colle6ted and Tranilated out of Latine from his 
Difcourfe/ and Writing;s,/ By Sir William Talbot 
Baronet./ London, Printed by J. C. for Samuel 
Heyrick, at Grays-VInne-gate in Holborn. 1672./ 
Sprel. leaves ; viz. Title reverse blank, * To the Right 
Honourable Anthony Lord Ashley,' ete. 2 pp, signed 

* Wniiam Talbot.' * To the Reader.* 2 pp, signed 

* William Talbot* * A Map of the wholeTerntory 
Traversed by lohn Lederer in his three Marches.* 
Text ^pp. Fine copy. Green morocco extra, 
4to. {31. 3s. 1664) 

LEE (Charles). Memoirs of the life of the late 
Charles Lee^ Esq. Lieutenant Colonel of the Forty 
Fourth Regiment, Colonel in the Portuguese ser- 
vice. Major General, and Aid du Camp to the King 
of Poland^ and Second in Command in the Service 
of the United States of America during the Revo- 
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lution : To which are added his Political and Mi- 
litary Essajs ; also, Letters to, and from many dis- 
tinguished Characters, both in Europe and Ame- 
rica. Dublin : P. Byrne, etc, 1792. xn and 439 
pp. Oidcalf, 8vo. (108. 6d. 1665) 

LEE ( Ch A RLEs) . The Life and Memoirs of tlie late 
Major General Lee, Second in Command to Gene- 
ral Washington, during the American Revolution, 
to which are added, his Political and Military Es- 
says . Also, Letters to and from many distinguished 
Characters both in Europe and America. New- 
York ; Richard Scott, 1813. 4 prel. leaoes and pp. 
13-352. Calf. 12mo. (7«. 6d. 1666) 

LEEDS (Daniel). An Ahnanack For the Year of 

Christian Account 1687. Particularly respecting 

the Meridian and Latitude of Burlington, but may 

indiflFerently serve all places adjacent By Daniel 

Leeds, Student in Agriculture. Printed and Sold 

by William Bradford, near Philadelphia in Penn- 

i^lvania, pro Anno 1687. A broadside. 

Folio. (2/. 2s. 1667) 

This glieet Almanac is raid to have been the first piece printed at 

Philadelphia. The present copy is onlj a rrasnient of about 

three-elgbih.sof the whole, but It has the tower riig^t-hand corner, 

with the date 1687. 

LEEDS (Daniel). The same, a reprint. A broadside. 
Folio. (25.6(i. 1668) 

LEEVEN EN DADEN/ der Doorluchtiffhfte/ Zee- 
Helden/ en/ Ontdeckers van Landen,/ deser eeu- 
wen./ Beginnende met/ ChristofFel Colombus,/ 
Vinder van de Nieuwe Wereldt./ En eyndigende 
met den Roemruchtigen Admirael/ M. A. de Ruy- 
ter, Ridd, &c./ Vertoonende veel vreemde Voor- 
vallen, dappere Verrichtingen,/ lloutmoedige Beft- 
ieringen, en I'waere Zee-ilagen, &c./ Naeukeurigh, 
uyt veele geloofwaerdige Schriften, en Authen- 
tijcke/ Stucken, by een gebracht, en befchreven,/ 
Door V. D. B./ i' Amsterdam,! By Jan Claesz. ten 
Hoom, en Jan Bouman,/ Boeckverkoopers. Anno 
1676./ Met Privilegie voor 15. iKren.f 5 prel. 
leaves; viz. Engraved title * Leeven. en Daden./ der 
Doorlughtige/ Zee-Helden./' title on the reverse 
* Privileffie.* Portrait of De Ruyter. * Op-dracht' 
2 pp. * Aen den Lezer.* and * Register.* 2 pp. Text 

' 350 pp. Copperplates at pp, 1, 20, 45, 79, 89, 108, 
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128, 153, 183, nOy 235, 258, 280. Tweede Deel. 
2 and 303 pp. ' Register.' 7 pp. Copperplates at 
pp. 1, 7, 43, 50, 71, 85, 92, 121, 166, 173, 179, 185, 
251, 271, 281, 295, 299. Calf extra by Clarhe and 
Bedford. 4to. {ll.lU.6d. 1669) 

LEEVEN EN DAADEN/ der Doorluchtigfte/ Zee- 
Helden,/ Beginnende met de Tocht na/ Damiaten,/ 
Voorgevallen in den Jare 1517./ En eindigende 
met den beroemden Admirael/ M. A. de Ruyter, 
Hartog, Ridd, &c./ Vertoonende alle de vooma- 
emite Zeedaden die de Hollanders en Zee-/lander8 
&c. van haer begin aen, loffelijck tegens bun vy- 
anden ver-/richt bebben; neyens veel vreemde 
Voorvallen, dappere Helde-/daden, fioutmoedige 
Beftieringen, en fwaere Zee-flagen, &c./ N aeukeu- 
righ, uyt veele geloofwaerdige Schriften, en Au- 
thentiioke/ Stucken, by een gebracht, en befchre- 
ven,/ Door V. D. B./ Met veele curieufe koopere 
Plaeten verciert./ t'ArMteldam,/ By Jan ten Hoom, 
en Jan Bouman,/ Boekverkoopers, in Compagnie. 
Anno 1683./ 8 prel. leaves; viz. Engraved title, 
* Leeven. en Daden./ der Doorlughtige/ Zee-Hel- 
den./ T* Amsterdam/ By Jan ten Hoom, en Jan 
Bouman,/ Boekverkopers in Compani 1683./ Title, 
on the reverse * Privilegie.' * Opdracht* 2 pp. * A an 
den Leezer/ 2 pp, ' Register Der Hoofl-Deelen * 8 
pp. Text 784 pp. * Register.' 7 pp. Copperplates 
at pp. 3, 39, 93, 123, 127, 150, 193, 203, 224, 282, 
293, 326, 412, 482, 489, 512, 519, 548, 558, 587, 
593, 601, 633, 721, 749, 773, 778, 781. VeUum. 
4to. {ILlls.ed. 1670) 

LEIGH ( Egerton). Extracts from the Proceedings 
of Ae High Court of Vice- Admiralty, in Charles- 
town, South Carolina, upon Six several Informa- 
tions, adjudged by The Honourable Egerton Leigh, 
Esq ; Sole Judge of that Court, and His Maiesty's 
Attorney-General in the faid Province, In the 
Years 1767 and 1768. With explanatory Remarks, 
&c. And copies of two extraordinary Oaths. To 
which are subjoined. Recapitulation, reflections 
arising from a retrospect of a late Case, and some 
General Observations on American Custom- House 
Officers. And Courts of Vice- Admiralty. The Se- 
cond Edition, with an Appendix. Charlestown: 
Printed by David Bruce, mdcclxix. iv and 64 
pp. Folio, {2l.l^s.6d. 1671) 
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LEJARZA (Juan Jose Martinez de). An^sisEs- 
tadistico. De la Provincia de M ichuacan, en 1833. 
Por J. J. L. • Mexico : 1824. 2 prd. leave*, ix and 
281pp. TabUiNum.1-7, 4to, (15». 1672) 

LEO AFRICANUS (Jean). Historiale/ Descrip- 
tion/ de TAfngve, Tiers:/ce partie dv/ Monde,/ 
Contenant fes Roj^aumes, Re^ons, Viles, Citez,/ 
Chateaus & fortereffes : lies, Fleuues, Ani-/maus, 
tant aquatioaes, que terreitres : coutu-/mes, loix, 
religion & la^on de faire des habitas,/ auec pour- 
traits de leurs habis : enfemble autres/ chofes me- 
morables, & fingulier^ nouueautez:/ Efcrite de 
ndtre temps par lean Leon, African,/ premiere- 
ment en langue Arabefque, puis en Tof-/cane, &c k 
present mife en Fran9ois./ En Anvers./ Ches lean 
Bellere./ 1556./ 16 prel. leaves : Text 41i folioed 
leaves. ' Indice des principales matieres ' etc, 48 pp. 
Calf extra, Qvo. {ILls. 1673) 

LEON (Antonio de). Epitome/ de la/ Biblioteca/ 
Oriental i Occidental, ^Tautica/ i Geografica./ Al 
ExcelentifT. Senor D. Ramiro Nunez/ Perez Felipe 
de Guzman, Senor de laCafa/ de Guzman, Duoue 
de Medina de las Tors/res Marques de Toral i Mo- 
naiierio, Conde/ de Parmaccello i Valdorce, Comen- 
dador/ de Valdepenas, Gran Canciller de las Iiu:/ 
dias, Teforero General de la Corona de Ara/sffon i 
Confejo de Italia, Capitan de los den/ Hijosdalgo 
de la g^arda de la Keal pers/fona i Sumiller de 
Corps./ Por el Licenciado Antonio de Leon/ Re- 
lator del Supremo i Real/ Consejo de las Indias./ 
Con Priuilegio./ En Madrid, Por luan Gonzalez./ 
Ano de m.dcxxix. Engraved title and 43 prel. 
leaver; Text 186 pp. ' Appendice.' xii pp, and Co- 
Uyphmleaf, Half calf, 4to. (2/. 2«. 1674) 

LEON (Antonio de). Politica/ de las Grandezas/ 
y Goviemo del Svpremo/ y Real Cons^o de/ las 
Indias./ Dirigida/ Al RW Nvestro Senor en el/ 
mifino Real Confejo, Preudente el Licenciado D. 
luan de Vi-/lela del Abito de Santiago ; Gran Can 
ciller el C5de Duque dd/ Gafpar de Guzman, Co- 
mendador mayor de Alcantara; Confe-/jero8, el 
Lie. don Francifco Arias Maldonado, Maeftre-ef- 
caela/ de Salamanca. lie. luan Gonzalez de Solor- 
9800, Lie. don Ro-/arigo de Aguiar y Acuna, Lie. 
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Alonfo Maldonado de Torres,/ lie. Fernando de 
Villa fenor, Prefidente de la Contratacion,/ Lie. 
Sancho Florez del Confejo de Cruzada, Lie. don 
Die^o de/ Cardenas, Lie. don Francifco Manfo j 
Zuni^a, Lie. don Pedro/ de Bibanco, del Abito de 
Santiago, Lie. don Diego Gon9alez/ de Cuenea j 
Contreras, Lie. don Francifeo Antonio de Alarco/ 
del Abito de Santiago : Fifeal el Lie. don Antonio 
de la/ Caeva y Silva, Seeretarios, Pedro de Ledef- 
ma, J I don Ferdinando de Contreras ; Teniente de/ 
Gran Caneiller D. Antonio de/ Aguiar j Aeuiia, 
del Abito/ de Santiago./ Por el Liceneiado An- 
tonio de Leon./ [Lima, 1658?] Title and 20 folioed 
leaves, VeUum, 4to. (1/. 1<. 1675) 

LEON PINELO (Antonio de). IPnnted Title] 
Vida/ del Ilvstr. i Reverend./ Don Toribio/ Al- 
fonso Mogrovejo/ Arzobispo de Lima./ [Engraved 
Title] Vida/ del Ilvstrissimo/ i Reverendiffimo D. 
Toribio/ Alfonso Mogrovejo./ Areobispo de la 
Civdad/ de los Reyes Lima/ Cabeza de las Pro- 
yincias del Piru./ Dediease./ Al Eminentissimo 
S.'/ Don Baltasar de Moscoso/ y Sandoval, Pres- 
biteroCardenal dela/ S.* Iglefia de Roma del Titulo 
de S.* Cruz/ en Gerusalen Arcobil'po de Toledo 
Pri/-mado de las Efpanas Chaneiller/ mayor de 
CaflUla del Con-/feio de Eftado. &/ Por el Licen- 
eiado Antonio/ de Leon Pinelo, Relator del Con- 
fejo Supre-/mo de las Lidias, y del de la/ Camara 
dellas./ [Linui] 1653. 34 prel. leaves and 421 pp. 
With Portrait of Toribius Alfonsus Mogrovejo, Calf, 
4to. (2/. 2s. 1676) 

LEON Y GAMA (Antonio de). Disertaeion 
Fisica sobre la Materia y Formacion de las Auroras 
Boreales, que eon ocasion de la que apareeio en 
Mexieo y otros Sueares de la Nueva Espana el dia 
14 de Noviembre de 1789. Escribi6 D. Antonio 
de Leon y Gama. Con las Lieeneias Neeesarias. 
Mexico : Por D. Felipe de Zuniga y Ontiveros, 
ealle del Espiritu Santo, ano de 1790. Title and 
37 pp. Half mar. 4to. (10«. 6d. 1677) 

LEON Y GAMA (Antonio de). Descripeion 
Hist6rica y Cronol6giea de las dos Piedras que con 
ocasion del nuevo Lmpedrado que se esta form- 
ando en la Plaza Principal de Mexico, se hallaron 
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en ella el Ano de 1790. Explicase el sistema de 
los Calendarios de los Indios, el m6todo que tenian 
de dividir el tiempo, y la correccion que bacian de 61 
para igualar el ano civil, de que usaban, con el 
aiio sokr tr6pico. Noticia muy necesaria para la 
perfe6ta inteiigeucia de la se^nda piedra : k que 
se anaden otras curiosas 6 instru^tivas sobre la 
Mitologia de los Mexicanos, sobre su Astronomia, 
J sobre los ritos y ceremonias que acostumbraban 
en tiempo de su Gentilidad. Por Don Antonio de 
Leon y Gama. Mexico, £n la Imprenta de Don 
Felipe de Zuniga y Ontiveros Ano de m.dcc.xcii. 
3 prel. leaves and 116 fp. Lista, etc, 2 pp, afid S 
plates. Calf. 4to. (15«. 1678) 

LE PAGE DU PRATZ (M.) Histoire de U 
Louisiane, Contenant la D6couverte de ce vafte 
Pays; fa Defcription g^ographique ; un Voyage 
dans les Terres ; THifioire ^Naturelle ; les Mceurs, 
Coiitumes & Religion des Naturels, avec leurs 
Origines; deux Voyages dans le Nora du nouveau 
Mexique, dont un juiqu*a la Mer du Sud ; om^e 
de deux Cartes & de 40 Planches en Taille douce. 
Par M. Le Page du Pratz. A Paris, m.dcc.lviii. 
Three Volumes. Tome Premier, xvj arid 35S pp, 
2 copperplate maps at pp. 138, 139. Tome Second, 
Half-title, title, and 441 pp. 34 copperplates. Tome 
Troisieme, Half-title, title, and 451 pp. Approba- 
tion and Privilege 3 pp. Errata 1 page. 4 copper- 
plates. Old calf, Umo, (15s, 1679) 

LE PAGE DU PRATZ (M.) The History of 
Louisiana, or of The Western Parts of Virginia 
and Carolina: Containing A Defcription of the 
Countries that lye on both Sides of the River 
Mijfifipi: With An Account of the Settlements, 
Inhabitants, Soil, Climate, and Produ6ls. Tranf- 
lated from the French, (lately publiihed,) By M. 
Le Page Du Pratz ; with Some Notes and Obser- 
vations relating to our Colonies. In Two Volumes. 
London, T. Becket and P. A. De Hondt. bsdcc 
Lxiii. Two Volumes, Vol.1. Half-title, title, I pp. 
vii and 368 pp. 2 maps. Vol. II. 4 prel. leaves^ 
and27^pp. Old calf, Umo, (15*. 1680) 

LE ROY (P. L.) A Narrative of the singular 
Adventures of Four Ruffian Sailors, Who were 
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caft away on the defert Ifland of East-Spitzberffeii. 
Together with some Observations on tne Proauc- 
tions of that Ifland, &c. By Mr. P. L. Le Roy, 
Profeffor of Hiftory, and Member of the Imperial 
Academy of Sciences at St. Peteriburg. Tranf- 
lated from the German Original, at the defire of 
federal Members of the Royal Society. [Lond^yn, 
1774?] Title and pp, 43-118. Half morocco. 
Svo. (4s. 6d. 1681) 

LERY (Jean de). Histoire/ d'vn Voyage/ fait en 
la terre/ dv Bresil, avtre-/nient dite Ame-/rique./ 
Contenant la nauigation, & choies remar-/quables, 
veues fur mer par I'au^Jeur : Le compor/ tement 
de Villegagnon, en ce pais la. Les meurs/ & fa9ons 
de yiure eflranges des Sauuages A-/meriquains : 
auec vn colloque de leur langage./ Enfemble la 
defcription de plufieurs Animaux,/ Arbres, Herbes, 
&c aatres chofes fingulieres,/ & du tout inconues par 
de^a, dont on verra les/ fommaires des chapitres 
au commencement du/ liure./ Non encores mis en 
lumiere, pour les caufes/ contenues en la preface./ 
Le tout recueilli fur les lieux par lean ae/ Lery 
natif de la Margelle, terre/ de faindt Sene au Duch6 
de/ Bourgongne./ Seigneur, ie te celebreray entre 
les peu-/ples & te diray Pfeaumes entre les na-/ 
lions. Pseav. cviii, [-4 la RochelU.^ Pour An- 
toine Chuppin. m.d.lxxviii./ First Edition. 24 
prel. leaves, and 424 pp. Table 12 pp. Errata 1 page. 
Vellum. Svo. (2/. 2«. 1682) 

LERY (Jean de). Histoire/ d'vn Voyage/ faict en 
la terre dv/ Bresil, avtrement/ dite Amerique./ 
Contenant la navigation,/ & chofes remarquables, 
veues fur mer par Taufteur : Le com-/portement de 
Villegagnon en ce pays-/la. Les moeurs & fa9ons/ 
de vmre eflranges des Sauuages Ameriquains : 
auec vn collo/-que de leur langage. Enfemble 
la defcription de ^lufieurs A-/nimaux, Arbres, 
Herbes, & autres chofes fingulieres, & du/ tout inco- 
nues par deqa : dont on verra les fommaires des 
cha-/pitres au commencement du liure./ Reveve 
corrigee, et bien/ augmentee en cefte feconde 
Edition, tantde fi-/gures, qu*autres chfoes notables 
fur le/ fuiet de I'auteur. Le tout recueilli fur les 
lieux par lean de/ Lery, natif de la Margelle, 
terre/ de fain6t Sene, au Duch^ de/ Bourgongne./ 



d by Google 



466 Bihliotheca Americana, 

[AWRochelle] Pour Antoine Chuppin./ m.d.lxxx./ 
^3 j)rel. leaves, and 582 jyp. Table 10 pp. Errata 1 
fMige, Vellum, Qvo, (1/. 5«. 1683) 

LERY (Jean de). Historia/ Navigationis/ in Bra- 
siliam,/ quae et America/ dicitvr./ Qva describitvr 
avtoris/ nauigatio, quaeque in mari vidit memorias 
pro-/denda: Villagaenonis in America gefia: 
Brafi-/lienfium villus & mores, a noftris admodum 
a-/lieni, cum eorum linguae dialogo: animalia 
etiam,/ arbores^ atque herbae, reliquaque fingularia 
& no-/bis pemtus incognita./ A Joanne Lerio 
Bvrgvndo/ Gallice fcriota. Nunc rero primiim 
Latinitate/ donata, & variis figuris illustrata./ 
Excvdebat/ Evstathivs Vignon./ Anno cio lo 
Lxxxvi./ ^Geneva'.] S2 fret leaves, the last blank ; 
Text 342 pp. Index 16 pp. At page 178 is a wood- 
cut S^ by 9 inches. Vellum, Qvo. (IZ. 10$. 1684) 

LERY (Jean de>. Historia/ Navigationis/ in Bra- 
siliam/ quae et America/ dicitur./ Qva describitvr 
avthoris/ nanigatio, quaeque in mari vidit me- 
moriae prodenda: Villa-/gagnonis in America 
gefla : Bralilienfium vi6ius & mores, k/ noilris ad- 
modum alieni, cum eorum linguae dialogo: ani-/ 
malia etiam, arbores, atque nerbae, reliquaque 
fingularia &/ nobis penitus incognita./ A Joanne 
Lerio Bvrgundo/ Gallice icripta. Nunc vero pri- 
mum Latinitate/ donata, &c varijs figuris illuftrata./ 
Secvnda Editio./ Geneva./ Apud naeredes Eufta- 
, thij Vignon./ cto lo xciiii. Title, reverse blank; 
^Epistola,' 3 leaves; Epigi-ams ^ leomes; *Totivs 
Historiae Svmma Capita,' 2 leaves ; * Praefatio,* 21 
leaves; text MO pp. * Index,' 8 /eatv5 ; with folding 
woodcut to face p. 178. Fine copy. Old calf, 
8w. (11, 10s. 1685) 

LE SAGE (M.) The Adventures of Robert Che- 
valier, caird De Beauchene^ Captain of a Priva- 
teer in New-France. By Monfieur Le Sage, 
Author of Gil-Bias. In Two Volumes. London : 
T. Gardner, m,dcc,xlv. Two Volumes. Vol I. 
4 prel. leaves, and 307 pp. Vol. II. 4 prel. leaves, 
and ^87 pp. 12mo. (10s. 6d. 1686) 

LESLIE (Charles). A New and Exact Account 
of Jamaica, wherein The Antientand Prefent State 
of that Colony, its Importance to Great Britain, 
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Laws, Trade, Manners and Religion, together 
with the moil remarkahle and curious Animals, 
Plants, Trees, &c. are defcribed : With a particu- 
lar Account of the Sacrifices, Libations, &c. at 
this Day in Ufe among the Negroes. The Third 
Edition. To which is added^ An Appendix, con- 
taining an Account of Admiral Vernon's Success 
at Porto Bello and Chagre. Edinburgh : R. Fle- 
ming, Mdccxl. 4 prel. leaves^ and 376 pp. Calf, 
Bvo. {10s. 6d. 1687) 

LESSEPS (M. de). Travels in Kamtschatka, 
during the years 1787 and 1788. Translated 
from the French of M. De Jjesseps, Consul of 
France, and Interpreter to the Count de la Per- 
ouse, now engao^ed in a Voyage round the World, 
by Command of his most Chnstian Majesty. In 
Two Volumes. Londow: J. Johnson, 1790. Two 
Volumes. \ oh J. xvi and 2Q3 pp. Map. Vol.11. 
via and 408 pp. Calf. 8vo. (10s. 6d. 1688) 

LETERA de la nobil cipta: nouamente ritrouata 
alle Indie con li collumi & modi del I'uo Re & foi 

Sopuli : Li modi del luo adorate con la bella vl'anza 
e le donne loro : & de le dua perfone ermafrodite 
donate da quel Re al Capitano de larmata. [at the 
end] Data in Peru adi. xxv. de Nouembre. Del 
MDXxxiiii. IReprint, Milan, 1830?] 8 pp. boards. 
4to. {11. Is. 1689) 

LETRAS Anvas/ de la Compania/ de lesvs/ de la 
Provincia/ del Nvevo Reyno/de Granada./ Desde 
el Ano de Mil y Seys cientos/ y treinta y ocho,/ 
hasta el Ano de Mil y Sevs cientos/ y quaranta 
y tres./ En Zaragoza Ano (le 1645./ Imprefas con 
liceucia delos Superiores./ 239 pp. Old calf. 
4to. {11. lis. 6d. 1690) 

LETTER (A) from a Merchant at Jamaica to a 
Member of Parliament in London, Touching the 
African Trade. To which is added, A Speech 
made by a Black of Gardaloupe, at the Funeral of 
a Fellow-Negro, London, A. Baldwin, mdccix. 
SI pp. Uncut. Halfmor. Small Qvo. (4s. 6d. 1691) 

LETTER (A) from South Carolina; giving an Ac- 
count of the Soil, Air, Product, Trade, Govern- 
ment, Laws, Religion, People, Military Strength, 
he, of that Provmce ; Together with the manner 
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andneceflarj Charges of Settling a Plantation there, 
and the Annual Profit it will produce. Written 
hj a Swifs Gentleman, to his fnend at Bern. Lon- 
doUy A. Baldwin, 1710. 63 pp. Half morocco, 
8w. (10«. 6d. 1692) 

LETTER (A) To the Right Honourable The Lords 
Commiifioners of Trade &; Plantations : Or, A ihort 
Essay on the Principal Branches of the Trade of 
New-England, with the Difficulties they labour 
under ; and Some Methods of Improvement. Lon- 
don : 1715. 2 prel. leaves; viz. Title and Dedication, 
Signed * T. B. Text 19 pp. Half morocco. 
Svo. (12s. 6d, 1693) 

LETTER (A) To the Right Reverend the Lord 
Bilhop 01 London, from An Inhabitant of his 
Majesty's Leeward-Caribbee-I Hands. Containing 
fome Considerations on His LordHiip's Two Let- 
ters of May 19, 1727. The first To the Masters 
and Mistresses of Families in the Englifh Planta- 
tions abroad ; The second To the Missionaries there. 
In which is Inferted, A Short Essay concerning 
the Conversion of the Negro-Slaves in our Sugar- 
Colonies ; Written in the Month of June, 1727, by 
the fame Inhabitant. London : J. Wilford, 1730. 
Half-title, title, and text 103 pp. Half morocco, 
Svo, {7s. 6d, 1694) 

LETTER (A Second) From a Minifter of the Church 
of England To his Diflenting Parifliioners, In 
Anfwer to Some Remarks made on the former, by 
one J. G. Boston: Printed in the Year 1734. 
Half-title, title and 113 pp. Errata 1 page, halfmor, 
Qvo. (7s. 6d. 1695) 

LETTER (A) To a certain Eminent British Sailor. 
Occafion'd by his Specimen of Naked Truth. From 
a zealous Aflertor of his Merit, and fincere Well- 
wiflier to his Person. London : M. Moore, 
M.DCcxLvi. 32 p2?. /la//' mor. Svo, (6s. 1696) 

LETTER (A) to Mrs. P S. In which fome 

Facts in her laft Number are refcued from the falfe 
Light ihe has put them in. and fome others which 
Ihe has omitted, are fupply'd. London : H. Car- 
penter, M.DCC.XLiz. litle and 21 pp. half mor, 
Svo, i7s.6d, 1697) 
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LETTER (A) to the People of England, on the 
Prefent Situation and Conduct of National Affairs. 
Letter I. The Third Edition. London : Printed 
in the Year, 1756. 56 pages. Half morocco, 
Qvo. (4s. 6d. 1698) 

LETTER (A Second) to the People of England on 
Foreign Subsidies, Subsidiary Armies, and Their 
Confequences to this Nation. The Third Edition. 
London : J. Scott, mdcclvi. 56 pp. Half morocco. 
Qvo. (4s. 6d. 1699) 

LETTER (A Thibd) to the People of England, on 
Liberty, Taxes, And the Application of Publick 
Money. The Third Edition. London : Printed in 
the Year, 1756. Title and pp. 5-54. half morocco. 
8vo. (4s. 6d. 1700) 

LETTER (A Fourth) to the People of England. 

On the conduct of the M rs in Alliances, I leets, 

and Armies, fince the firft Differences on the Ohio, 
to the taking of Minorca by the French. London : 
M. Collier, 1756. Half'titU,titU, and 111 pp. half 
mor. 8vo. (4s. 6d. 1701) 

LETTER (A) to a Clergyman, in the Colony of 
Connecticut, from his Friend. In which, the true 
Notion of Orthodoxy is enquired into ; and fome 
Thoughts are fuggefted concerning publick Teils 
of Orthodoxy, and the milchievous Effe6ts of fet- 
ting up falfe Tefts thereof. New-Haven : Printed 
by James Parker, and Company, jmdcclvii. 24pp. 
signed * Catholicus.* Qvo. (4s. 6d. 1702) 

LETTER (A) to the Right Honourable WilUam 
Pitt, Esq; from an Officer at Fort Frontenac. 
London: J. Fleming, mdcclix. Half-title, title, 
and 38 pp. Qvo. (7s. 6d. 1703) 

LETTER (A) to the Clergy of the Colony of Con- 
necticut, from an Aged Layman of laid Colony. 
[New-Haven ?] Printed in the Year 1760. 22pp. 
8w. (4s. 6d. 1704) 

LETTER (A) Addressed to Two Great Men, on the 
Prospect of Peace ; And on the Terms neceffary to 
be iniiited upon in the Negociation. London : A. 
Millar, mocclx. Title and 56 pp. Half morocco, 
Qvo. (5s, 6d, 1705) 
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LETTER (A) Addressed to Two Great Men, on the 
Prospect of Peace ; And on the Terms neceffary to 
be infiiied upon in the Negociation. The Second 
Edition, corre£ied. London : A Millar, mocclx. 
HaU'-titU, title, and text 56 pp. Half morocco. 
8w. (5». 6d. 1706) 

LETTER (A) To an Honourable Brigadier General, 
Commander in Chief of bis Majefty's Forces in 
Canada. London, J. Burd, 1760. Title and 32pp. 
halfmor. 8w. (5s. 6d. 1707) 

Now gvDerallv acknowledred to be by Juniufi. It has been re- 
printed -by Mr. Simons orihe British Miueuni. 

LETTER (A) to the People of England, on the Ne- 
cessity of putting an Inmiediate End to the War ; 
and The Means of obtaining an Advantageous 
Peace. London : R. Griffiths, mdcclx. TitH and 
52 pp. half mor. Bvo. (4s. 6d. 1708) 

LETTER (A) to a Great M r, on the 

Prolpeft of a Peace ; Wherein the Demolition of 
the Fortifications of Louisbourg Is fhewn to be 
abfurd; The Importance of Canada fully refuted; 
The proper Barrier pointed out in North America ; 
and the Reafonablenefs and Neceffity of retaining 
the French Su^r Islands. Containing Remarks 
on fome precedmg Pamphlets that have treated of 
the Sub)e6t, and a fuccin6i View of the whole 
Terms that ought to be infilled on from France at 
a future Negociation. By an unprejudiced Ob- 
server. London : G. Kearsly, mdcclxi. Title and 
US pp. half mar. (Ts.Sd. 1709) 

LETTER (A) to G. G. SHffin Opinions, always in 
the wrong. London: J. Williams, mdcclxvii. 
Half-titUy title, and text 96 pp. Half morocco, 
Bvo. {7s. 6d. 1710) 

This letter is signed L, at the end, and is dated " Richmond, Jan. 
18, 1767." It was addressed to Georire GrenviUe, tlie Minister, 
and relates entirely to American Affairs. 

LETTER, (A) concerning an American Bishop, 
&c. To Dr. Bradbury Chandler, Ruler of St. 
John's Church, in Elizabeth-Town. In Anfwer to 
the Appendix Of His Appeal to the Public, &c. 
Printed, A.D. 1768. 19 pp. Half morocco. 
Bvo. {7s. 6d. 1711) 

LETTER (A) To the Right Honourable The Earl 
ofH B H, His M ^y's S ^y of 
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8 — ^te for the C — 1 s, on the Present Situation 

of Affairs in the Island of Gr — n — da. London : 

J. Wilkife, M.DCc.Lxix. 54 pp. Half morocco. 

8W. (4s.6rf. 1712) 

LETTER (A) to Samuel Johnson, L.L.D. [in an- 
swer to the False Alarm,] J. Almon, 1770. Title, 
and pp. 5-54. half mor. Qvo. {3s. 6d. 1713) 

LETTER (A) from a Virginian to the Members of 
the Congrefeto be held at Philadelphia, on The Firft 
of September, 1774. Boston, printed : London, re- 
printed ; J. Wilkie 1774. Title, 4 and 60 pp. half 
mor. Hdo. {5s. 6d. 1713*) 

LETTER (A) to Doctor Tucker on his proposal of 
a Separation between Great Britain and her Ame- 
rican Colonies. London. J. Becket, mdcclxxiv. 
Title and 36 pp. half mor. Qvo. (58. 6d. 1714) 

LETTER (A^ to a Member of Parliament on the 
Present Unnappy Dispute between Great- Britain 
and her Colonies. Wherein the Supremacy of the 
Former is Afferted and Proved ; and the Neces- 
sity of Compelling the Latter to pay due Obedience 
to the Sovereign State, is Enforced, upon Principles 
of Sound Policy, Reason, and Justice. London : 
J. Walter, mdcclxxiv. Title and 47 pp. half mor. 
8w. {5s. 6d. 1715) 

LETTER (A) to [WilUam Pitt! the Earl of Chat 
ham, on the Quebec Bill. London : T. Cadell, 
MDCCLXXIV. Titis and 36 pp. Half morocco. 
Svo. {4>s.6d. 1716) 

LETTER (A) to the People of Great-Britain, in 
Answer to that published by the American Con- 
gress. London.* F. Newbery, MDCCLxxv. 59 pp. 
half mor. 8i;o. {5s. 6d. 1717) 

LETTER (A) to the Right Honourable Lord Cam- 
den, on the Bill for restraining the Trade and 
Fishery of die Four Provinces of New England. 
London : T. Cadell, mdcclxxv. Title and 44 pp. 
half mor. &vo. {7s. 6d. 1718) 

LETTER (A) to Dodor Mather. Occafioned by 
his difingenuous Reflexions upon a certain Pam- 
phlet, entitled, Salvation for all Men. By One 
who wiihes well to Him in common with Mankind. 
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J "Rev, John Clark, of Boston.'] Boston : Printed and 
old by T. and J. Fleet at the Bible and Heart in 
Comhill, 1782. Title, and Uxt 9 pp. Unbound. 
8m (2«.6d. 1719) 

LETTERS (Two) of the Lord Bifhop of London : 
The First, To the Mailers and Miftrefles of FamiHes 
in the Englilh Plantations abroad; Exhorting 
them, to Encourage and Promote the Infiru6bion 
of their Negroes in the Chriftian Faith. The 
Second, To the Missionaries there ; Dire^ng . 
them to diiiribute the laid Letter, and Exhorting 
them to give their A ffiltance towards the Inllmrtion 
of the Negroes within their feveral Parifhes. Lon- 
<f(m: Joseph Downing, M.DCC.xx VII. 20 pp. Half 
mor. 4to. (7«. 6d. 1720) 

LETTERS from a Farmer in Pennfvlvania, To the 
Inhabitants of the British Colonies. Boston: 
Printed b^ Mein and Fleeming, and to be sold by- 
John Mem, at the London Book-Store, Norti- 
Side of King-Street, mdcclxviii. Title and m. 
5-146. * To the ingenious Author,' etc. 2 pp. naif 
morocco. 8i;o. (5s. 6d. 1721) 

LETTERS and other Papers relating to the Pro- 
ceedings of his Majeliy*s Commiffioners. By the 
Earl of Carlisle, Sir Henry Clinton, William Eden, 
Esquire, and George Johnstone, Esquire, Com- 
miffioners appointed by his Majefty in Purfuance 
of an A6t of Parliament, to treat, confult, and agree 
upon the Means of Quieting the Diforders now 
subfifting in certain oi the Colonies, Plantations, 
and Provinces of North-America. 55 pp. Propofed 
Appendix to the feveral Publications relating to 
the Proceedings of His Majesty's Commissioners. 
By a Well Wiiher to the Profperit^^ both of Great- 
Britain and North-America. [Rivington, New- 
York, 1778] 10 leaves, Pnvately printed. Half 
mw. Svo. (10s. 6d, 1722) 

LETTERS of Papinian : In which The Conduft, 
prefent State, and Proft)e6ts of the American Con- 
gress are Examined. New -York, Printed ; Lon- 
don : Reprinted for J. Wilkie, mdcclxxix. 3 preL 
leaves, and text 86 pp, uncut. Half morocco. 
8w. (5». 6J. 1723> 
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LETTERS to a Nobleman, on the Conduct of the 
War in the Middle Colonies. London: J. Wilkie, 
MDccLxxix. 3 prel. leaves, and 101 pp. With a 
Plan. Svo, (5j. 6ci. 1724) 

LETTERS to a Nobleman, on the Conduct of the 
War in the Middle Colonies. The Fourth Edition. 
London: G. Wilkie, mdcclxxx. 3 prel. leaves, and 
101 pp. With the Plan. Svo. (os. 6d. 1725) 

LETTERS and Dissertations, by the Author of the 
Letter Analjrsis A. P. On the Disputes between 
Great Britam and America. London : Printed for 
the Author, m.dcc.lxxxii. 130 pp. halfmor. 
12OT0. {7s. 6d. 1726) 

LETTERS and Papers on Agriculture : Extracted 
from the Correspondence of a Society instituted at 
Halifax, for Promoting Agriculture in the Pro- 
vince of Nova-Scotia. To which is added a selec- 
tion of Papers on various branches of Husbandry, 
from some of the best publications on the subject 
in Europe and America. Vol. I. [all published ?] 
Halifax: Printed by John Howe, in Barringion- 
Street. m.dcc.xci. 139 pp. Contents 2 pp. Old 
green morocco extra. Svo. (7s. 6d. 1727) 

With the Autofirnph of John IngUi, Bisbop of Nora Scotia, on the 
title-page. 

LETTRES/ a un Am^ricjuain/ sur ITiistoire naturelle, 
g^n^rale et par-/ticuliere de monsieur de BuflFon./ 
troisi^me partie./ a Hamburg! 1- 7. 5. 1./ Title, 31, 
96, and 69 pp. Small Svo. (10«. 6d. 1728) 

LEWIS (Merriwether.) The Travels of Capts. 
Lewis & Clarke, from St. Louis, by way of the 
Missouri and Columbia Rivers, to the Pacific 
Ocean; performed in the years 1804, 1805, & 
1806, by Order of the Government of the United 
States. Containing delineations of the Manners. 
Customs, Religion, &c. Of the Indians, compilea 
from Various Authentic Sources, and Original 
Documents, and a Summary of the Statistical View 
of the Indian Nations, from tlie Official communi- 
cations of Merriwether Lewis. Illustrated with a 
Map of the Country, inhabited by the Western 
Tribes of Indians. London : Longman, 1809. ix 
and 309 pp. Map. 2vo. {7s. 6d. 1729) 
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LEWIS (Merriweather.) Travels to the Source 
of the Missouri River and across the American 
Continent to the Pacific Ocean. Performed by 
Order of the Government of the United States, in 
the Years 1804, 1805, and 1806. By Captains 
Lewis and Clarke. Published from the Official 
Report and Illustrated bv a Map of the Route, and 
other Maps. London : Longman, 1814. xxiv and 
663 jyp. Large map and 2 small maps at -page 379. 
Calf. 4to, (15«. 1730) 

LEYES y ordenanzas nuevamente hechas/ por su 
Magcstad, para la gobernacion de las/ Indias y 
buen tratamiento y conservacion de los/ Indios; 
que se han da guardar en el consejo y au-/diencias 
reales que en ellas residen : y por todos/ los otros 
gobemadores, juezes y personas particu-/lare8 de 
ellas./ Con privilegio imperial./ \^Colophon] Las 
presentes leyes, y nuevas/ ordenanzas y declaracion 
dellas/ para la govemacion do las In-/dia8, y buen 
tratamiento de los/ naturales dellas. Fueron im-/ 
presas por mandado de/ los sefiores : presidente, 
y/ del conseio de las In-/dia8: en la villa/ de 
Alcala/ de/ Henares : en casa de Joan/ de Brocar 
k ocho dias del/ mes de Julio del ano/ de nro Sal- 
vador/ Jesu cris-/to-/ m.d.xliii./ Black letter. 
Folio, (71, 7s, 1731) 

Thh copy k MS. except folios 3 to 0, which are original. 

LIBERTY (The) and Property of British Subjects 
Asserted : In a Letter from An Assembly-Man in 
Carolina, To his Friend in London. London: 
Printed for J. Roberts in Warwick-lane, m.dcc. 
XXVI. 39 pp. Signed * J — N — .' unbound, 
Bvo, (4». 6d. 1732) 

LIGON (Richard). A True & Exact/ History/ 
Of the Ifland of/ Barbadoes./ Illuftrated with a 
Map of the Ifland, as alfo the/ Principal Trees and 
Plants there, fet forth in/ their due Proportions 
and Shapes, drawn out by their feveral and re- 
fpective Scales./ Together with the Ingenio that 
makes the Sugar, with/ the Plots of the feveral 
Houfes, Rooms, and other places, that/ are ufed 
in the whole procefs of Sugar-makins^ ; viz. the 
Grinding-/room, the Boyling-room, me Filling- 
room, the Curing'/houle, Still-houfe, and Fur- 
naces;/ All cut in Copper./ By Richard Ligon, 
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Gent./ London,/ Printed and are to be fold bj 
Peter Parker, at his Shop at the Leg and Star/ 
over againfl the Royal Exchange, and Thomas 
Guy at the corner/ Snop of Little Lumbard-lbreet 
and Comhill, 167S./ Title reverse blank, and 122 pp, 
Ctmtents ^pp- An Index, etc. after folio 84, 1 page. 
With * A topographicall Description and/ Admea- 
surement or the Yland of/ Barbados in the Weft 
Indyaes/ With the M". Names of the Seyerall 
plantacons/ ' 6 copperplates at pp. 70, 76, 78, 80, 
82,84, and 3 Engraved Plans. Halfrussia, 
Folio. {11. 10s. 1733) 

LIMA. A True and Particular Relation Of the 
Dreadful Earthquake Which happened At Lima, 
the Capital of Peru, and the neighbouring Port of 
Callao, On the 28th of 0£iober, 1746. With an 
Account likewife of every Thing material that 
pafled there afterwards to the End of November 
following. Publilhedat Lima by Command of the 
Viceroy, And tranllated from the Original Spanilh, 
By a Gentleman who redded many Years in thofe 
Countries. To which is added, A Defcription of 
Callao and Lima before their Deftru^tion; and of 
the Kingdom of Peru in General, with its Inhabi- 
tants ; fetting forth their Manners, Cuftoms, Re- 



Difquifitions; particularly an Enquiry _ 

Cause of Earth-quakes. The whole lUuftrated with 
A Map of the Uountry about Lima; Plans of the 
Road and Town of Callao, another of Lima; and 
feveral Cuts of the Natives drawn on the Spot by 
the Tranflator. The Second Edition. London: T. 
Osborne, mdccxlviii. xxiii and 341 pp. Copper- 
plates numbered i-ix. Calf. Qvo. (8s. 6d. 1734) 

LINSCHOTEN (Jan Huygen van). Semper 
Eadem/ lohn/ Hvighen Van/ linschoten./ nis 
Difcours of Voyages/ into y« East & West/ Indies/ 
Diuided into foure Bookes/ Printed at London hjj 
lohn Wolfe/ Printer to y« Honorable Cittie of/ 
London/ [1598] Willms Rogers/ ciuis Londi-/ 
nenfis Inuentor/ et fculptor./ I W/ 5 prel. leaves; 
viz. Engraved title, the reverse blank. 'To the Right 
VVorshipfull/ Ivlivs Caesar Dodor of the Lawes,/ 
ludge of the High Court' of Admiralty,/ Mafter 



d by Google 



476 Bihlioiheca Americana. 

of Reauefts to the Queenes/ Maieftj, and Mafter of 
Saint Katherines./ 3 jm. signed * lohn Wolfe.' 
* To the Reader.* 4 pp. Text 197 pp. * The Second 
Booke, etc, 1598.* Title, reverse blank, and Text 
pp. 197-259. * TheThirde Booke, etc. 1598/ Title, 
reverse blank, and Texit pp. 307-447. *TheFovrth 
Booke, etc, 1598.' Title, reverse blank, and Text 
pp. 451-462. Fine copy. Folio. {71. 7s. 1735) 

Witk TTCiiff Cuftpft^yiifte Afn/if, v'n.— 
I. 'I u^vii fjri»j^ lirriif^nj^ *>t p. i. 

II. TJif dit*i'ri(rtif]|.i inf ihb.' l-liLinli.p .-■■■It Caftle of Mozambique, 
fie. (IriLiii^iL b J mil 1] A jk. K' r^ . ' r ^ . a( p. 8. 
III. TXin diircrtfi^ion i^r Tacnj ui rin- r j.iftes, e/c. called Temdo 
Nam I J H^, KiilHTtiti litiliir. ../ ^>. 12. 

IV. T(]ff ilrh'^riptHTi of tJi^ C<>im\ 'I \bex. The Streaig^hto of 

MtCij ff<-. Gniufn by Hr>lh-ji i.,<:kU. a/ p. 12. 

V. Tlie ir4-* Jt!rcrLptl<>n of al It (hl C ^.^ t> 4 of Cbiua, etc. Grauen 

by ftcbcrE Ikt'hji, d,f /t, nit, 
VI. The Idind of Sd Heleat, rtc> nrauen by Raygnald Elft- 
nks. at p. i79t 
VII. The trAie i\trcciHtinr\ and fMuiBtjtn of the Ifland St Helena 
im ih<t Eiftj korth, an4 Wf ft t\6e; etc. Grauen by Ray- 
fii4ltl KL^ETik. bI p. i7u» 
VI 1 1. Thf f rve I JimN iptioii of i Elf I ■! ain) fifAKention, «fc. Grauen 
by WtJPkm R«i|A-n, at ;). J74. 
IX. A iitin rlnjioii ol Aljiipi. tnttn Cair downeward, «fc. Grauen 

by Vliliiam Sn^er^. c/ />. 107. 
X. TV rJtfiTtpiioei ofibi^ Coaiit rif ijpiiinea, Manicongo, and An- 
pih, tic. R. F.. ftulpfTL si p. I?7. 
XI. 7hf di:'riYi|>t>Dii pf ilie whnitL rottft Iftne in the South feaa of 
^iiifriit.>a culJed Peru, r/f. tiriiiicn oy Robert Becket.a< 

XII. IdHvim ^Tt'-"v ' f^r- - ■ Itobert Beckit. o< p. 328. 

LINSCHOTEN (Jan Huyoen van). Navigatio/ 
ac Itinerarivm/ lohannis Hvgonis Lin-/8COtani in 
Orientalem sive Lvsitano-/rvra Indiam. Descrip- 
tiones eivsdem Teirae ac Tractvm/ Littoralium. 
Prajcipuorum Portuum, Fluminum, Capitum, Lo- 
corumque, Lufita-/norum ha^leniis navigationibus 
dete6toruni, figna & notae. Im^nes habi-/tu8 
gefhifc^ue Indorum ac Lufitanorum per Indiam 
viventium, Tem-/plorum, Idolorum, ^^Kdium, Ar- 
borum, Fru6hium, Herbarum,/ Aromatum, &c. 
Mores genitum circa facrificia, Poli-/tiam ac rem 
familiare. Enarratio Mercature, quo-/modo & 
vbi eaexerccatur. Memorabilia/ gefta fuo tempore 
iia in partibus./ Collegia omnia ac defcripta per 
eundem Belgice; Nunc vero Latine redaita, in 
vfum/ commodum ac voluptatem iludiofi Lettoris 
novarum memori^que/ dignarum rerum, diligenti 
studio ac operk./ Haga-Comitis/ Ex officin^ Alberti 
Henrici. Impenfis Authoris &c Comelii Nicolai,/ 
proftantque apud .£gidium Elfevirum. Anno 1599./ 
4 prel. leaves ; viz. Title, on the reverse *■ Ad Illvs- 
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trissimvin' etc. Engraved Coat of Arms 1 leaf, 

* lUvstrissimo atq ve Serenissimo Principi ac Domino 
D. Mavritio Lantgravio Hessise, Comiti in Cat- 
zenelnbo^en, Dietz, Zigenhain, Nidda, &c.' 2 ffp. 

* Praefatio ad Lectorem.* 1 fMige, on the reverie Por- 
trait of Linschoten. Text 12^ pp. * Descriptio Totivs 
Gvineae Trac-/tvs, Congi, Angolae/ etc. 45 pp. 

* Index ' 3 pp. With 37 Maps and Plates. Unbound. 
Folio. (21.28. 1736) 

LINSCHOTEN (Jan Huygen van). Histoire/ de 
la Navi-/gation de lean Hv-/gves de Linscot Hol- 
landois et de/ ion vo^agees Indcs Orientales ; con- 
tenante diuerfes delcriptions des/ Pays, Coftes, 
Haures, Riuieres, Caps, & autres lieux iufques a 
prefent/ defcouuerts par les Portugais : Obierua- 
tions des couflumes des na-/tions de dela quant a 
la Religion, Eftat Politic & Domeitic, de leurs/ 
Commerces, des Arbes, Frui6l8, Herbes, Efpiceries, 
& autres/ fingularitez qui s'y trouuent : Lt narra- 
tions des choles/ memorables qui y font aduenues 
de/ Ton temps./ Avec Annotations de Bernard 
Palv-/danus Do6leur en Medecine, fpecialement 
fur la matiere des plantes &/ efpiceries : & diuerles 
figures en taille douce, pour illu-/ftration de 
roeuure./ A Qvoy sont adiovstees qvel qves av-/ 
tres defcription tant du pays de Gumee, & autres 
coftes d'Efliiopie,/ aue des nauigations des Hol- 
landois vers le Nora au Vay-/gat& en la nouuelle 
Zembla./ Le Tovt recveilli et descript par le 
mesme/ de Linfcot en bas Alleman, &c nouuelle- 
ment traduift/ en Francois./ A Amstelredam,/ De 
rimprimerie de Theodore Pierre./ m dc. x./ 2 
prel. leaves ; viz. Tiffe, reverse blanks * Preface av 
Lectevr.' 1 page; Text 275 pp. With 8 copperplate 
Maps and numerotis Engravings with the text. 
Folio. {2l.l2s.6d. 1737) 

LINSCHOTEN TJan Huygen van). Itinerario./ 
Voyage ofte Scnipvaert, van Jan/ Huysren van 
Linfcnoten naer Ooft ofte Portuo^aels Jns/dien, in- 
houdende een corte befchry vingne der felver Lan- 
den ende Zee-cuften, met aens/wyfinge van alle de 
voornaemde principale Havens, Kevieren, hoecken 
ende plaetfen, tot noch/ toe vande Portugefen 
ontdecKt ende bekent : Waer by ghevoecht zijn, 
met alleen die Conter^/feytfels vande habyten, 
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drachten ende wefen, fo vande Portugefen aldaer, 
refiderende, als van^/de in^eboornen Indianen, 
ende huere Tempels, Afj^oden, Huyiiiige, met die 
voomaemlle/ Boomen, Vrucbten, Krujrden, Spe- 
ceryen, ende diergelijcke materialen, als oot die/ 
manieren des felkden V'olckes, lb in hunnen Godts- 
dienften, als in Politie/ en Huiil-hondinghe : maer 
ooc een corte verhalinge van de Coophans:/ delin- 
gen, hoe en waer die ghedreven en ghevonden 
worden,/ met die ghedenck weerdichlte gefchie- 
deniflen,/ voorgbevallen den tijt zijnder/ refidentie 
aldaer./ AUes belchreven ende by een vergadert, 
door den felfden, feer nut, oorbaer,/ ende oock 
Termakelijcken voor alle curieule ende Lief-/heb- 
bers van vreemdigbeden./ t*Amstelredam./ By 
Comelis Claefz. op't Water, in*t Scbrijf-boeck, 
by de oude Bru^he./ Anno cia. id. xcvi./ First 
Edition. Three Farts. Parti. 4 pre/, leaves; vis, 
TitUy on the reverse * Extract uyt't Regifter ' etc, 
*Aende Hoogbende VVelghe borene, etc. ^pp, 

* Prohemio ofte voorreden totten leser.' 1 page, 

* Sonnet.' 1 page. * Ode.* 1 prrge, on the reverse Por- 
trait of Linschoten. Text 16 J pp. Part II. Reys- 
gheschrift etc. m. d. xcv. 134 pp. * Een feker Ex- 
tract ende etc. cio. id. xcvi.' Title reverse hlanky 

* Aende VVelgheborene,' etc. 1 page on the reverse 

* Ad lo. Hvg. Linscotvm * etc. Text pp. 135-147. 
Part III. * Belcbryvinghe efc. m.d.x(vi.' 82 pp. 

followed by 5 leaves containing lists of Plates and 
MapSj Register etc. 42 maps and plates. Fine copy. 
Folio. {31. 3s. 1738) 

LIST (A) of Copies of Charters, from the Commif- 
iioners for Trade and Plantations, Prefented to 
the Honourable the Houfe of Commons, in Pur- 
fuance of their Address to His Majesty, of the 25th 
of April 1740. viz. Maryland Charter, granted by 
King Charles I. in the 8th Year of His Reign. 
Connecticut Charter granted by King Charles II. 
in the 14th Year of His Reign. Khode-Island 
Charter, granted by King Charles II. in the 15th 
Year of His Reign. Pensy 1 vania Charter, granted 
by Kin^ Charles II. in the 33d Year of His Reien. 
Massachusets Bay Charter, granted by King Wil- 
liam and Queen Mary, in tJne 3d Year of Their 
Reign. Georgia Charter, granted by His Ma- 
jesty, in the 5th Year of His Reign. London : 
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Printed in the Year m.dcc.xli. Title : 12, 10, 14, 
12, 21, and 18 pp. half mor, 4to. {7s. 6d. 1739) 

LITERARY AND HISTORICAL SOCIETY. 
Transactions of the Literary and Historical Society 
of Quebec : founded, January 6, 1824. Volume 
I. Quebec : Printed for the Literary and Histori- 
cal Society ; by Fran9ois Le Maitre, Star office. 
1829. 3 prel. leaves, xxxvi and 261 pp ; Errata 1 
page. * Catalogue of the Mineralogical Collection 
belonging to the Literary and Historical Society 
of Quebec' 72 pp, * Solar Spots.* 1 page. With 
Opiates. Svo, (10s. 6d. 1740) 

LITTLE (Otis). State of Trade in the Northern 
Colonies considered ; with An Account of their 
Produce, And a Particular Description of Nova 
Scotia. London : G. Woodfall m.dcc.xlviii. viii 
and 84 pp. half mor. 8oo. (Js.6d. 1741) 

LITTLE (Otis). The State of Trade in the North- 
em Colonies considered ; with An Account of their 
Produce, And a particular Description of Nova 
Scotia. London Printed, 1748. /Boston Re -printed 
and fold by Thomas Fleet, at the Heart and Crown 
in Comhill. 1749. 43 pp. Svo. {7s. 6d. 1742) 

LITURGY. A/ Liturgy,/ collected principally 
from the/ Book of Common Prayer,/ for the use of 
the/ First Episcopal Church/ in/ Boston ;/ together 
with the/ Psaher, or Psalms/ of/ David./ Boston,/ 
Printed by Peter Edes, in State-Street./ mdcc 
Lxxxv. 4 prel. leaves and signatures, A to B bb in 
fours. Fine clean copy uncut. Qvo. {12s. 6d. 1743) 

LITURGY. The Book of Common Prayer, And 
Administration of the Sacraments, and other Rites 
and Ceremonies of the Church, according to the 
use of the Church of England : Together with a 
Collection of Occasional Prayers, and divers Sen- 
tences of Holy Scripture, Neceffary for Knowledge 
and Practice. Formerly colleded, and tranflated 
into the Mohawk Language under the direction of 
the Miffionaries of the Society for the Propagation 
of the Gofpel in Foreign Parts, to the Mohawk 
Indians. A New Ediuon : To which is added The 
Golbel according to St. Mark, Tranflated into the 
Mohawk Language, By Capt". Joseph Brant, An 
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Indian of the Mohawk Nation. London : C. Buck- 
ton 1787. Ne Yakawea Yondereanajrenda^hkwa 
Oghseragwegouh, neoni yakawea ne onghwa 
dogeaffhtv Yondatnekosseraghs neoni Tekarieh- 
wagehnadont, ova oni Adereanayeut, ne teas nika- 
riwake Raditsihuhstatsvgowa Konaderighwissoh 
Gorafhgowa a-onea Roaanhaouh. Oni^ watkanissa- 
aghton Oddyake Adereanayent, neoni tsiniyoght- 
hare ne Kaghyado^hseradogeaghty, Newahoeny 
Akoyendarakeneoni Abhondatteribhonny. A-onea 
wadiroroghkwe, neoni Tekaweanadennyoh Kan- 
yenkehiga Tfikaweanondaghko, ne neane Radit- 
fihuhflatl'y ne Radirighwawakoughkgowa rona- 
danha-outh, Kanyenke waondye tfi-radinakeronnvo 
Ongwe-oewe. Keagaye ase yondereanayendagn- 
kwa. Oni tahoghsonderoh St. Mark Kaorigh- 
wadogeaghty, Tekaweanadennyoh Kanyenkehaga 
Rakowknea T'Hayen danegea, Roewayats. Lon- 
don : C. Buckton, 1787. Two Titles, in and 506 
pp ; IQ copperplates, old calf , Qvo, (15s. 1744) 

LOCKE (John). A Collection of several Pieces of 
M'. John Locke, Never before printed, or not ex- 
tant in his Works. Publifh'd by the Author of the 
Life of the ever-memorable Mr. John Hales, &c. 
I^ondon : J. Bettenhamfor R. Francklin, m.dcc.xx. 
31 prel, leaves and 362 pp. Index and Errata 19 pp. 
Calf. %vo. {5s. 6d. 1745) 

The Fundameatal Constitotion of Carolioa, drawn up by Locke, 
fllU pages 1 to S3 of this volume. 

LOCKMAN (John). Travels of the Jesuits, into 
Various Parts of the World : Particularly China 
and the East-Indies. Intermix'd with an Account 
of the Manners, Government, Civil and Religious 
Ceremonies, Natural History, and Curiosities, of 
the feveral Nations vifited bv thofe Fathers. 
Translated from the celebrated Lettres edifiantet 
6^ curieuses, ecntes des Missions etrangeres, par les 
Idissionaires de la Compagnie de Jesus. A Work fo 
entertaining and curious, that it has already been 
tranflated into moft of the European Languages. 
This Work is illuftratedwith Maps and Sculptures, 
engraved by the beft Matters. To which is now 
prefixed. An Account of the Spanish Settlements 
in America, with a general Index to the whole 
Work. By Mr. Lockman. Second Edition, cor- 
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reaed. T. Piety, [Lmdori] 1762, Two Volumet, 
Vol. I. 16 preL ieavesy and 488 pp. Vol. II. 5 pre/. 
leaves f and 508 pp. General Index 19pp. ' A Concise 
Account of the Spaniflh Dominions in America.' 
24 pp. Svo. (18«. 1746) 

LONG (J.) Vo^affes and Trarels of an Indian In- 
terpreter and Traaer, describing The Manners and 
Customs of the North American Indians ; with an 
Account of the Posts situated on the River Saint 
Laurence, Lake Ontario, &c. To which is added 
a Vocabulary of The Chippeway Language. Names 
of Furs and Skins, in English and French. A List 
of Words in the Iroquis, Mohegan, Shawanee, and 
Esquimeatix Tongues, and a 1 able, shewing The 
Analogy between the Algonkin and Chippeway 
Languages. By J. Long. London ; Printed for 
the Author; MjDcc,xci. 7 prel leaves, and ^5 pp. 
With Sketch oj the Westeim Countries of Canada, 
4to, (158. 1747) 

LONGACRE (James B.) The National Portrait 
Gallery of Distinguished Americans. Conducted 
by James B. Longacre, Philadelphia; and James 
Herring, New York : Under the Superintendence 
of the American Academy of the Fine Arts. Phila- 
delphiuy Henry Perkins, 1834. Four Volumes, 
Vol. I. 5 prel. leaves, the contents stating the number 
of pages to each Portrait. 36 Portraits. Vol. II. 

1835. 5 prel. leaves, the contents stating the number 
of pages to each Portrait, 36 Portraits. Vol. III. 

1836. 5 prel. leaves, the contents staUn^ the number of 
pages to each Portrait. 36 Portraits. Vol. I V . 
James B. Longacre, 1839. 5 prel. leaves, the con- 
tents stating the number of pages to each Portrait. 39 
Portraits. Large paper copy. Half' morocco extra, 
4to. (61. 68. 1748) 

LOOKING-GLASS (A) for Presbyterians. Or, 
A brief Examination of their Loyalty, Merit, and 
other Qualifications for Government. With fome 
Animadveriions on the Quaker unmask'd. Humbly 
Addrefs'd to the Confideration of the Royal Free- 
men of Pennsylvania. Philadelphia. Printed in 
the Year m,dcc,lxiv. 18 pp. Signed * Philo-Liber- 
tatis.' Uncut, 8vo, (7s. 6d. 1749) 

This piece is marlced " Numb, i " at the top of the title. 

2 K K 
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LOPEZ DE ESCOBAR (Diego). Relacion/ de los 
Particvlares/ feruicios que hahecho a V. Magefiad 
Don/ Diego Lopez de Efcobar Gouemador y Ca-/ 
pitan general de la Isla de la Trinidad, y de las/ 
Prouindas del Dorado, hiio del Capitan/ Diego 
Lopez de la Fuente, en/ el aao de 1636./ Con H- 
cencia/ En Madrid, Por la vuida. de luan Gon- 
zalez./ Ano M.Dc.xxxvii./ Title reverse blanky 
and 8 pp, half morocco. Folio. (18«. 1750) 

LORD (Joseph). Reafon Why, not Anabaptifi 
Plunging but Infants-Believer's Baptism Ou^ht 
to be approved. Is becaufe the Lord Jesus Chnst, 
and His ApofUes, Preached it and Practiced it. In 
Anfwer to the Anabaptift Reafon Why. With Re- 
marks pointing at the Notable Fallacies that are 
every where to be found, in the Notes on the Forty 
one Texts of Scripture ; The Arguments and An- 
fwers to Obie6iions, and other things contained in 
that Book, Together with fundry Evidences of the 
Churchmemberihip of Infants of Believers, and 
regularity of Spnnking, In Old Testament Scrip- 
tures atteiled to in the New-Teftament. Old- 
Testament Prophecies relating to New-Teiiament 
Times, and New-Testament Testimonies. Bv 
Joseph Lord. Boston : Printed by S. Kneeland, 
for Samuel Gerrifli, at his Shop in Comhill, 1719. 
Title, via and 170 pp. Old calf . l^mo. (165. 1751) 

LORENZANA (Francisco Antonio). Concilios 
Provinciales Primero, y Segundo, celebrados en 
la muy Noble, y muy leal Ciudad de Mexico, 
Presidiendo en Illmo. y Rmo. Senor D. Fa. 
Alonso de Montufar, En los tmos de 1555. y 
1565. Dalos a luz El Ill.»«> S.' D. Francisco An- 
tonio Lorenzana, Arzobifpo de efta Santa Metropo- 
litana Iglefia. Con las Licencias Necesarias En 
Mexico, en la Imprenta de el Superior Gobiemo, 
de el Br. D. Jofeph Antonio de Hogal, en la Calle 
de Tiburcio, Ano de 1769, 5 prel. leaves, 184 pp. 
*cioi3Lxv. Anos. Concilio Provincial,* etc. Ipa^e; 
pp. 185-396. * Indice de los Capitulos.' 12 pp. 'Con- 
cilium Mexicanum Provindale III. Celebratum 
Mexici anno mdlxxxv. Prseside D. D. Petro 
Moya, et Contreras Archiepiscopo ejusdem urbis. 
Confirmatum Roms die xxvii. Octobris Anno 
MDLxxxix. Poiiea JuiTu Regio editum Mexici 
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Anno MDcxxii. fumptibus D. D. Joannis Perez de 
la Sema Archiepiscopi. Demum tjpis mandatum 
cura, & expends D. D. Francisci Antonij A Loren- 
zana Archipraesulis. Mexici Anno mdcclxx. Su- 
periorum Permissu. Ex Typographia Bac. Jofephi 
Antonij de Hogal. 6 prel. Leaves and 328 pp. ' In- 
dex ' 4 pp. ' Statuta Ordinata a Sancto Condlio 
Provinciali Mexicano III. Anno Domini mdlxxx v. 
Ex Prsscripto Sacrosancti Concilij Tridentini 
Decreto Sefc 24. Cap. 12. de Reform, verbo 
Cetera. Revisa a Catholica Majestate, et a Sacro- 
sancta sede Apostolica Confirmata Anno Domini 
milleiiimo quingentiifimo o6tua^efiimo nono. Title 
and 141 pp. InSex 3 "pp. Two Volames, Vellum, 
Folio, . (2/.12«.6d. 1752) 

LORENZO DE SAN MILIAN (Francisco). Por/ 
D. Francisco Lorenzo/ de San Milian,/ Inez oficiai 
de la Cafa de/ la Contratacion de la Ciudad de 
Seuilla,/ y Contador de la Viiita del Tribunal de/ 
Quentas de la Ciudad de Mexico, j/ de las caxas 
Reales della, j de las de/mas del Reyno de 
Nueua/ El'pana./ En la Cavsa/ qve en virtvd de 
cedvla de sW Mageftad fe ha adtuado, contra el 
dicho Don Fran-/cifco, fobre fus procedimientos 
en el juizio de vi-/fita de las caxas, j Minas de la 
Ciudad/ da Zacatecas./ [1672?] 19 folioed leaves, 
hulfmor. Folio, (U,U, 1753) 

LORING (Israel). Juflification not by Works, 
but by Faith in Jesus Christ. A Praaical Dif- 
courfe Exhibited on Gal. ii. 16. By Ilrael Loring, 
M.A. And Pallor of the Weft Church in Sudbury. 
Boston : Printed & Sold by Kneeland and Green, 
in Queen-Street, 1749. Title and 93 pp. Uncut, 
nmo. (105. 6d, 1754) 

LORT (Michael). Account of an antient Infcrip- 
tiou in North America. By the Rev. Michael 
Lort, D.D. V.P.A.S. [With Col. Vallancey's Ob- 
servations] 17 pp; ana 2 plates. Half morocco, 
4to. (45. 6d. 1755) 

LOS A (Francisco). La Vie/ de/ Gregoire/ Lopez/ 
dans la Novvelle/ Espagne,/ composee en Espa^- 
nol/ par Fran9oi8 Losa Preftre,/ Licenti^, & ladis 
Cur6 de TEglife/ Cathedrale de Mexico./ Et 
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traduite nouuellement cd Francois, par vn Pere de 
la Compagnie de/ leBvs.j Seconde Edition./ A 
ParisJ Chez lean Henavlt, Libraire lur^,/ me S. 
lacques, a TAnge Gardien/ 6c fain6t: Raphael./ 
M.DC.Lvi./ Auec Priuilege dr R07./ IS pret. leave$ 
and text ^60 pp. Table des Chapitres 3 pp. Old calf, 
nmo. (10s. 6d. 1756) 

LOSKIEL (George Henry). History of the Mif- 
sion of the United Brethren among the Indians in 
North America. In Three Parts. By George 
Henry Loskiel. Translated from the German. By 
Christian Ignatius La Trobe. London: Printed 
for the Brethren's Society for the furtherance of 



the Gospel : 1794. xii pp. Map, Part I. 159 pp. 
Part II, 234 pp. Part III, 233 pp. Index 21 pp. 
Uncut. Bvo, (12*. 6<i. 1757) 



LOTTERY MAGAZINE (The); Or, Compleat 
Fund of Literary, Political and Commercial Know- 
ledge. For August and September, 1776. London: 
Johnson and Co. [1776] Svo. (2s. 6d, 1758) 

The Number for Ausrust coatains the DeclanUon of 1 ndependeiiCc', 
probably the earlies t publication of it i n En; laud. The Septem- 
ber Number bat a deitrripUon of the City of New York, with a 
plan. 

LOUISBOURG. An Authentic Account of the 
Reduction of Louisbourg, In June and July 1758. 
By a Spectator. London: W. Owen, 1758. 60pp. 
halfmor. Qoo, (10«. 6d. 1759) 

LOUISIANA. Voyage a la Louisiane. et sur le 
Continent de L'Am^riqueSeptentrionale, fait dans 
les ann^es 1794 a 1798 ; Contenant un Tableau 
historique de la Louisiane, des observations sur son 
cUmat, ses riches productions, le caractere et le 
nom des Sauvages ; des remaraues importantes sur 
la navigation ; des principes a'administration, de 
legislation et de gouvernement propres a cette 
Colonie, etc. etc. Par B*** D***. [Baudry les 
Lozieres] Orn6 d*une belle carte. Paris j Dentu, 
An XI-1802. 3 prel. leaves, and 382 pp. Map. mor. 
Qdo. {10s, 6d, 1760) 

LOW (Conrad). Meer oder Seehanen* Buch,/ 
Darinn/ Verzeichnet feind, die Wuns/derbare, Ge- 
denckwiirdige Reife vnd SchifFarhten, fo/ recht vnd 
billich geheifien Meer vnd Seehanen, der Konigen 
von His/fpania, Portugal, Engellandt vnd Franck- 
reich, inwendig den letu vergang^en hun^/dert 
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Jahren, ^ethan. Auff vnd durch welche Scbiffar- 
ten, ein W ewe Welt gegen/ Nidergan^, vnd grofle 
Kbnigreichen, Landtfcfiafiten vnd Iniulen,/ gegen 
Auffgang ^elegen, erfunden vnd/ entdeckt teind./ 
Hienu feind noch fefetzt zwej feltzame vna 
gedenckwurdige Stiick./ Das eine ist,/ Die Erzeh- 
lan^ der Schittart, fo im Jahr 1594. gethan fiben 
Setoff,/ welche die Vnierte Niderlandifche Stand 
^efchickt ge^en Mittemacht, vmb ron/ dannen 
jren lauff nach China zu nemen. Diefelbige Schiff 
feind gefahren, durch die Engeoder/ Strafz zwiichen 
den Landtfchafiten des Grorzfiirften 7on der Mof- 
oow, vnd der Inliel Waigatz,/ bej Nona Zemla 
gelegen, bifz ins grofle Tartarifche Meer, Welches 
auff Latein Oceanus/ Scythicus oder Mare Tabin 
eenennet wirt, vnd haben entdeckt den Flufz/ 
Gilifiy nuT 13. Meil vom groflen Flu£z/ Obij gele- 

fen./ Das ander ftUck ift./ Ein Warhafiter, 
larer, eigentlicher Bericht, von der weiten vn 
wun^/derbaren Reifeoder Schiff fahrt^fo drej Schiff 
vnd ein Pinafz, aufz Holland, bifz in/ Indien gegen 
Auffgang gethan. Diefelbe Schiff feind von 
Texel in HoUandt abgefaoren am an>/dem tag 
ApriliSy im Jar 1595. Haben vmbgefaeelt das 
Vorhaupt Bonae Spei, vnd feind ahn der/ groffen 
Infel Madagafcar jetzt S. Laurentz Infel geheiifeny 
angefahren. Von dannen feind fie/ gefagelt gen 
Samatra, vorzeiten Taprobana, vnd fehmer gen 
Bantam, ein groffe Gewerbllatt/ in der Infel laua 
Maior, weiter gen Sidaja, vnd der Infel Bally. 
Von dannen feind fie am l6./ Februarij 1597. wider 
nach Hollandt gefahren, vnd ohn jnrendts ahnzu- 
landen, am 10. tag/ Auefimonats delTelben Jars mit 
freuden zu Haulz amkomen. Haben mitbracht/ 
Pfeffer, Nagelein, Muscat Nusz vnd Blumen. 
Neben dem einen/ wunderbarlichen Vogel, der 
Fewrkolen verfchlucket./ Gantz luftig zulefen./ 
Dife Reifen vnd Schiffahrten feind zufamen, aufz 
ans/dem Spraachen ins Teutfch ^ebracht,/ Durch/ 
Conrad Low der Hifiorien Liebnaber./ Getruckt 
zu Colin, auff der Burgmauren, Bey/ Bertram 
Buchholtz, Im Jahr/ 1598. Title reverse blank, 
and text 110 pp. With Map. Vellum. (Book 
of the Ocean or sea-cocks In which are related the 
wonderful memorable travels and voyages which 
the rightly and justly called Ocean or Sea-cocks of 
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the Kings of Spain, Portugal, England, and France 
have made within the last past hundred years. In 
and by means of which voyages a New World 
situated towards the West and great Kingdoms, 
countries, and islands towards the east have been 
found and discovered. Hereto are yet added two 
curious & remarkable pieces. One is the relation 
of the voyage Tvhich seven ships, which the United 
States of the Netherlands sent to the North in order 
to take thence their course to China, performed in 
the year 1594. The said ships proceeded through 
the pass or straits between the territories of the 
Great Prince of Moscow and the Island Waigatz 
situated near Nova Zembla, into the great Tartaric 
Sea, which is called in Latin Oceanus Scythicus or 
Mare Tabin ; and have discovered the River Gilissy 

. situated only 13 miles from the great River Obij. 
The other piece is a true, clear, and accurate ac- 
count of the distant and wonderful voyage which 
three ships and a pinnace made from Holland to 
India towards the East. These ships proceeded 
from Texel in Holland on the second day of April 
in the year 1595. Thev sailed round the Cape of Good 
Hope and proceeded to the great Island Madagas 
car, now called St. Lawrence Island. Hence they 
sailed to Sumatra, formerly Taprobanaand further 
to Bantam a great trading city in the Island of 
Java Major, further to Sidaya and the island Bally. 

. Thence tkey proceeded on the 26th of February 
1597 again towards Holland, and arrived at home 
with joy on the 10th day of August in the same 
year without landing any where. They have 
Drought with them pepper, cloves, nutmeg, nuts, 
and flowers, together with a wonderful bird which 

. swallows red-hot Coals. Very pleasant to read. 
These travels and voyages have been collected in 
German, out of other lan^ages, by Conrad Low, 
a lover of histories. Printed at Cologne on the 
Castle- walls by Bertram Buchholz. In the year 
1598.) Folio, (5/.15S. 6(i. 1761) 

LUSSAN (Raveneau de). Journal/ du Voyage/ 
fait a la mer de Sud,/ avec les Flibustiers/ De 
L'Ameriq^ue en 1684./ &; ann^es fuivantes./ Se- 
conde Edition./ Par le Sieur Raveneau De Lus- 
Ban./ A Parisjf Jean Bapt. Coignard,/ et/ Jean 
Baptiste Coignard, ^i^^,/ mdclxxxxiii. Avec pri- 
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vilege de sa Majeste./ 8 prel, leaves, and 448 pp. 

Privilege aiid Colophon 2 Uaves, Old calf, 

nmo. {10s. Sd, 1762) 

JiYNE (Charles). A Letter to the Right Honour- 
able Lord Castlereagh, &c. &c. &c. on the North 
American Export Trade During the War, and 
during any time the Import and use of our Manu- 
factures are interdicted in the United States. To 
which is added, the resolutions of the Manufac- 
turers, Exporters of Goods, and Merchants, of the 
City of Glasgow. By Charles Lyne. London: 
J. M. Richardson, 1813. Title and 46 pp. unbound. 
8w. (3s. 6rf. 1763) 

LYTTELTON (Thomas, Lin-d). A Letter from 
Thomas Lord Lyttelton to William Pitt, Earl of 
Chatham, on the Quebec Bill. Boston : Printed by 
Mills and Hicks, for Cox and Berry, in King- 
Street. M,Dcc,LXxiv. 17 pp. Half morocco. 
8w. (5s. 6d. 1764) 

LYTTELTON (Thomas, Lord), A Letter from 
Thomas Lord Lyttelton, to William Pitt, Earl of 
Chatham, on the Quebec Bill. New-York: Re- 
printed by James Rivington. M,dcc,lxxiv. 20 
pp.halfmor, 8w. (4s. 6d. 1765) 
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A HLY (Abbe de). Remarks con- 
cerning the Government and the 
I .aws of the United States of Ame- 
rica: In Four Letters^ addressed to 
flp^^J^^ B Mr, Adams; Minister Plenipoten- 
■^t^^g^^j^ tiary from the United States of 

^ America to those of Holland ; and 

one of the Negociators for the purpose of concluding 
a general Peace, from the Frencn of the Abb^ de 
Mably : With Notes, by the Translator. London : 
J. Debrett, m,dcc,lxxxiv. Half-title, title, and 
280 pp. Qvo, (4s. 6d. 1766) 

MABLY (Abbe de). Remarks concerning the 
Government and the Laws of the United States of 
America : In four Letters, addressed to Mr. Adams, 
Minister Plenipotentiary from the United States of 
America to those of Holland ; and one of the Ne- 
gociators for the purpose of concluding a general 
i)eacey from the French of the Abb6 de Mably : 
With Notes, by the Translator. Dublin : Mon- 
crieffe, etc. mdcclzxxv. Half-title, title, and 380 



pp. 



Old calf 



8vo. 



{4a. 6d. 1767) 



MACAULAY (Catharine). Observations on a 
Pamphle^entitled, Thoughts on the Cause of the 
Present Discontents. By Catharine Macaulay. 
The Third Edition, Corrected. London: Edward 
and Charles Dilly. mdcclxx. 31pp. Halfmor, 
Qvo, {^.6d. 1768) 

MACAULAY (Catharine). An Address to the 
People of England, Scotland, and Ireland, on the 
present Important Crifis of Affairs. By Catharine 
Macaulay. R. Cruttwel, Bath, mdcclxxv. 29pp. 
Halfmor. Qvo, {4s. 6d. 1769) 

MAC CLURE (David). Memoirs of the Rev. 
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Eleazar Wheelock, D.D. Founder and President 
of Dartmouth College and Moor's Charity School; 
with a summary history of the College and School. 
To which are added, copious Extracts from Dr. 
Wheelock's Correspondence. By david M'Clure, 
D.D., S.H.S. Pastor of a Church in East Windsor, 
Con. and Elijah Parish, D.D. Pastor of the Church 
in Byfield, Mass. Newburyport : Edward Little 
&Co. 1811. S36pp» P(yrtraitofEleazarWheeloek. 
Calf, 8w. (78, 6d. 1770) 

MAC DONALD (John). Emigration to Canada. 
Narrative of a Voyage to Quebec, and Journey 
from thence to New Lanark, in Upper Canada. 
Detailing the hardships and aifficulties which an 
Emigrant has to encounter, before and after his 
settlement^ With an Account of the Country, as 
it regards its climate, soil, and the actual condition 
of its inhabitants. By John M 'Donald. Eighth 
Edition. London : H. Arliss. 1826. 36 pp. half 
mor. 8vo. (3s. 6d. 1771) 

MACER (JoHN^. Les trois liures de/ THistoire des/ 
Indes, acomplie/ de plufieurs chofes memorables, 
autant fidelement que fommairer/mentcompofez en 
Latin, & depuis/ naeueres fai6bs en Frau^o^s./ 
Par Maiflre lehan Macer,/ licenci^ en droict./ 
Arec Privilege./ A Pans.j Chez Guillaume 
Guillard en la rue/ Sain6i lacques a Tenfei^e/ 
Sain6);e Barbe./ 1555./ 96folioed leaves. VeUum, 
16mo. (11. 10s. 1772) 

MAC GREGOR (James). Letter from the Reverend 
Mr. James McGregor, Minister, at Pictou, Nova, 
Scotia, to the General Associate Synod, April 30th, 
1793. Published b;y' order of Synod. Paisley: 
Printed by John Neilson. m.dcc.xciii. 16 pp. 
Svo. (4s. 6d, 1773) 

MAC KENNEY (Thomas L.) Sketches of a Tour 
to the Lakes, of the character and customs of the 
Chippewav Indians, and of incidents connected 
with the Treaty of Fond du Lac. By Thomas L. 
Mc Kenney, of the Indian Department, And joint 
Commissioner with his Excellency Gov. Cass^ in 
negotiating the Treaty. Also, a V ocabulary of the 
Algic, or Chippeway Language, formed in part, 
and as far as it goes, upon the basis of one funushea 
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by the Hon. Albert Gallatin. Ornamented with 
twenty-nine Engravings^ of Lake Superior, and 
other SceneiTy Indian Likenesses, Costumes, &c. 
Baltimore : Fielding Lucas, Jun'r. 1837. 294 pp. 
29 plates, 8w. (7s. 6d. 1774) 

MACKENZIE (Alexander). Voyagesfrom Mont- 
real, on the River St. Lawrence, through the Con- 
tinent of North America, to the Frozen and Pacific 
Oceans ; In the Years 1789 and 1793. With a pre- 
liminary account of the Rise, Progress, and Present 
State of the Fur Trade of that Country. Illustrated 
with Maps. By Alexander Mackenzie, Esq. Lon- 
don; T. Cadell, Jun. M.DCcc.i. Half-title^ Htle, 
viii and cxxxii pp : Text 412 pp. Errata 2 pv. With 
Portrait of the Author^ and 3 Copperplate Maps. 
4to. (10s. 6d, 1775) 

MAC KINNEN (Daniel). A Tour through the 
British West Indies, in the Years 180!2 and 1803, 

g'ving a particular Account of the Bahama Islands, 
y Darnel M'Kinnen, Esq. London: J. White. 
1804. Half-title, title, viii and 272 pp. With Map. 
8w. {58. 6d. 1776) 

MAC LANE (David). The Trial of David M'Lane 
for High Treason, before a Special Court of Oyer 
and Terminer at Quebec, on the 7th July 1797. 
Quebec: Printed and Sold by J. Neilson, 1797. 21 
pp. half mar. 8w. (5s. 6d. 1777) 

MAC MAHON (John V. L.) An Historical View 
of the Government of Maryland, from its Coloni- 
zation to the present day. By John V. L. M«Ma- 
hon. Baltimore : F. Lucas, Jr. 1831. Vol. I. xvi 
and 539 pp. (12*. 6<i. 1778) 

MAC NEILL (Hector). Observations on the 
Treatment of the Negroes, in the Island of Jamaica, 
including some Account of their Temper and Cha- 
racter, with Remarks on the Importation of Slaves 
from me Coast of Africa. In a Letter to a Physi- 
cian in England, from Hector McNeill. ' London : 
G. G. and J. Robinson, vi and 46 pp. half morocco. 
Qvo. {3s. 6d. 1779) 

MACQUEEN (James). The Colonial Controversy 
containing a Refutation of the Calumnies of the 
Anticolomsts : the State of Hayti, Sierra Leone, 
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IndU, Cbina, Cochin China, Java, &c. &c. ; the 
Production of Sugar, &c. and the state of the Free 
and Slave Labourers in those Countries ; fully con- 
sidered in a Series of Letters, addressed to The Earl 
of Liverpool ; with a supplementary Letter to Mr. 
Macaulay. By James Macqueen. Glasgow: 
Khull, Bhickie, & Co. 1825. 223 pp. half mor, 
8vo, {4s, 6d, 1780) 

MADRE DE DEOS (Gaspar da). Memorias para 
a Historiada Capitania de S. Vicente, hoje chamada 
de 3. Paulo, do estado do Brazil publicadas de 
Ordem da Academia R. das Sciencias por Fr. 
Gaspar da Madre de Decs. Monge Benedi6lino, e 
correfpondente da mefma Academia. Lishoa : Na 
Typografia da Academia. 1797. 4 prel, leaves, and 
text ^2 pp. * Catalogo ' etc, 2 pp, HalfcalJ. 
4to. {7s. 6d. 1781) 

MAFFEIUS (Joannes Petrus). loan. Petri/ 
MafFeii,/ Bergomatis,/ e Societate lesv,/ Histori- 
arvm/ Indicarvra/ Libri XVI./ Selectarvm, item, 
ex India/ Epistolarum, eodem interprete, Libri 
IV./ Accessit Ignatii Loiol« vita./ Omnia ab 
Aucix}re recognita, & nunc primdm in Germania 
ezcufa./ Item, in fingula opera copiofus Index./ 
His nunc recens adie6ta e(t charta geographica, 
X renitidiifime exprefla, qua Le^ri vtriufq ;/ In- 
diae fitus, & lougmqua ad eas nauigatio, accurate 
ob oculos fpe^anda pro-/ponitur, non minus ad- 
fpe^, quam hiiloria ipfa le6tu iucunda./ Colonut 
AgripniiueJ In Officina Birckmannica, fumptibus/ 
Amoldi Mylij./ Anno m. d.xciii./ Cum Gratia & 
Priuilegio S. Caefarea Maiestatis./ 2 prel. leaves ; 
viz, TitUy reverse blank, *Philippo Res/gi Cathos/ 
lico.* 2 pp ; Text 541 pp. * Compendiosvs Index,* 
etc. 35 pp. Pigskin. Folio. {lbs, 1782) 

MAFFEIUS (Joannes Petrus). loan. Petri/ 
Maffeii./ Bergomatis,/ e Societate/ lesv,/ Histori- 
arvm/ Indicarvm/ Libri XVI./ Selectarvm, Item, 
ex In-/dia Epistolarvm Libri IV./ Acceffit liber 
recentiorum Epistolarvm, a loanne Hayo Dalgat- 
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cufus, cum/ Indice accurato./ Dvobvs fomis Dis- 
tribvti./ Omnia ab Au6tore recognita & emendata./ 
In iinguhk copiofus Index./ Antverpi^y Ex Officina 
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Martini Nutij, ad infigne dua-/nMn Ciconiamm, 
Anno M. DC. v./ SdpreL leaves; Text * Liber Pri- 
mvs ' 478 pp; i blank leaf. * Selectarvm Episto- 
larvm ex India LibriQ^atyor,' etc. 402 pp. Index 6 
pp. Pigskin. 8i;o. (15s. 1783) 

MAGELLANS. Appendice a la Relacion del 
Viage al Magallane8 de la Fra^ata de Guerra Santa 
Maria de la Cabeza, qoe contiene el de los Paque- 
botes Santa Casilda y Santa Enlalia para com- 

Sletar el Reconocimiento del estrecho en los Anos 
e 1788 y 1789. Trabajado de Orden Superior. 
Madrid mdcclxxxxiii. En la Imprenta de la 
Viada de D. Joaauin Ibarra. 2 prel. leaves ami 138 
pp. Carta Estreeho de Magallanes, 1786, y 1789. 
4to. {10s. 6d. 1783*) 

MALOUET (V. P.) Examen de cette question : 
Quel sera pour les Colonies de rAm^rioue le R6- 
sultat dela Revolution Fran^oise, de la Guerre 
qui en est la Suite, & de la Paix qui doit la ter- 
miner ? Par M. Malouet, D^put^ de la Colonie 
de St. Domingue. A Londres : Baylis, 1797. 29 
pp. half mar, Svo, (3s. 6d, 1784) 

MALOUET (V. P.) Lettre a M.S.D., Membre 
du Parlement, sur I'lnt^ret de TEurope, au Salut 
des Colonies de rAm^hque. Par M. Malouet, 
Depute de la Colonie de St. Domingue. Londres : 
Baylis, 1797. Half-title, title, and S6 pp. Uncut. 
Qvo, (Ss.6d. 1785) 

MALOUET (V. P.) Collection de M^moires et 
Correspondances Officielles sur TAdministration 
des Colonies, Et notamment sur la Guiane fran- 
9aise et bollandaise, par V. P. Malouet, ancien ad- 
ministrateur des Colonies et de la Marine. Paris, 
Baudouin, An X. [1802] Four Volumes, Tome 
Premier. Half-title, title, and 484 pp. Tome II. 
Half-title, titU, and 379 pp. Tome III. Half-title, 
title, and 388 pp. Tome IV. Half-title, title, and 
37b pp. half calf, 8w. {10s.6d. 1786) 

MANSIE (Alexander). Dedicated by permission 
to his Excellency the Governor. The Apprenticed 
Labourer's Manual : Or An Essay on the Appren- 
ticeship System, and the Duties of the Apprenticed 
Labourers, Including several of the Personal and 
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By Alexander Mansie, Wesleyan Minister. British 
Guiana : Published by the Society for the Instruc- 
tion of the Labouring Classes. 1837. xiv and 917 pp. 
* A Catechism of certain Moral, Social, and Civil 
Duties; adapted to existing circumstances. By 
the Wesleyan Missionaries of Antigua. Originally 
printed by Order of the Legislature of that Colony.' 
IS pp. Svo. {5s. 1787) 

MASON ( J. M. ) An Oration commemorative of the 
late Maior-General Alex*^. Hamilton ; pronounced 
before the New- York State Society of the Cincin- 
nati, on Tuesday, July 31, 1804. By J. M. Mason, 
D.D. Pastor of the first Associate Reformed Church 
in the City of New York. With an Appendix, con- 
taining the Particulars of the Duel between Gene- 
ral Hamilton and Colonel Burr, a Copy of the Paper 
left by the General, and The Rev. Dr. Mason's Let- 
ter to the Editor of the Commercial Advertiser, 
Giving an Account of the General's last Moments. 
London : R. Edwards, 1804. 38 pp. Uncut, 
8vo. (2«.6d. 1788) 

MARBAN (Pedro). Arte/ de la Lengva/ Moxa,/ 
consu Vocabulario, y Cathecismo./ Compuesto/ 
por el M. R. P. Pedro Marban/ de la Companis de 
Jesvs, Superior, que fue,/ de las Mifsiones de In- 
fieles, que tieue la Com^/pania de eila Provincia de 
el Peru en las/ dilatadas Re^ones de los Indies/ 
Moxos, V Chiquitos./ Dirigido./ Al Exc.°>° S.<»' 
D. Melchor/ Portocarrero LuTo, de la Vega. Conde/ 
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Orde de Alcantara, del Con-/fejo de Guerra, y 
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Capitan/ General, que fue del Reyno de la Nueva/ 
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cias del Peru./ \^Lima 1701] Con Licencia de los 
Svperiores. En la Imprenta Real de Jofeph de 
Contreras. 8 prel. leaves, and 664 pp; * Catnecis- 
mo Meno ' etc, 202 pp ; * Indice ' 1 page. Vellum. 
Small 8vo. {Sl.lSs.6d. 1789) 

MARKHAM (William). A Sermon Preached be- 
fore the Incorporated Society for the Propagation 
of the Gol'pel in Foreign Parts ; at their Anniver- 
sary Meeting in the Parilh Church of St. Mary-le- 
Bow, On Friday February 21. 1777. By the Moft 
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Reverend Father in God, William Lord Archbifliop 
of York. London : T. Harrison and S. Brooke, 
MDccLxxvii. 104 pp. ' The Form of a Legacy to 
this Society.* 1 page, halfmor, Svo, (3s, 6d. 1790) 

MARQUETTE (Le P.) Vovaffe et d^couverte de 
quelques Pays et Nations de I'Am^rique Septen- 
trionale par Le P. Marquette et Sr. Joliet. A Paris, 
Chez Estienne Michallet rue S. Jaques a I'lmage 
S. Paul. M.Dc.Lxxxi. Avec privilege du Roy. 
Paris. Maulde et Renou, 1845. Hatf-HtU, title ; 
and 43 pp. Map. Morocco extra. A reprint/or Mr. 
O.Rich. Small 8vo. {l^s. 6d. 1791) 

MARRANT (John). A Narrative of the Lord's 
wonderful Dealings with John Marrant, a Black, 
(Now going to Preach the Gospel in Nova-Scotia) 
Born in New- York, in North-America. Taken 
down from his own Relation, Arranged, Corrected, 
and Published By the Rev. Mr. Aldridge. The 
Second Edition. London : Gilbert and Flunmier. 
17S5; 38 pp. Qvo. (4a. 6d. 1792) 

MARSHALL (Humphry). Arbustrum America- 
num : The American Grove, or, an Alphabetical 
Catalogue of Forest Trees and Shrubs, natives of 
the American United States, arranged according to 
the Linnasan System. Containing, The particular 
diftinguiihing Characters of each Genus, with plain, 
iimple and familiar Delcriptions of the Manner ot 
Growth, Appearance, &c. of their feveral Species 
and Varieties. Also some hints of their uses in 
Medicine, Dyes, and Domestic Oeconomy. Com- 
piled from actual knowledge and observation, and 
the assistance of Botanical Authors, By Humphry 
Marshall. Philadelphia: Printed by Joseph (Jruk- 
shank, in Market- Street, between Second and Third- 
Streets. MDCCLXxxv. XX and 174 pp. unbound. 
Qvo. (7s. 6d. 1793) 
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Henry Duke of Beaufort, Marquifs and Earl of 
Worcefter, Baron Herbert, Lord of Ra^land, Chep- 
ftow and Gower. Palatine of the Provmce of South 
Carolina in America. [London, 1712.] 12 pp. half 
mor. 4to. (18«. 1794) 
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Reife BefchreibonW ^ethan im Jahr 16^1. f Ans/ 
ei^ner Erfahrunge belchrieben, die dazu erforderte/ 
Figuren nach dem I^ben felbft ab^erifien, (fo hier- 
bej in/ Kupfferznfehen) und jetzo aurch den/ Druck 
mitgetheilet./ Hamburg,/ Auff Gottfried, Schult- 
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leaves and 132 pp. ' Regifter ' 2 pp, ' Errata/ 1 
page, 15 Copperplate9, 4to. (12. 5s. 1795) 

MARTENS (Frederich). [Engraved tttte] Vojagie 
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Hendrik Walpot, boekverkooper overt Stadhujff./ 
[Pnntedtit^e] Fredrik Martens/Naukeurige Besch- 
ryvinge/ van/ Greenland/ of/ Spitsbergen,/ Waer 
in de Walrifch-Vangft, gelogenthejd van/ *t Ys, 
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de Walvificben gevangen, gekapt en gefheden wor- 
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len in Greenland./ Met een Verhael van de ge- 
vange Walviich by St. Anne-Land./ Als medeeen 
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overffekomen./ Met Kopere Platen Ver9iert./ Te 
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5 divinitus/ reportatae/ 
Historia/ Carmine heroico defcripta, & public^ re- 
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Wyringani,/ fub ugno Typographise./ cioiocxxix/ 
Title and ^^pp, 4Ao. (2/. 2s. 1797) 
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MARTINIERE (Sieur de la). A New/ Voyage/ 
into the/ Northern Countries/ Being a Difcription 
of die Manners,/ Cuftoms, Superftition, Buildings,/ 
and Habits of the Norwegians, La-/ponians, Kilops, 
Boraudians, Sib-/erians, Samojedes, Zemblans and 
Iflanders./ With Reflexions upon an Error in/ our 
Geographers about the fcitua-/tion and Extent of 
Greenland and/ Nova Zembla./ London/ Printed 
for John Starkey, at the Miter/ in Fleetftreet near 
Temple-/Bar. 1674./ 5 prel. leaves and 153 pp. 
Old calf, nmo, (11, Is. 1798) 

MARTINIERE (Sieur de la). [Engraved HtU} 
Voyage/ Des Pais/ Septentrionavx/ Par le 8'. D. L 
M./ A Paris/ Chez Louis Vandosme proche/ Mon- 
feig'. le Premier Prefident./ G. Ladame IPrinted 
titled Voyage/ des Pays/ Septentrionavx./ Dans 
lequel fe void les moeurs, maniere de vivre, & fu- 
perfti-/tions des Norweguiens, Lap-/pons, Ki- 
loppes, Borandiens,/ Syberiens, Samojedes^ Zem-/ 
bhens, Iflandois./ Par le fieur de la Martiniere,/ 
Seconde Edition, reveue & augment^e/denouveau./ 
A Paris,/ Chez Louis Vendosme, Libraire/ au Pa- 
lais dans la Salle Royalle,/ au Sacrifice d'Abraham 
1676./ Avec Privilege dv Roy./ 6 prel. leaves, and 
322 pp. * Extrai6t du Privilege du Roy.* 2 pp. Old 
calf. 12mo. (15«. 1799) 

MARTYN (Benjamin). Reasons For Establishing 
the Colony of Georgia, With Regard to the Trade 
of Great Britain, the Increafe of our People, and 
the Employment and Support it will afford to great 
Numbers of our own Poor, as well as foreign per- 
fecuted Protestants. With fome Account of^the 
Country and the Defign of the Trustees. By Ben- 
jamin Martyn Efq. The Second Edition. London : 
W. Meadows, Mdccxxxiii. 48 pp. Frontispiece Sf 
Map, both engraved on copper. Half morocco. 
4to. (15«. 1800) 

MARTYR (Peter). De orbe nouo Decades, [tres. 
Cobphon'] Cura & dili^^entia uiri Celebris Magiitri 
Antonii Nes/briffenfis historici regii fuerunt hae tres 
protono/tarii Petri martyris decades Impreffae in/ 
contubemio Amaldi Guillelmi in/ lUustri oppido 
carpetanae pui-/ci8e cdpluto quod uulgari/ter di- 
citer Alcata pfe/diu eft nonis No/uebris An./ 
1516./ Without pagination or catchwords. On the 
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reverse of the Title " Clarissimo Principi Carolo Regi 
Catholico :" The Preface occupies the next page a ii, 
on the reverse of which besins the text which ends on 
the reverse ofi. iii ; * Ad Lectorem de qyibusdam lo- 
cis leviter depravatis " 2 pages folUmed by one blank 
leaf: " Vocabula Barbara, 5 pages ending with the 
Colophon, reverse blank ; Signatures a to i in eights, 
except a and h, which have only six leaves each. '^In- 
cipitur Legatio Babylonica " 16 leaves, signatures A 
and B. Splendid copy with rough leaves in red mo- 
rocco extra by Bedford. Folio. (10/. 10s. 1801) 



MARTYR (Peter). De Nyper/ svb D. Carolo Re- 
per-/tis Inl'ulis, fimulaue incolarum/ moribus, R. 
Petri Marty-/ris, Enchiridion, Domi-/nae Marga- 
ritas, Diui/ Max. Caef. filia?/ dicatum./ BasiletB, 
Anno/ M.D.xxi. 43 pp. 4to. (2/. 2s. 1802) 

MARTYR (Peter). Petri Martyris/ ab Angleria 
Mediolanen. Oratoris/ clariifinii, Fernandi& He- 
lifabeth Hifpaniarum quondam regum/ a confilijs, 
de rebus Oceanicis & Orbe nouo decades tres ; qui- 
bus/ quicquid de inuentis nuper terris traditum, 
nouarum rerum cupis/dum le6corem retinere poffit, 
copiofe, fideliter, eruditeque docetur./ Eivsdem 
praeterea/ Le^ationis Babylonicae li/bri tres ; vbi 
praeter oratoni mvneris pulcherrimum exemplum, 
etiam quicquid in uariarum gentium mori^/bus & 
inftitutis infi^iter praeclarum uidit, (juaeque terra 
manque acciderunt,/ omnia lectumire iucunda, ge- 
nere dicendi politiffimo traduntur. Basileae,/ apud 
loannem Bebelium./ m.d.xxxiii. 12 prel. leaves 
and 92 folioed leaves. Fine copy in Spanish morocco 
by Leighton. Folio. {11. lis. 6d. 1803) 

MARTYR (Peter). Relationi/ del S. Pietro Mar- 
tire/ Milanese./ Dell cofe notabili della prouincia 
deir E-/gitto fcritte in lingua Latina alii berenifs,/ 
di felice memoria Re Catolici D. Fernando,/ e D. 
Ifabella, & hora recate nella Italiana./ Da Carlo 
Passi./ Con Privilegio./ In Venetia appreflb Gior- 
gio de' Caualli 1564. 7 prel. leaves ; viz. Title reverse 
blank, * All* lUustriss. et Eccellentiss. SignoraGiv- 
lia Sforza Pallavicina,' etc. 5pp ; ^ Discorso di Carlo 
Passi,' etc. 6 pp. Text 71 folioed leaves, * Tavola,* etc. 
12 pp ; * Errori fatti nello ftamparfi,' etc. 3 pp. calf, 
SmaUBvo. (11. Is. 1804) 
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MARTYR (Peter). De Rebus/ Oceanicis/ et Novo 
Orbe^ de-/cades tres, Petri Mar-/tyris ab Angleria/ 
Mediolanensis./ Item eivsdem,/ de Babylonica/ 
Legatione. Libri III./ et item/ de Rebvs Aethiopi- 
cis,/ IndiciB Lufitanicis& Hifpanicis, opafcula qus- 
da/ Hillorica do6liffima, quai nodie non facile^ alibi 
reperiuntur, Damiani/ A Goes Equitis/ Lufitani./ 
Qaae omnia fequens pagina lattus demonilrat./ 
Cum duplici locupletiimno Indice./ CoUmue, Apud 
Geruinum Calenium &c baeredes/ Quentelios. m.d. 
Lxxiiii./ Cum gratia & Privilegio Caesareo./ 24 
prel. leaves and 655 pp, * Index/ 28 pp. Fine copy, 
Vellum. Small Svo. {11. lOs. 6d. 1805) 

MARTYR (Peter). De Novo Orbe,/ or/ the His- 
torie of/ the weil Indies, Contajin^ the a^tes/ and ad- 
uentures of the Spanyardes, which haue/ conquered 
and peopled thofe Countries,/ inriched with varietie 
of pleafant re-/lation of the Manners, Ceremonies,/ 
Lawes, Gouemments, and/ Warres of the Indians./ 
Compnfed in eight Decades./ Written by Peter 
Martyr a Millanoife of Algeria, Cheife/ Secretary 
to the Emperour Charles the fift,/ and of his Pn- 
uie Councell./ Whereof three, haue beene formerly 
tranflated in-/to Englilh, by R. Eden, whereunto 
the other/ fine, are newly added by the Induilrie, 
and/ painefuU Trauaile of M. Lok Gent./ London) 
Printed for Thomas Adams./ 1612./ 5 prel. leaves ; 
viz. Title f reverse blank ^ Epistola Dedicatoria' 4 pp. 
Signed * Michael Lok/ To the Reader * 4 pp. Signed 
* M. Lok.' Text SIB folioed leaves. Wanting leaf 
foUoed 158. 4*0. (2/. 12«. 6d. 1806) 

MARTYR (Peter). The/ famovs/ Historic of/ the 
Indies:/ Declaring the aduentures of/ the Spa- 
niards, which haue conque-/red thefe Countries, 
with varietie of Relations/ of the Religions, Lawes, 
Gouemments, Manners,/ Ceremonies, Cuflomes, 
Rites, Warres,/ and Funerals of the People./ Com- 
prifed into fundry Decads./ Set forth firft by M' 
Hackluyt, and now pub-/lilhed by L. M. Gent./ 
The fecond Edition./ London: Printed for Michael 
Sparke dwelling at the figne/ of the blue Bible in 
Green-Arbor. 1628./ 3 prel. leaves ; viz. Title the 
reverse blank ; * To the Reader ' Signed * M. Lok.* 4 
pp. Text 318 folioed leaves. Calf extra by Bedford. 
Mo, {4l.l4a.6d. 1807) 
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MARTYR; OVIEDO & XERES. Libro Primo/ 
della Histo/ria de I'ln/die Oc/ciden/tali^/ [wrso] 
Svmmario de la Generale/ Historia de I'lndie Oc- 
ciff/dentali cavato da lL;/bri scntti dal si^/gpor don 
Pietro/ Martyre del consi/glio delle Indie/ della 
Maesta/ de lumperadore,/ et da molte/ altre pars/ 
ticyla::/ri relas/Uoni./ 79 folioed leaves, the 80th 
blank, Libro Secon/do delle In/die Oc/ciden/tali/ 
4* MDxxxiiii./ Con gratia & priuile^io./ [verso] 
Svmmario de la/ Naturale et General Histo/ria de 
rindie occidentali, compofta da Gonzalo ferdL;/ 
nando del Ouiedo altrimenti di valde, natio de/ la 
terra di Madril : habitatore & rettore de/ la citta 
di fanta Maria antica del Daxien,/ in terra ferma del' 
indie : ilqual fa riue/duto & corretto per ordine 
de la/ Maefla del Imperadore, pel luo/ real config- 
"o, delac' 



lio, de la dette In/die. & tradotto di lingua/ caltig- 
liana in Italia?/na. Co priuilegio/ de la Illuftrin./ 
Signoria di/ Vinegia,/ per ani xx. 64 folioed leaves, 
the 65th containing the Table and the 66th the expla- 
nation of the maj^s, Libro vltimo del svmma/rio 
delle/ Indie Oc/ciden/tali/ mdxxxiiii. [Colophon'] 
f[ In Veneeiay Del mefe d*Ottobre./ mdxxxiiii./ 
16 leaves, the ±6th being blank. The three Parts 
complete, a very large copy, with the Map of * Isola 
Spagnvola' and *La carta uniuersale della terra 
Jirme/ both of which are here inserted in facsimile. 
4to. (2/. 12s. 6d, 1808) 

MARYLAND. A/ Relation/ of/ Maryland ;/ Toge- 
ther,/ With [A Map of the Countrey,/ The Condi- 
tions of Plantation,/ His Majelties Charter to the/ 
Lord Baltemore, tranflated/ into Englilh./ Thefe 
Bookes are to bee had, at Mailer William/ Peafley 
Efq ; his houfe ; on the back-fide of Dru-/ry-Lane, 
neere the Cock-pit Playhoufe ; or in/ his abfence ; 
at Mailer lohn Morgans houfe in/ high Holbourn, 
over againil the Dolphin, London./ September the 
8. Anno Dom. 1635./ Title reverse blank, and 56 pp. 
*The Charter of Maryland.' 25 pp. Blue morocco 
extra by Hayday, Map 15| by llf inch, wanting. 
Ho. (SI. 3s. 1809) 

MARYLAND. The/ Declaration/ of the/ Reasons 
and Motives/ For the Present/ Appearing in Arms/ 
of/ Their Majesties/ Protestant Subiects/ In the 
Province of/ Maryland./ Licens'df, November 
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28tb 1689. J. F./ [Cohphffn] Maryland, Printed by 
William Nuthead at the City of St./ Maries./ Re- 
printed in London, and Sold by Randal Tay-/lor 
near Stationers Hall, 1689./ 8 pp. umbimnd. 
Folio, (1/. lU 6d. 1810) 

MARYLAND. Tbe Charter/ of/ Maryland./ [Lon- 
don] 23 pp. 8i;o. (10s. 6d. 1811) 

MASSACHUSETTENSIS. Letters numbered I 
to XVII. [Bostony 1775.] 118 pp. First Editum. 
halfmor, Svo, (10«. 6d. 1812) 

MASSACHUSETTENSIS : Or a Series of Letters, 
containixij^ a faithful state of many important and 
striking facts, which laid the foundation of the pre- 
sent Troubles in the Province of the Maflachufetts- 
Bay ; interspersed with Animadversions and Re- 
flectionsy originally AddreiTed to the People of that 
Province, and worthy the confideration of the True 
Patriots of this Country. By a Person of Honor 
upon the Spot. The Third Edition. Boston printed. 
London reprinted for J. Mathews, mdcclxxvi. 
viH and lis pp. half mor. Svo. (7$. 6d, 1812*) 

MASSACHUSETTENSIS : Or a Series of Letters, 
containing a faithful state of many important and 
striking tacts, which laid the foundation of the 
present Troubles in the Province of the MafTachu- 
fetts-Bay ; interspersed with Animadversions and 
Reflections, originally Addreffed to the People of 
that Province, and worthy the Confideration of the 
True Patriots of this Country. By a Person of 
Honor upon the Spot. The Fourth Edition. Bos- 
ton printed : London reprinted for J. Mathews, 
MDCCLXXVI. viii and 118 pp. Half morocco, 
Qvo, (7s, 6d, 1813) 

MASSACHUSETTS. An Account of the Massa- 
chusetts State Prison. Containing a description 
and Plan of the Edifice ; the Law, Regulations, 
Rules and Orders : WitJi a view of the present 
State of the Institution. By the Board of V isitors. 
Charlestown : Printed by Samuel Etheridge. 1806. 
48 pp. WUhi folded plates, Svo. (2«. 6d. 1814) 

MASSACHUSETTS-BAY. A/ Collection/ Of the 
Proceedings of the/ Great ana General Court or 
Affembly/ Of His Majesty's Province of the/ Maf- 
fachufetts-Bay,/ in/ New-England;/ Containing 
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feveral Inftniftions from the Crown, to the/ Coun- 
cil and Affembly of that Province, for fixing a/ 
Salary on the Govemour, and their Determma- 
tions/ thereon./ As also,/ The Methods taken by 
the Court for Supporting the feveral/ Govemours, 
fince the Arrival of the prefent Charter./ Printed 
by Order of the House of Reprefentatives./ Bos- 
ton : Printed by T. Fleet, in Pudding-Lane./ 1729./ 
112 pp, half calf. 4to, (ILU. 1815) 

MASSACHUSETTS BAY. A Brief State of the 
Services and Expences of the Province of the Mas- 
sachusett's Bay, In the Common Cause. London : 
J. Wilkie, MDCCLxv. 24 pp. Half morocco. 
8w. (78. 6d. 1816) 

MASSACHUSETTS BAY. The Proceedings of 
the Council, and the House of Representatives Of « 
the Province of the Mafsachusetts-Bay, relative to 
the Convening, holding and Jceeping The General 
Afsembly At Harvard-College in Cambridge: 
And The feveral MefTages which pafised between 
His Honor the Lieutenant Governor and The Two 
Houfes, Upon the Subject. Publiflied by Order 
of the Houfe of Representatives. Boston : Printed 
by Edes and Gill, Printers to the Honorable Houfe 
of Representatives, 1770. Title, and pp. 5-83. half 
mar. Svo. (7s. 6d. 1817) 

MASSIE (J.) Calculations and Observations re- 
lating to an Additional Duty upon Sugar. Dated 
WestminsteTy 20th January 1759. 2 pp. single sheet. 
Folio. (4s. 6d. 1818) 

MASSIE (J.) A State of the British Sugar-Colony 
Trade; shewing, That an Additional Duty of 
Twelve Shillings per 112 Pounds Weight may be 
laid upon Brown or Muscovado Sugar (and pro- 
portionably higher Duties upon sugar refined 
before importea) without making Sugar dearer in 
this Kingdom than it hath been of late Years, and 
without Diftreffingthe Britilh Sugar-Planters ; for 
their Profits will then be Twice as much Money 
per acre of Land, as the Landholders of England 
receive for their Eflates. All which Matters are 
plainly made appear, and the vafl lofTes which this 
Kingdom hath suffered by the Sugar-Colony Trade, 
written Thirty Years lail paft, are particularly 
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Sointed out. Moft humbly fubmitted to the confi- 
eration of the Honourable House of Commons. 
By J. MaiTie. London^ T. Payne, mdcclix. TitU 
and 4/01^, half calf, Mo. (5«. 6d. 1818») 

MATHER (Cotton). Late/ Memorable Provi- 
dences/ Relating to/ Witchcrafts and Poffeffions,/ 
Clearly Manifefling',/ Not only that there are 
Witches, but that Good Men (as well as o^ers) 
mav pouibly have their Lives ihortned/ by fuch 
evil Inltruments of Satan./ Written by Cotton 
Mather Minifler of the/ Gofpel at Bofionin New- 
England./ The Second Imprefsion./ Recom- 
mended by the Reverend Mr. Richard/ Baxter in 
London, and by the l>^inifiers of/ Boibn and 
Charleflown in New-England./ Landon, Printed 
for Tho. Parkhurft at the Bible and/ Three Crowns 
in Cheapfide near Mercer8-/Chapel. 169:f./ 11 preL 
leaves, viz. Title reverse blank, ' To the Honourable 
Wait Winthrop Efq;* 2 pp. <To the Reader.* 4 
pp. * The Preface.' 9 pp. * A Catalogue of Books * 
etc, 3 pp. * The Introduction.* 2 pp. Text 144 pp. 
Small Qvo, (21, ^s. 1819) 

MATHER (Cotton). The/ Life and Death/ Of 
The Renown'd/ Mr. John Eliot,/ Who was the/ 
Firft Preacher/ of the/ Gospel/ to the/ Indians in 
America./ With an Account of the Wonderful 
Suc-/cefs which the Gofpel has had amongft the 
Hea-/then in that part of the World : And of the/ 
many flrange Cuftomes of the Pt^an Indians,/ In 
New-England./ Written by Cotton Mather./ 
The Second Edition carefully corrected./ London :/ 
Printed for John Dunton, at the Raven/ in the 
Poultrey. mdcxci./ S prel, leaves, and 138 pp, calf. 
Small 3vo, (11.5s, 1820) 

MATHER (Cotton). A/ True Account/ of the 
Tryals, Examinations,/ Confessions, Condemna- 
tions,/ and Executions of divers/ Witches,/ At 
Salem, in New-England,/ for/ Their Bewitching 
of fundry People and r ' ■ 
other great Mifchiefs,^ 

pie about them./ With/ „_ 

nances that attended/ their Enchantments :/ And/ 
Their Converfation with Devils, and other/ Infer- 
nal Spirits./ In a Letter to a Friend in London./ 
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licenfed according to Order./ London, Printed for 
J. Conyers, in Holboum./ 8 pp. 'Salem, 8th. 
Month, 1692. Signed C. M.' 4Zo. (2^. 2«. 1821) 

MATHER (Cotton). The Wonders of the In- 
rifible World :/ Being an Account of the/ Tryals/ 
of Several Witches,/ Lately Executed in/ New- 
England :/ And of several remarkable Curiofities 
therein Occurring./ Together with,/ I. Obferva- 
tions upon the Nature, the Number, and the Opera- 
tions of the Devils./ II. A fliort Narrative of a 
late outrage committed by a knot of Witches in/ 
Swede- Land, very much refembling, and fo far ex- 

J>laining, that under which/ New-England has 
aboured./ III. Some Councels diredtm? a due 
Improvement of the Terrible things lately/ done 
by the^unulual and amazing Range of Evil-Spirits 
in New-England./ IV. A brief Difcourfe upon 
thofe Temptations which are the more ordinary 
r)evi-/ces of Satan./ By Cotton Mather./ Pub- 
liihed by the Special command of his Excellency 
the Govemour of/ the Province of the Maflachu- 
fetts-Bav in New-England./ Printed firft, at Bof- 
ton in New-England ; and Reprinted at L(m-/cbn, 
for John Dunton, at the Raven in the Poultry. 
1693./ First Edition. Title, and 98 yf. unbound. 
4to. (2/. 2s. 1822) 

MATHER (Cotton). The Wonders of the In- 
vifible World :/ Bemg an Account of they I'ryals/ 
of/ Several Witches/ Lately Executed m/ New- 
England:/ And of feveral Remarkable Curiofities 
therein Occurring./ By Cotton Mather./ Pub- 
liihed by the Special Command of his Excellency 
the/ Govemour of the Province of the MaiTachu- 
fetts-Bay in New-/ England./ The Second Edition./ 
Printed firft, at Bofton in New- England, and re- 
printed at London, for/ John Dunton, at the Raven 
in the Poultrey. 1693./ 3 prel. leaves, and pp. 9-62. 
halfmor. 4to. (2/. 2s. 1823) 

MATHER (Cotton). The Wonders of the Invifi- 
ble World ;/ Being an Account of the/ Tryals/ of/ 
Several Witches/ Lately Executed in/ New-Eng- 
land:/ And of feveral Remarkable Curiofities/ 
therem Occurring./ By Cotton Mather./ Pub- 
liihed by the Special Command of his Excellency/ 



d by Google 



Biblioiheca Americana. 505 

the Govemour of the Province of the Maflschu- 
fetts-Bay in/ New-England./ The Third Edition./ 
Printed firft at Bofton in New- England, and re- 
printed at Lmidon,/ for John Duneon, at the Raven 
in the Poultrey. 1693./ 4 prel. leaveSy and pp, 9-64. 
halfmor, 4to. (2/. 2«. 1824) 

MATHER (Cotton). The Order of the ChurcheB 
in New- England. Vindicated. [Boston 1700'?] 
pp. 13-144. Wanting the title and prel, leaves, 
nmo, (7s. 6d. 1825) 

MATHER (Cotton). Ma^alia Chrifti Americana : 
Or, the Ecclefiaftical Hiftory of New- England, 
from Its Firit Planting in the Year 1620. unto the 
Year of our Lord, 1698. In Seven Books. I. An- 
tiquities : In Seven Chapters. With an Appendix. 
II. Containing the Lives of the Governours, and 
Names of the Magiftrates of New-England: In 
Thirteen Chapters. With an Appendix. III. The 
Lives of Sixty Famous Divines, by whofe Minifbry 
the Churches of New-England have been Planted 
and Continued. IV. An Account of the Univer- 
fity of Cambridge in New-England; in Two Parts. 
The Firft contams the Laws, the Benefactors, and 
Viciffitudes of Harvard College; with Remarks 
upon it. The Second Part contains the Lives of 
fome Eminent Perfons Educated in it. V. A6ts 
and Monuments of the Faith and Order in the 
Churches of New-England, pafled in their Synods ; 
with Hiftorical Remarks upon thofe Venerable 
Aflemblies ; and a great Variety of Church-Cafes 
occurring, and refolved by the Synods of thofe 
Churches : In Four Parts. VI. A Faithful Re- 
cord of many lUuftrious, Wonderful Providences, 
both of Mercies and Judgments, on divers Perfons 
in New-England : In Eight Chapters. VII. The 
Wars of the Lord. Being an HiJftonr of the Mani- 
fold Afflictions and Difturbances of the Churches 
in New-England, from their Various Adverfaries, 
and the Wonderful Methods and Mercies of God 
in their Deliverance : In Six Chapters : To which 
is fubjoined, An Appendix of Remarkable Occur- 
rences which New- England had in the Wars with 
the Indian Salvages, irom the Year 1688, to the 
Year 1698. By the Reverend and Learned Cotton 
Mather, M.A. And Paftor of the North Church in 
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Boilon, New- England. London : Printed for Tho- 
mas Parkhurft, at the Bible and Three Crowns in 
Cheapfide. mdccii. 14 prel. leaves; viz. TitUy AtUs- 
tatum, Poemsy General Introductum. and Contents. 
'Antiquities. The First Book.* Title and 38 pp. 
* Ecclefiarum Clypei. The Second Book.' Title 
and 75 pp. * Polybius. The Third Book.' Title and 
238 pp. ' Sal Gentium. The Fourth Book.' Title 
and pp. 1^5-22^. 'Acts and Monuments. The Fifth 
Book.' Title and pp. 3-100. * Thaumaturgus. The 
Sixth Book.' Titk and 88 pp. blank leaf. * Eccle- 
siarum Proelia : The Seventh Book.' Title and pp. 
3-118. * Books,' ete. 2 pp. With map. OU calf. 
Folio. {31. Ss. 1826) 

MATHER (Cotton). The Curbed Sinner. A Dis- 
courseUpon the Gracious and Wondrous Reflraints 
Laid by the Providence Of the Glorious God, On 
the Sinful Children of Men, to Withold them from 
Sinning againil Him. Occafioned by a Sentence 
of Death, palTed on a poor Young Man, for the 
Murder of his Companion. With fome Hiftorical 
Paffages referring to that Unhappy Spectacle. By 
Cotton Mather, D.D. Boston, JN .E. Printed by 
John Allen, for Nicholas Boone, at the Sign of the 
Bible in Cornhil. 1713. Title, xiv and 64 pp. 
Vellum. 12mo. (10s. 6d. 1827) 

MATHER (Cotton). A Prefent of Summer Fruit. 
A very brief Essay To Offer Some Instructions of 
Piety, Which the Summer-Season more Particu- 
larly and Emphatically Leads us to ; But fuch alfo 
as are never out of Seafon. Being The fliort En- 
tertainment of an Auditory in Boflon, on a Day 
diftinguiflied with the Heat of the Summer ; 5a. 
5m. 1713. By Cotton Mather, D.D. Boston: 
Printed and Sold by B. Green, in Newbury Street. 
1713. Title, and text 29 pp. Vellum, 
nmo. (10s. 6d. 1828) 

MATHER (Cotton). The Grand Point of Solici- 
tude. A very brief Essay upon Divine Defertions ; 
the S3rmptoms of them, ana The Methods of Pre- 
venting them. A Sermon Publiflied for the Service 
of Others, by One of the Hearers, more particularly 
affedbed in the Hearing of it. Boston : Printed by 
B.Green. 1715. Blank leaf , TitU, and 31 pp. 
t2mo. (78. 6d. 1829) 
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MATHER (Cotton). Fair Dealing between Debtor 
and Creditor. A very brief Essay upon The Cau- 
tion to be ufedy about coming m to Debt, And 
getting out of it. Offered at Boston-Lecture; 5. 
d. XI. m. 17^. By Cotton Mather, D.D. & F.R,S. 
Boston : Printed by B. Green, for Samuel Gerrifli, 
at his Shop over againft the North fide of the 
Town-Houfe. 1716. Title and 30 pp. unbound, 
16mo. (15s. 1830) 

MATHER (Cotton). Desiderius. Or, A Defire- 
able Man DefcribM ; In the Characters of One 
Worthy to be, a Man Greatlv Beloved. And An 
Example of One, who Lived very much Defired, 
and has Dyed as much Lamented ; Given in fome 
Commemoration of the very Valuable and Memor- 
able Mr. James Keith, Late Minifler of the Gospel 
in Brid^ater ; W ho Expired, on 23. d. V. m. 1719. 
In the Seventy Sixth Year of his Age. By Cotton 
Mather, D.D. & F.R.S. Boston: Printed by S. 
Kneeland, 1719. Title, and text 34 pp. Vellum, 
12fno, (10s. 6d. 1831) 

MATHER (Cotton). A Year and a Life Well 
Concluded. A brief Essay, On the Good Things 
Wherein The Last Works Of a Christian, may 
be, and (hould be. His Best Works. A Sermon 
Preached on the Last Day of the Year, 1719. 
Boston : Printed by S. Kneeland, for B. Gray, at the 
Corner Shop on the North fide of the Town-Houfe, 
1719-20. 24 pp. 12mo. (10s. 6d. 1832) 

MATHER (Cotton). Coheleth. A Soul upon 
Recollection; Coming into Inconteftible Senti- 
ments of Religion ; Such as all the Sons of Wisdom, 
will and mult forever Justify. Written by a Fel- 
low of the Royal Society. Offering the Advice of 
a Father going out of the World, unto a Son coming 
into it. Boston: Printed by S. Kneeland, for S. 
Gerrish, and Sold at his Shop. 1720. Title and 46 
pp. nmo, (10s. 6d. 1833) 

MATHER (Cotton). India Chriftiana. A difcourfe, 
Delivered unto the Commiffioners, for the Propa- 
gation of the Gospel amon^ the American Indians 
which is Accompanied with feveral Instruments 
relating to the Glorious Design of Propagating our 
Holy Religion, in the Eastern as well as the West- 
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em, Indies. An Entertainment which they that 
are Waiting for the Kingdom of God will receive 
as Good News from a far Country. By Cotton 
Mather, D.D. and F.R.S. Boston inNew-£ngland: 
Printed by B, Green. 1721. Titte, Dedication it 
pp. Text 94 pp, ' Corrigenda,' 1 page. Old calf. 
Small Svo. (Ills. 1834) 

MATHER (Cotton). A Paftoral Letter, to Fami- 
lies Vifited with Sicknefe. From feveral Ministers 
of Boston, At a time of Epidemical Sicknefs Dif- 
treffingoftheTown. The Third Impreffion. [Co- 
lop}wn] Boston : Printed by R. Green, for S. Ger- 
rifli, at his Shop near the Brick Meeting-Houfe in 
CornhUl. 1721. Half -title, and 24 pp. half morocco. 
Ifmo. (7s. 6d. 1835) 

MATHER (Cotton). SQentiarius. A brief Essay on 
the Holy Silence and Godly Patience, that Sad 
Things are to be Entertained withal. A Sermon at 
Bofton-Lefture, On the Death of Mrs. Abigail Will- 
ard. And the Day before her Interment; who Ex- 
pired Septemb. 26.1721. By her Father. Whereto 
there is added, A Sermon on. The Refuge of the 
DiftrefTed, which was Preached on the Lord*s-Dav 
proceeding. Boston: Printed by S. Kneeland. 
1721. On the reverse of the Title, Introduction. 
signed * Cotton Mather.'^ * The Silent Sufferer,' 34 
pp. * The Refuge of theDiiirefled.' 28 pp. unbound. 
12mo. (15«. 1836) 

MATHER (Cotton). Bethiah. The Glory Which 
Adorns the Daughters of God. And the Piety, 
Wherewith Zion wilhes to fee her Daughters Glo- 
rious. Boston: Printed by J. Franklin, for S. 
Gerrifh, at his Shop in Comhill. 1722. 60 pp. 
l2mo. (108. 6d. 1837) 

MATHER (Cotton). Columbanus. Or, The Doves 
Flying to the Windows of their Saviour. A Ser- 
mon to a Religious Society of Young People. June 
4th. 1722. Boston : Printed by S. Kneeland. for J. 
Edwards, Sold at his Shop. 1722. Title ard^i pp. 
nmo. {10s. 6d. 1838) 

MATHER (Cotton). Honefla Parfimonia: Or, 
Time Spent as it fliould be. Proposals, To prevent 
that Great Folly and Mischief^ The Lois of Time ; 
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And Employ the Talent ofTime So Watchfully and 
Fruitfully that a Good Account may at Laft be 
given of it. Boston : Printed by S. Kneeland, for 
J. Edwards, and Sold at his Shop. 172[2?] Half- 
title, Title, and ^pp, Umo. (10s, 6d, 1839) 

MATHER (Cotton). The Minister. A Sermon, 
Offered unto the Anniverfary Convention of Min- 
isters, From feveral Parts of New- England, Met 
at Boston, 31 d. in m. 1722. By One of their 
Number. And publiflied at the Kequeft of them 
that heard it. Boston : Printed in the Year 1722. 
Half-title * Dr. Cotton Mather's Sermon, at the 
Anniversary Convention of Ministers, May 31ft, 
1722.' and 45 pp. 8vo. (10s. 6d. 1840) 

MATHER (Cotton). Pia Difideria. Or, The 
Smoaking Flax, raifed into a Sacred Flame ; In a 
Short and Plain Essay upon thofe Pious Defires, 
Which are the Introduction and Inchoation of all 
Vital Piety, Delivered unto a Religious Society of 
Young People; On the Lord's-Day-Evening, Aug. 
5. 1722. Boston : Printed by S. Kneeland for S. 
Gerriih, at his Shop in Comhill. 1722. Title and 
22 pp. 12mo. (10s. 6d. 1841 ) 

MATHER (Increase). The/ Mystery/ of/ Ifrael's 
Salvation,/ Explained and Applyed :[ Or,/ A Dis- 
course/ Concerning the General Converfion of 
the/ Israelitish Nation./ Wherein is Shewed./ 1. 
That the twelve Tribes fliall be faved./ 2. When 
this is to be expected./ 3. Why this muft be./ 4. 
What kind of Salvation the Tribes of Israel/ (hall 
partake of. (viz.) A Glorious, Wonder-/ful, Spi- 
ritual, Temporal Salvation./ Being the Subftance 
of feveral Ser-/mon8 Preached./ By Increase Ma- 
ther, Ml. A./ Teacher of a Churcti in Boftonin New- 
England./ London, Printed for John Allen in 
Wentworth-ftreet, near/ Bell-Lane, 1669. 23 pre/. 
leaves ; viz. Title reverse blank, ^ An Epistle to the 
Reader.' signed * John Davenporte.' 11 pp. * To the 
Reader.' signed * W. G.' 4 pp. *To the Reader.' 
ngned * W. H.' 14 pp. * The Authors Preface To 
The Reader.' signed *J. M.' 14 pp; Text 181 pp. 
* The Names of Writers,' etc. being * The Table.' 
5 pp. ' Places of Scripture opened,' etc. 4 pp. Calf 
extra by Bedford. SmaUQvo. (lL16s,6d. 1842) 
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MATHER (Increase). The/ First Principles/ of/ 
New-England,/ Concerning/ The Suhje6t of Bap- 
til'me/ &/ Communion of Churches./ Collected 
partly out of the Printed Books, but chiefly/ out 
of the Original Manufcripts of the Firfl and chiefe/ 
Fathers in the New-Englifli Churches ; With the 
Judg-/ment of Sundry Learned Divines of the 
Congregational/ Way in England, Concerning the 
faid Queftions./ Publiihed for the Benefit of thofe 
who are of the Riling Gene-/ration in New-Eng- 
land./ By Increase Mather, Teacher of a Church/ 
in Bofton in New-England/ Cambridge/ Printed 
by Samuel Green, 1675./ 4 prel, Uaves ; viz. Title 
in a narrow metal type border^ the reverse blanky ' To 
the Reader.* signed^ Increase Mather.' 6 pp ; Text 
40 pp. ' Postscript* signed * lohn AUin.* 1 page. 
' A Letter concermng the Subjeft of Baptifme,' etc. 
signed 'Jonathan Mitchel.' pp. 2-7. Calf extra by 
Bedford. 4to. (4/. 45. 1843) 

With the Autogrraph of White Keonetton the Title. 

MATHER (Increase). The/ Divine Right/ of/ 
Infant-Baptifme/ Afferted and Proved from/ Scrip- 
ture/ Ana/ Antiquity. By Increase Mather,/ 
Teacher of a Church of Chnft in Boilon in New- 
England./ BostoUy/ Printed by John Fofter, in the 
Year 1680./ 4 prel. leaves ; viz. Title the reverse 
blank; * Christian Reader.' 5 pp. Signed 'Urian 
Oakes.* Text 27 pp. Calf extra, gilt by Bedford. 
4to. (4/. 4s. 1844) 

MATHER (Increase). Returning unto God the 

rat concernment/ of a Covenant Peonle./ Or/ 
Sermon/ Preached to the fecond Church in 
Boston in/ New-England, March 17. 165§. when/ 
that Church did folemnly and explicitly/ Renew 
their Covenant with/ God, and one with another./ 
By Increase Mather Teacher of that Church./ 
Boston, Printed by John Fofter. 1680./ 3 prel. 
leaves; viz. Title, reverse blank; * To the fecond 
Church of Chrift in Boston in New-England.' 4 
pp. Text 21 pp. Fine copy in morocco by Bedford. 
4>to. {31. Ss. 1845) 

MATHER (Increase). Diatriba/ de signo/ Filii 
Hominis/ et de/ Secundo Messiaj Adventu ;/ Ubi 
de modo futurae Judaeorum Converfionis :/ Nee non 
de fignis Novilsimi diei, difleritur./ Authore/ Cres- 
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centio Mathero/ V.D.M. apud Boftonienfis in Novi 
Anglic. AmstelodamiyI Apud Mercy Browning 
Juxta Burfam. 1682./ 4 prei. Uaves and 98 pp. 
iruiex 5 pp. Corrigenda, 1 pa^e. Ca//' extro fey B«fl(- 
/ord. Svo. (1/. lis. 6d. 1846) 

MATHER (Increase). KOMHTOrPA*IA./ Or 
a/ Difcourfe Concerning/ Comets ;/ Wherein the 
Nature of Blazing Stars/ is Enquired into ;/ With 
an Hiftorical Account of all the Comets/ which 
have appeared from the Beginning of the/ World 
unto this prefent Year, m.dc.lxxxiii./ Expreffing/ 
The Place in the Heavens, where they were seen,/ 
Their Motion, Forms^ Duration; and the Re-/ 
markahle Events which have followed/ in the 
World, fo far as they have heen/ by Learned Men 
Obferved./ As alfo two Sermons,/ Occafioned by 
the late Blazing Stars./ By Increase Mather, 
Teacher of a Church/ at Boilon in New-England./ 
Boston In New-Eneland./ Printed by S. G. for 
S. S. And fold by J. Browning/ At the comer of 
the Prifon Lane next the Town-/Houfe. 1683./ 6 
preL leaves ; viz. Title. *■ To the Reader * 4 fj^, signed 
* John Sherman.' * To the Reader,' 3 pp, 'The 
Contents ' 2 pp. Text 143 pp. Errata 1 page. Hea- 
ven's/ Alarm/ to the/ World./ Or/ A Sermon, 
wherein is shewed,/ That Fearful/ Sights/ Ana 
Si^ns in Heaven, are the Presa-/ges of great Cala- 
mities at hand./ Preached at the Le6ture of Boilon 
in New- England ;/ January, 20. 1680./ By Mr. 
Increase Mather./ The Second Impression./ Boston 
in New-England,/ Printed for Samuel Sewall. 
And are to be fold by/ Jofeph Browning at the 
Comer of the Prifon-Lane/, Next the Town-Houfe. 
1682./ 4 pre/, leaves; viz. Title, ' To the Reader.* 
6 pp ; Text 38 pp. * The Latter/ Sign/ Difcourfed 
of,/ in a Sermon/ Preached at the Le6hire of Bof- 
ton in/ New- England:/ August, 31. 1682./ Where- 
in is (hewed, that the Voice of/ God in Signal Pro- 
vidences, efpecially/ when repeated and Iterated, 
ought to be/Hearkned unto/ By Increase Mather./ 
Title and 32 pp. small Svo. (2/. 2s. 1847) 

MATHER (Increase). The/ Mystery/ of/ Christ/ 
opened and applyed./ In several Sermons^ Con- 
cerning the/ JPerfon, Office, and Glory oi Jefus 
Chriii./ By Increase Mather,/ Teacher of a Church 
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at Boilon in N. England./ [Bostm] Printed in 
the year mdclxxxvi. Title 6 and 212 pp. The 
Contents 1 page. Books printed, etc. CkilJ extra by 
Bedford, t^mo. {11, lis. 6d, 1848) 

MATHER (Increase). De/ Succeffu Evangely/ 
Apud Indos/ in/ NovA-Anfflia/ Epistola./ Ad CI. 
Virum/ D. Johannem Leufdenmn,/ Linguae San6Ue 
in Ultra-/je6tinjl Academic Pro-/fefforem, Scripta./ 
A Crefcentio Mathero/ Apud Boftonienfes V.D.M. 
nee non/ Collegij Harrardini auod eft Canta-/ 
brigiae Nov-Anglorum, B.e€tore./ Londini, Typis 
J. G. 1688./ Title and 13 pp. Green morocco, 
12mo. (1/. 1». 1849) 

MATHER (Increase). De/ Succeffu Evangelii/ 
Apud/ Indojs/ occidentales,/ In Nov^-Angli^ ;/ 
Epistola./ Ad CI. Virum/ D. Johannem Leus- 
denum/ Linguae San6tae in Ultraje6tin& Acade-/ 
mi^ Profefforem, Scripta,/ A Crefcentio Mathero./ 
Apud Boftonienfes V. D. M. nee non Collegii/ 
Harvardini quod eft Cantabrigia Nov-An-/glorum, 
R^ctore./ Londini, Typis J. G. 1688,/ Jam recu- 
fua, & fuccefsu Evangelii apud In-/dos Orientales 
aucta./ UUrajecti, /Apud Wilhelmum Broedeleth,/ 
Anno 1699./ 16 pp, Svo, (12«. 6d, 1850.) 

MATHER (Increase). A Further/ Account/ of 
the/ Tryals/ of the/ New-Enrfand Witches./ With 
the Obfervations/ Of a Perfon who was upon the 
Place feveral/ Days when the fu(pe6led Witches 
were/ firft taken into Examination./ To which is 
added,/ Cafes of Confcience/ Concerning Witch- 
crafts and Evil Spirits Per-^fonating men./ Written 
at the Requeft of the Minifters of New- England./ 
By Increafe Mather, Prefident of Harvard Col- 
ledge./ Licenfed and Entred according to Order./ 
London : Printed for J. Dunton, at the Raven in 
the Poultrey/ 1693. Of whom may be had the 
Third Edition of Mr. Cotton/ Mather's Firft Ac- 
count of the Tryals of the New-England/ Witches, 
Printed on the fame iize with this Laft Account,/ 
that they may bind up together./ Title and 10 pp : 
" Cases of Conscience " etc. Title; and * Chriman 
Reader' 2 pp: Text 40 pp, ' Postscript' 4pp. half 
mor. 4to, (2J. &. 1851) 

MATHER (Ikcreabe). Angelographia,/ or/ A Dif- 
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oourfe/ Concerning the Nature and Power of the/ 
Holy Angels, and the Great Benefit/ which ^e 
True Fearers of God Receive/ by their Minifiry :/ 
Delivered in feveral/ Sermons:/ To which is added, 
A Sermon concerning the Sin and/ Mifery of the 
Fallen Angels:/ Alio a Difquifition concerning/ 
Angelical Apparitions./ By Increase Mather, Pre- 
iident of Harvard/ Colledge. in Cambridge, and 
Preacher of the/ Goi'pel at Bonon in New-England./ 
Boston in N. £. Pnnted by B. Green & J. Allen,/ 
for Samuel PhUlips at the Brick Shop. 1696./ 8 
prel, leaves; vis, TitUf * The Ep^le Dedicatory,' 
2 pp. * To the Reader,' If pp^ Text 132 w>. * A 
Dilquifition ' etc. 44 pp. Portrait cf Increase Mather, 
Calf extra by Bedford, SmaU 8vo. (2/. 2<. 1852) 

MATHER (Increase). Two Plain and Practical/ 
Discourfes/ Concerning/ I. Hardnefii of Heart./ 
Shewing,/ That fome, who live under the Gofpel,/ 
are by a Judicial Difpenfation, given/ up to that 
Judgment ; and the Signs/ thereof./ 11./ The Sin 
and Danger/ of/ Difobedience to the Gofpel./ By 
Increafe Mather, Prefident of Harvard-/College in 
Cambridge, and Preacher of/ the Gofpel at Bofton 
in New-England./ London, Printed for J. Ro- 
binfon, and are to/ be Sold by Samuel Phillips, 
Bookfeller in Bofton^ in New-England. 1699./ 
187 op. Boohs lately Printedy etc, 5 pp. Calf extra 
by Bedford. 12fno. (18<. 1853) 

MATHER (Increase). Meditations on the Glory 
of the Lord Jefus Chriil : Delivered in feveral Ser- 
mons. By Increafe Mather. Boston in New- 
England. Printed bv Bartholomew Green, for 
Benj. Eliot, at his Shop under the Weft-End of 
the Town-houfe, 1705. viU, and 162 pp. (wanting all 
after page 162), 16mo. {Ts, 6d. 1854) 

MATHER (Increase). The Doctrine of Singular 
Obedience, As the Duty and Property of the True 
Chriftian: Opened & Applied. In a Sermon, 
Preached by I. Mather, D,D. Boston in New- 
England, Printed & Sold by Timothy Green, at 
the North End of the Town, 1707. 29 pp ; Adver- 
tisementy 1 page. Vellum. 12mo. (11.1s. 1855) 
A preieoutlon copy " To Mr. Samuel Mather.*' 

MATHER (Increase). A Discourse Concerning 

2 MM 
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the Maiotenance, Due to thofe that Preach the 
Gofpel : In which The Question, Whether Tithes 
Are by the Divine Law, the Minifters Due? is 
considered: and the Negative Prov'd. By J. 
Mather, D.D. Bofton, N. E. Printed 1706, and 
Reprinted at London, 1709. S preL leaves ; and 32 
pp. SmaUQvo. {19s. 6d. 1856) 

MATHER (Increase). PradHcal Truths, Plainly 
Delivered. Wherein is Shewed, I. That true Be- 
lievers on Jefus Chrift, Ihall as certainly enjoy 
Everlastincc Life in Heaven, as if they were there 
ulready. II. That there is a blefled Marriage be- 
tween Jeius Chrift the Son of God, and the true 
Believer. III. That Men are Infinitely concerned, 
not only to hear the Voice of Chrift, but that they 
do it. To Day. IV, The Work of the Minifliy, 
defcribed, in an Ordination Sermon. By Increue 
Mather, D.D. Boston^ N. £. Printed by B. Green, 
for Daniel Henchman, and Sold at his Shop, 1718. 
S prel. leaves, and 134 pp. ( Wanting all after page 
134.) 16mo. (16«. 1857) 

MATHER (Increase). Memoirs of the Life Of 
the late Reverend Increafe Mather, D.D. Who ' 
died Auffuft 23, 1723. With a Preface by the 
Reverend Edmund Calamy, D.D. London : John 
Clark and Richard Hett, mdccxxv. 4 prel. leaves, 
and m pp. Qvo. (16s. 1858) 

MATHER (NathanaelV Twenty-Three Seled 
Sermons Preached at the Merchants-lecture, at 
Pinners-Hall, and in Lime-ftreet. Wherein several 
Cafes of C'onlcience, and Other Weighty Matters, 
are propounded, and handled. By the Judicious 
and Learned Mr. Nathanael Mather. London: 
N. Hiller, 1701. 4 prel. leaves, and 480 pp. calf, 
8w. {10s.6d. 1859) 

MATHER (Richard). A/ Modeft & Brotherly/ 
Answer/ To M*"* Charles Herle his Book,/ againii 
the Independencv of Churches./ Wherein his foure 
Arguments for the Govem-/ment of Synods over 
particular Congregati-/ons, are friendly Examined, 
and/ clearly Anfwered./ Together, with Chriftian 
and Loving Ani-/madverfions upon fundry other 
obfervable paffa-Zges in the faid booke./ All tend- 
ing to declare tne true ufe of Synods, and the/ 
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power of Congregationall Churches in the points 
of/ elettin^ and ordaining their owne Officers,/ 
and cenfanng their Offendors./ By Richard Ma- 
ther Teacher of the Church at Dorchefter ; And 
William Tompson Pallor of the Church at/ Brain- 
tree in New-England./ Sent from thence after 
the Aflembly of Elders were diffolved that/ laft met 
at Cambridg to debate matters about Church-go- 
vernment./ London^ Printed for Henry Overton 
in Popes-nead alley, 1644./ 2 preL leaves, and 58 
pp, 4to. (15s. 1860) 

MATHER (Richard). A/ Reply/ to/ Mr. Ruther- 
fiird,/ or,/ A defence of the Anfwer to Re-/verend 
Mr, Herles Booke againft the/ Independency of 
Churches./ Wherein fuch Obje6tions and/ An- 
fwers, as are returned to fundry paffages/ in the 
faid Anfwer by Mr. Samuel Rutherfurd,/ a godly 
and learned Brother of the Church of Scotland, in 
his Booke EntituledThe Due/ Right of Presbyters, 
are examined and removed, and the Anfwer juiti- 
fied/ and cleared./ By Richard Macher Teacher 
to/ the Church at Dorchefter in New/ England. 
1646./ LondmJ Printed for J. Rothwell, and H. 
Allen at the Sun/ and Fountaine in Pauls Church- 
yard, and/ the Crown in Popes-head Alley, 1647,/ 
4 prel. leaves, and 109 pp. 4to. (15$. 1861) 

MATHER (Samuel). Early Piety,/ exemplified/ 
in the/ Life and Death/ of Mr. Nathanael Mather,/ 
who/ Haying become at the Age of/ Nineteen, an 
Inftance of more/ than common/ Learning and 
Virtue,/ Changed Earth for Heaven, 06t. 17. 1688./ 
Whereto are added/ Some Difcourfes on the true 
Nat /the sfreat Reward, and the /Seafon of fuch/ 
A Walk With Go /as he left a Pattern of/ Lon- 
don,/ Printed by J. Aft wood for J. Dun [date cut 
off]l 5 prel. leaves, and 60 pp, ' Several Sermons/ 
Concerning,/ Walking/ with/ God,/ and that/ In 
the Dayes of Youth:/ Preached/ At Bofton in 
New-England./ By Cotton Mather, Paftor of a 
Church fliere./ London, Printed by J. Aftwood 
for J. Dunton, at the Black/ Raven in the Poultrey, 
over againft the Compter. 1689.7 ^^^^ ^^^ 86 pp. 
Old calf. Small 8vo. (15s. 1861*) 

MATHER (Samuel). The/ Figures/ ory Types/ 
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of the/ Old Teilameny by which/ Christ and the 
Heavenly Things of Xhej Gofpel were Preached 
and Shadowed to th^ People of God of Old./ Ex- 
plained and ImproY d in fundiy/ Sermons./ By 
Samuel Mather, fometime Pallor/ of a Church in 
Dublin./ The Second Edition, To which is annexed, 
(more than/ was in the former Edition) a Scheme 
and Table of the whole,/ whereby the Reader may 
readily turn to any Subject treated/ of in this Book./ 
Londoriy/ Printed for Nath. Hillier, at the Prince's 
Arms in Leaden-/hall-ilreet, over againft St. Mary 
AxQ, 1705./ 6 prel. leaves ; viz, Tttley and To the 
ReadeTf vii m. Signed ' Nathanael Mather.' Books 
6{c, 1 Tpage, Scheme 4 pp. Text 540 pp. Table 11 pp. 
Errata 1 page. Old calf. 4to. (11. 5s. 1862) 

MATHER (Samuel). An Apology For the Liber- 
ties of the Churches in New England : To which 
is prefix'd, A Difcourfe concerning Congregational 
Churches. By Samuel Mather, M.A. JPaAor of a 
Church in Bofton, New England. Boston : Printed 
by T. Fleet, for Daniel Henchman, over againft the 
Brick Meeting Uoufe in Comhill. 1738. 4 pi'el. 
leaves, ix pp. Errata 1 page, and text 116 pp. Old 
calf. Qvo. (128. 6d. 1863) 

MAUDUIT (Israel). A Short View of the History 
of the Colony of Massachusett's Bay, With Refpe« 
to their Origmal Charterand Constitution. London : 
J. Wilkie, 1769. TUle and 71 pp. half nun-occo. 
Svo. (7s. 6d. 1864) 

MAUDUIT (Israel). A Short View of the History 
of the Colony of Maffachufetts Bay, With Refpe^ 
to their Charters and Constiti^tion. By Israel Mau- 
duit. The Third Edition, To which is now added 
the Original Charter granted to that Province in 
the 4th of Charles I. and never before printed in 
England. London : J. Wilkie, mdcclxxiv. Title, 
and pp. 5-93. halfmor. Svo. (7s. 6d. 1865) 

MAUDUIT (Israel). A Short View of the History 
of the New England Colonies, With Refpe6t to 
their Charters and Constitution. By Israel Mau- 
duit. The Fourth Edition, To which is now added, 
An Account of a Conference between the late Mr. 
Grenville and the feveral Colony Agents, in the 
Year 1764, previous to the paffing the Stamp A6t. 
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- Alfo the Original Charter granted in the 4th of 
Charles I. and never before printed in England. 
London : J. Wilkie, mdcclxxti. Title,andpp, S-IOO. 
halfmor. Svo, (7s, 6d. 1866) 

MAW (Henry Lister). Journal of a Passage from 
the Pacific to the Atlantic, crossing the Andes in 
the Northern Provinces of Peru, and descending 
the River Maranon. or Amazon. Bv Henry Lister 
Maw, Lieut. R. N. London: John Murray, 
MDCCCxxix. XV and 486 pp. With Map, Unbound. 
8w. (5s, 6d. 1867) 

MAXIMILIANUS (Transylvanus). De Molvccis 
in/ fulis, itemq; alijs pluribus miradis^ quae/ nouif- 
fima Caftellanorum nauigatio Se-/renus. Impera- 
torisCaroli. V. aufpicio/ fufcepta, nuper inuenit : 
Maximiliani/ Tranlyluani ad Keuerendiiis. Car- 
dina-/lem Saltzburgenfem epiilola le6hi per-/quam 
iucunda./ IColophm^ Colonta in aedibus Eucnarij 
Ceruicomi. Anno uir-/g^ei partus, m. d. xxiii. 
menfe/ lanuario.*./ 15 unjolioed leaves; Signature 
A. in eightf B. in seven leaves. Red morocco extra 
by Bedford, Small Svo, (4l,14s.6d, 1868) 

MAYHEW (Experience). Grace Defended, in a 
Modeft Plea for an Important Truth; Namely, 
That the Offer of Salvation made to Sinners in the 
Gofoel, comprifes in it an Offer of the Grace jnven 
in Regeneration. And Shewing the Confiiliency 
of this Truth with the Free and Sovereign Grace 
of God, in the whole Work of Man's Salvation. 
In Which The Dodbine of Original Sin and Hu- 
mane Impotence, the Obje6t and Extent of Re- 
demption, the Nature of Regeneration, the Differ- 
ence between Common ana Special Grace, tiie 
Nature of jultifying Faith, ana other Important 
Points, are oonfidered and cleared. By Experience 
Mayhew. Boston : Printed by B. Ghreen, and Com- 
pany, for D. Henchman, in Comhil. 1744. Title^ 
viandiOdpp, Svo, (10s, 6d, 1869) 

MAYHEW (Jonathan). Seven Sermons Upon 
the following Subjects; viz. I. The Difference 
betwixt Truth and Falmood, Right and Wrong. 
II. The natural Abilities of Men for discerning 
thefe Differences. III. The Right and Duty of 
private Judgment. IV. Objeoions confidered. 
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V. The Love of God. VI. The Love of our Neigh- 
bour. VII. The firft and ^eat Commandment, 
&c. Preached at a Lecture in the Weft Meeting- 
Houfe in Boston, Begun the firft Thurfday in June, 
and ended the laft Thurfday in Augull, 1748. By 
Jonathan Mayhew, D.D. Paftor of the Weft 
Church in Bofton. Firft Printed at Boston in 
New-England. London Reprinted, John Noon, 
Mdcol. 3 preL leaves and text ISS pp. Unbound, 
8w. (4«. 6d. 1870) 

MAYH£W (Jonathan). A Discourse Occafioned 
by the Death of The Honourable Stephen Sewall, 
Efq ; Chief- Tustice of the Superiour Court of Ju- 
dicative, Court of Alfize, and General-Goal-De- 
livery; as alfo A Member of His Majesty's Council 
for the Province of the Massachusetts-Bay in New- 
England : Who departed this Life On Wednefday- 
Night, September 10. 1760. ^tatis 58. Delivered 
the Lord*s-Day after his Deceafe. By Jonathan 
Mayhew, D.D. Paftor of the Weft-Church in Bos- 
ton. Boston: Printed by Richard Draper, in 
Newbury-Street : Edes and Gill, in Queen-Street : 
And Thomas and John Fleet, in Cornhill. mdcclx. 
TitU,andpp.5'66.halfmm'.Q>vo. (5<. 6(2. 1871) 

MAYHEW (Jonathan). Observations on the 
Charter and Conduct of the Societv for the Propa- 
gation of the Gospel in Foreign Parts ; designed 
to shew Their N on-conformity to each o^er. With 
Remarks on the Mistakes of East Apthorp, M. A. 
Mifiionarv at Cambridge, in Quoting and Repre- 
fenting the Senfe of &a Charter, &c. As also 
Various incidental Refleftions relative to the 
Church of England, and the State of Religion in 
N orth- America, particularly in New-England. By 
Jonathan Mayhew. D.D. Paftor of the Weft- 
Church in Boston, To which is subjoined Apthorp's 
Considerations. Boston, in New-England, printed : 
liondon, reprinted for W. Nicoll, mdcclxiii. 164 
pp.halfmor, 8w. {5s, 6d, 1872) 

MAYHEW (Jonathan). An Answer to Dr. May- 
hew's Obfervations on the Charter and Conduct of 
the Society for the Propagation of the Gospel in 
Foreign Parts. London, John Rivington, m.dcc. 
Lxiv,68pp,halfmor, Svo, (4a, 6d, 1873) 
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MA YHEW (Jonathan). The Claims of the Church 
of England feriouslj examined : In a letter to the 
Author of an Answer to lyr. Mayhew'g obaerFa- 
tions on the Charter and Conduct of the Society 
for Propagating the Gofpel in Foreign Parts. By 
a Protestant Dissenter of Old England. Lojidon : 
W. NichoU, 1764. 28 pages. Half morocco, 
8tw. (4s. 6(£. 1874) 

MAYHEW (Jonathan). A Defence Of the Obser- 
vations on the Charter and Condu3; of the Society 
for the Propagation of the Gofpel in Foreij^ 
Parts, against An anonymous Pamphlet falfly in- 
titled, a Candid Examination Of Dr. Mayhew's 
ObCervations, &c. And also against The Letter to 
a Friend annexed thereto, faid to contain a short 
Vindication of faid Society. By one of its Members. 
By Jonathan Mayhew, D.D. Pallor of the West 
Cnurch in Bollon. Boston printed: London', re- 

. printed for W. NicoU, m.dcc.lxiv. 120 pp. half 
mor, 8vo. {59, 6d, 1875) 

MAYHEW (Jonathan). Remarks on an Anony- 
mous Tract, entitled An Answer to Dr. Mayhew's 
Observations On the Charter and Conduct of the 
Society for the Propagation of the Go^l in Foreign 
Parts. Being a Second Defence of the faid Obser- 
vations. By Jonathan Mayhew, D.D. Pallor of 
the West Church in Bollon. Boston : Printed and 
Sold by R. and S. Draper, in Newbury Street ; 
Edes and Gill, in Queen-Street; and T. & J. Fleet, 
in Cornhill. 1764. 86 jm. * Advertifement.* 1 page 
Signed *J. Mayhew.* Soliciting contributions in Eu- 
rope, for the loss of the Library of Harvard College by 
Fire, Half mor, 8i;o. (5s. 6d. 1876) 

MAYHEW (Jonathan ). Sermons to Young Men. 

In Two Volumes. By Jonathan Majrhew, D.D. 

London, T. Becket mdcclxvii. Two Volumes, 

Volume the First, xx and 275 pp. Volume the 
- Second. Title, iv and text 304 j^. Old calf. 

12mo. {Qs,6d. 1877) 

MAYNAS. Copia de dos Cartas Escritas de vn/ 
Milisionero, y ael Superior de las Mifsiones de los 
Maynas,/ en el Rio Maranon, jurifdiccion de la 
Real Audiencia de Qui-/to, avilando al Padre Vice- 
Provincial de la Compuiia de/ lesvs, del Nuevo 
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Reyno de Granada; el vno, el eftado del/ Pueblo 
en que afsiile ; j el otro, el que tiene parte de 
aquella/ gloriola Mi&ion, que avia yifitado el imo 
paflado de 1681./ Primera Carta./ 4 unfcUoed jfp, 
tolio. (lLlU,6d, 1878) 

MEAD ( Josefk). Aq Essay on Currents at Sea ; 
By which it appears, There is Reafon to appre- 
hend, that the Sea is not a Fluid in a State of Rest, 
except thofe Motions which are canfed by the Im- 
pulse of Winds, and that known h^ the Name of 
Tides : And consequently, That this Earth is not 
of a uniform Denfity, according to the Suppofition 
of Sir Isaac Newton ; but that the Currents of the 
Gulph of Florida, alfo on the Coaft of BrasiL and 
the Northern In-draught on this Weftem Coaft, 
are Currents of Circulation, kept up by different 
Denfities in this Earth, and its Motion round its 
Axis. By Joseph Mead. London : J. Marshall, 
>i,DCC2Lyii. Title having on the reverse * Errata.' 5 
ihuM, Text 48 pp. halfnurr. 8vo. {7s. 6d. 1879) 

MEAD (Matthew). The Almoft Chriftian Dis- 
covered or, the Falfe Profeflbr Tryed and Cast 
Being the Subftance of Seven Sermons, Firit 
Preached at Sepulchers, London. 1661 And now 
at the Importunity of Friends made Publick. The 



Fourteenth Edition. By Matthew Mead. Boston : 
Printed for Jofeph Edwards at the comer Shop on 
the North fide of the Town-Houfe, & Hopeftill 
Foiier in Comhill. 1730. 4 prel. leaves and 194 pp, 
limo. (t0s.6d. 1880) 

MEDINA (Antonio de). Sermon/ predicado en/ 
el Castillo de San Felipe/ del Puerto del Callao, a 
fu Dedicacion y beneai-/cion ; eilaudo defcubierto 
el Santifsimo Sacra-Zmento, y en prefencia de todo 
el/ Prefidio./ Por el P. F. Antonio de Medina del 
Orden/ de Predicadores, Letor de Teologia del 
Conuento del Cuzco, a onze/ de Mayo de 1625. 
anos./ IF A Don Fernando de Castro Cavallero/ del 
Abito de Santiago, j Teniente de Capitan General, 
por el/ Exoellentifsimo Senor Marques de Guadal- 
ca^ar./ Virrey deftos Reynos del Piru./ Con li- 
cencia./ Impreflb en Lima; por Geronymo de 
Contreras./ Ano de 1625./ ISfolioed leaves, half 
mor.4to. {10s. 6d. 1881) 
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MEDRANO ^Sebastian Fernandez de). Breve/ 
descripcion del/ Mundo/ o Guia Geographica/ de 
Medrano./ Lo mas principal de ella en Verfo., 
Dirigida/ A la Catholica Mageftad del Rey Nu- 
eftro Senor/ Don Carlos Segundo,/ Monarcha de 
las Efpanas./ Debajo/ De la protecion del Excel- 
entiifimo Senor/ Marques de Jodar./ En BnuteUu^/ 
En cafa de Lamberto Marchant,/ Mercader de Li- 
brofi/ M.DC.Lxxxviii./ 106 pp. Old calf, 
limo, (10s, 6d. 1882) 

MEMOIRES/ tovchant/ rEtabliasement/ d'vne/ 
Mission Chrestienne/ dans/ le Trcisieme Monde,/ 
Autrement appell^,/ La Terre Auftrale, Meridio- 
niXeJ Antartique, & Inconnae./ Dediez a Noftre 
S. Pere le Pape/ Alexandre VII./ Par vn Ecclefi- 
aftique Originaire de oette/ mefine Terre. [Juan 
Paulymerl/ A Paris,! Chez Clavde Cramoisj, rue 
Saint/ Viaor, proche la place Maubert,/ au Sacri- 
fice d'Abel./ M.Dc.Lxiii./ Avec privilege dv Roy./ 
18 pr«/. ^ecivef ami 216 pp. With copperplate map 
of the World. Old calf. Qvo. (11. lis. 6d. 1883) 

MEMOIRES des Commissaires du Roi et de ceux 
de sa Majesty Britannique, Sur les pofleffions & 
les droits refpe6tifs des deux Couronnes en Am6- 
rique; Avec les Adtes publics & Pieces iufUfica- 
tives. Contenant les M^moires fur I'Acame & fur 
rifle de Sainte-Lucie. A Paris, de Tlmprimerie 
Royale. m.dcclv. Four Volumes, Tome Premier. 
viii; Isxv; and 181 pp, ^ Premier Memoire' etc. 
61 pp, ' Memoire de Messieurs les Commissaires 
Anglois/ etc, cvii pp. * Second Memoire,* etc. 130 
pp. Map. Tome Second. xiH and 646 pp. Tome 
Iroisieme. xvi and 319 pp. Tome Quatrieme, 
M.DccLvu. 3 prel. leaves; xxvand 654e pp. Map, 
Fine copy. Calf extra. 4to. (3/. 13s. 6d. 1884) 

MEMOIRS of an Unfortunate Young Nobleman, 
Retum'd from a Thirteen Years Slavery in Ame- 
rica, Where he had been fent bv the Wicked Con- 
trivances of his Cruel Uncle. A Story founded on 
Truth, and addreis'd equally to the Head and 
Heart. London: J. Freeman, mdccxliii. Half- 
titU,titU,and3Trpp. Old calf. 12mo. (8«.6d. 1885) 

MEMOIRS of the Principal Tranfadtions of the Last 
War between tiie English and French in North 
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America. From the Commencement of it in 1744, 
to the Conclufion of the Treaty at Aiz la Chapelle. 
Containing in Particular An Account of the Im- 
portance of NovB Scotia or Acadie and liland of 
Cape Breton to both Nations. [By William Shir- 
ley.] Lotidan: R. and J. Dodsley, m.dcc.lvii. 
via and 102 jDp. halfmor, 8w. (78. 6d. 1886) 

MEMOIRS of the Principal Tranfaaions of the Last 
War between the Englifli and French in North- 
America. From the Commencement of it in 1744, 
to the Conclufion of the Treaty at Aix la Chapelle. 
Containing in Particular An Account of the Im- 
portance of Nova Scotia or Acadie2and the liland 
of Cape Breton to both Nations. The Third Edi- 
tion. London, Printed. Boston. New-England; 

- Re-printed and Sold by Green and Russell, at their 
Printing-office in Queen-ftreet. mdcclviii. iv and 
TPTp. 9-80. 8w. (7«. 6d. 1888) 

MEMORIAL/ (4»)/ de lo Svcedido en/ la ciudad 
de Mexico, defde el dia pri/mero de Nouiembre, 
de 1623. haf/ta quienze de Enero de/ 1624./ 28 
folioed leaves. Folio. (iLls. 1889) 

MEMORIAL (A) Relating to the Tobacco-Trade. 
Offer'd to The Confideration of the Planters of Vir- 
ginia and Maryland. Williamsburgh ; Printed by 
William Parks, m,dcc,xxxvii. 25 pp. Signed ' Da- 
niel Mac Kercher.' hulj mor. Svo. (10s. 6d. 1890) 

MEMORIALS (The) of the Englifli and French 
Commissaries concerning St. Lucia. Jjmdon; 
Printed in the Year mdccly. Title and 550 pp. 
Fine copy. Old calf. 4to. {ILU. 1891) 

MEMORIALS (The) of the Englifli and French 
Commissaries Concerning the Limits of Nova Sco- 
tia or Acadia. London: Printed in the Year 

. MDCCLV. 2 preL leaves, and 771 pp. Map. Fine 
copy. Old calf. 4to. (11. 10s. 1892) 

MENDOCA (Juan Goncales de). Historia/ de las 
Cosas/ mas Notables,/ Ritos y Costvmbres,/ Del 
gran Keyno dela China, fabidas afli por los libros/ 
delos meimos Chinas, como por relacion de Reli- 
- gio-/ros y otras perfonas que an eftado en el dicho 
Heyno./ Hecha y ordenada por el mvy R. P. 
Maestro Fr. loan Gon^ez de Mendo9a dela Orden 
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. de S. Augailin. y peiiiten-/ciatio Appoilolico a quien 
la Mageuad Cauolica embio con fu real/ carta 7 
otras cofas para el Rey de aquel Reyno el aiio. 
1580./ Al lUvstrissimo S. Fernando/ de Vega y 
Fonfeca del confejo de fu Ma^liad y i'u/ prefidente 
en el Real delas Indias./ Con vn Itinerario del 
nueuo MundoJ Con Priuilegio y Licencia de I'u 
Sandiidad./ £n RomOf a coda de Bartholome 
Graifi. 1585/ en la Stampa de Vinoentio Accolti./ 
16 prel. Uavet, the 16th blank ; and 440 pp. VeUum, 
8w. (15*. 1893) 

MENDOCA (Juan Gon9ales de). Dell' Historia/ 
della China,/ Defcritta nella lingua Spagnuola, dal 
P. Maeftro/ Giouanni Gonzalez di Mendozza,/ 
dell' Ord. di S. Agoftino./ £t tradotta nell* Italiana, 
dal Magn. M. Francelco/ Auanzo, cittadino ori- 
ginario di Venetia./ Pam dve,/ Diuife in tre libri, 
QC in tre viagg^, fatti in quei paefi,/ da i Padri Ago- 
itiniani & Francifcani^ Done ii defcriue il fito, & 
lo (lato di que] gran Regno,/ & fi tratta della reli< 
gione, de i coftumi, & ddla/ difpofition de fuoi po- 
poli, & d'altri luochi/ piu conofciuti del mondo 
nuouo./ Con due Tauole, Tyna de' Capitoli, & Tal- 
tra delle cofe notabili./ In Venetia, mdlxxxvi./ 
AppreiTo Andrea Mufchio./ 16 prel. leaves, the 
16th blank, and 46Zpp; 1 bUmk leaf, and < Tavola/ 
etc. 4/0 pp. Vellum. Qvo. (15s. 1894) 

MENDOCA (Juan Gon9ale8 de). L'Historia/ del 
gran Regno/ della China,/ Compofta primier 
amente in ifpaenuolo da/ maeftro Giouanni Gon- 
zalez di Men-/dozza, monaco dell' ordine di/ S. 
Agoilino :/ £t noi fatta vulgare da Francefco Au- 
anzi/ cittadino Vinetiano./ Stampata la terza volta, 
& molto piu dell' al-/tre emendata./ Con due 
tauole Tuna d6 Capitoli, & I'altra delle/ cofe piii 
notabili./ In Vinegia. 1587./ Per Anarea Muf- 
chio./ 508 pp. *Loftampatore,'rt<?. 1 iwg«; *Ta- 
vola, etc. 77 pp. * Errori etc. 1 page. Old calf. 
Vtmo. (15*. 1895) 

MENDOCA (Juan Gon5ale8 de). Histoire/ dv 
Grand/ Royavme de la/Chine, 8ity6 avx/ Indes 
orientales, diuifee/ en deux parties./ Contenant en 
la Premiere, la iituation, antiquity, fertility,/ reli- 
gion, ceremonies, facrifices, rois magiftrats, mceurs,/ 
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YB, loiz, & aatres chofes memorables dudit roj- 
aume./ £t en la Seconde, trois voyages faits vers 
icela^r en Tan/ 1577, 1579 & 1581. auec les fin- 
gularitez plus reinarqua-/bles j veiies & entendiies : 
enfemble yn Itinerarie/ du nouueau monde, & le 
defcouurement du/ nouueau Mezique en Tan 1583./ 
Faite en efpagnol par R. P. Ivan Gon9ales de 
Men-/docey de Tordre de S. Auguflin : &c mife en 
Franfois auec/ des additions en marge, & deux In- 
dices./ Par Lvc de la Porte, Parifien,/ do6teur ia 
droits./ A/ Monseignevr le Chanoelier./ A Parisy 
Chez leremie Perier, rue S. lean de/ Beuuais, au 
franc Meurier./ 1589./ Avec priviJege dr Roy./ 
12 prel, leaves, and StSfolioed leaves; ' Indioe oes 
choses Notables,' etc, 48 pp. *• Tautes,'etc. 1 page. 
Old calf. 8vo. {Ills, 1896) 

MENDOZA (DiEoo de). Chronica/ de la Provin- 
cia de S. Antonio/ de los Charcas/ delorden de Nr6. 
Seraphioo P./ S. Francisco/ £n lalndias Ocdden- 
tales Reyno del Peru/ Escrita/ por el R. P. Pre- 
dicador F. Diego de Mendoza/ Chronica y Padre 
de la mesma Prouincia./ Dedicala/ Al Ill°». Yr°». 
S. D. F. Gabriel/ de Guillestegui del Confejo de 
fu MagVyObifpo del Paraguay./ P'aVillattanca 
fculptor Kegius, fculpfit Matritiy 1664./ Engraved 
Htley 14 jtreL leaves^ and 601 pp. *• Protesta de el 
Autor.' 1 vage ; ' Indice de los Capitvlos,' etc, 6 pp, 
VeUum, Folio, (21,^8. 1897) 

MERCATOR (Gerardus). Gerardi Mercatoris/ 
Atlas/ sive/ Cosmographicae/ Meditationes/ de/ &- 
brici Mundi et/ fabricati Figvra./ lam tandem ad 
finemperdu6his, quamplurimus leneis tas/bulis His- 
paniffi, Africse^ Afiae & Americas au^us ac/ illuftra- 
tus a ludoco Hondio. Quibus etiam additae (praeter 
Mercatoris) dilucidae & accuratae omnium tabus/ 
larum defcriptiones novae, Audio etoperaPet. Mon- 
tani./ Excufum in aedibus ludoci Hondij Amtte- 
rodami, 1606. 10 prel. leaves, and 554 pp. Index 
etc, 18 leaves. Maps with the text. Fine copy. Old 
calf. Large FoUo, (ll,lls,6d, 1898) 

MERCATOR (Gerardus). Atlas/ Minor/ Gerardi 
Mercatoris/ a I. Hondio plurimis aeneis tabulis/ 
audlus atque illuftratus./ Amsterodamij Excusum 
in aedibus ludoci Hondij./ veneunt etiam apud 
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Cornelili Nicolai./ item apud loannem lanfonifi 
Arnhemi./ [CoUrphon] Dordrechti/ Excudebat Adri- 
anus Bottius/ Anno cio i3 ex./ 4 preL leavesy and 
684 pp. VeUum. Oblong 4to. (15s. 1899) 

MERCATOR (Gerardus). [Engraved *ifte] Histo- 
ria Ivx aevi/ Ueographia Mvndi./ Historia Mvndi/ 
or Mercators Atlas. Containing his Cosmographi- 
call Descriptions/ of the Fabricke and Figure or the 
world./ Latelij rectified in diners places, as alfo 
beutified/ and enlarged with new Mapps and 
Tables/ b^ the Studious industrie of lodocvs Hon- 
djl Englished by W. S. Generosus &c Regin: Oxo- 
niae./ London/ Printed for/ Michaell/ Sparke, and 
are to be fowM in/ greene Arbowre/ 1637/ Second 
Edytion/ [Printed title] Historia Mvndi':/ Or/ Mer- 
cator's/ Atlas./ Containing his Cosmographicall/ 
Defcription of the Fabricke and/ Figure of the 
Worla./ Lately rectified in dirers places, as alfo 
beautified/ and enlarged with new Mappes and 
Tables ;/ By the Studious induftry,/ Of/ Ivdocvs 
Hondy./ EngUshed/ By/ W. S./ Generofus, & 
Coll. Regin. Oxonise./ London/ Printed by T. 
Cotes, for Michael Sparke and/ Samuel Cartwnght. 
1635./ 12 preL leaves; 56 pp; The Preface upon 
Atlas 2 pp, and 930 pp. TabUsetcS^pp. Old calf. 
Folio. ill. Is. 1900) 

MESSAGES (Three) from the President of the 
United States, to the Congress, in November 1811, 
Together with Documents accompanying the same. 
Washington; Printed 1811: London: Reprinted 
forJ.Hatchard,1812. 260pp. 8vo.{4s.6d. 1901) 

MEXICO. Album Mejicano Tributo de gratitud al 
Civismo nacional Retratos de los Personages ilus 
tres de la primera y segunda 6poca de la Indepen- 
dencia Mejicana y notabilidades de la pr^sente. 
M^jico C. L. Prudhomme Editor 2* Calle de los 
Plateros No. 12. 1843. Titky Advertencia^ and n 
plates, each with 4 portraits. 4ito. (lOs. 6d, 1902) 

M'FINGAL: A Modem Epic Poem. in Four Cantos. 
By John Trumbull. The Fifth Edition, With Ex- 
planatory Notes. London : J. S. Jordan, m,dccxcii. 
XV and 142 pp. Svo. (Js. 6d. 1903) 

MICHAUX (F. A.). Travels to the Westward of 
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the Allegany Moantains, in the States of the Ofaioy 
Kentucky, and Tennessee, and retarn to Charles- 
town, through the Upper Carolinas; containing 
details on the present State of Agriculture and the 
Natural Productions of these Countries ; as well as 
information relative to the commercial connections 
of these States with those situated to the Eastward 
of the Mountains' and with Lower Louisiana. Un- 
dertaken in the year X, 1833, under the auspices of 
His Excellency M. Chaptal, Minister of the Inte- 
rior. With a very correct Map of the States in the 
Centre, West and South of the United States. By 
F. A. Michaux, M.D. Member of the Society of 
Natural History of Paris, and Correspondent of the 
Society of A^culture of the Department of the 
Seine and Oise. Faithfully Translated from the 
Original French, by B. Lambert. London: J. 
Mawman, 1805. xvi and 350 pp. Map^ hoards, 
8vo. (7s. 6d, 1904) 

MICHAUX (F. A.). Travels to the West of the 
Alleghany Mountains, in the States of Ohio, Ken- 
tucky, and Tennessea, and back to Charleston, by 
the Upper Carolines; comprising The most inte- 
resting Details on the present State of Agriculture, 
and the Natural produce of those Countries : To- 
gether with Particulars relative to the Commerce 
that exists between the above-mentioned States, and 
those situated East of the Mountains and Low 
Louisiana, Undertaken, in the Year 1802, under the 
auspices of His Excellancy M. Chaptal, Minister 
of tne Interior, By F. A. Michaux, Member of the 
Society of Natural History at Paris ; Correspond- 
ent of the Agricultural Society in the Department 
of the Seine and Oise. Second Edition. London : 
B. Crosby & Co. 1805. xiiandf94fpp. Calf, 
8m {7s. 6d, 1905) 

MIDDLETON (Christopher). A Vindication of 
the Conduct of Captain Chriftopher Middleton, in 
a Late Voyage on Board His Majeily's Ship the 
Furnace, tor Difcovering a North -weft Paflage to 
the Weftern American Ocean. In Answer To cer- 
tain Objections and Afperfions of Arthur Dobbs, 
Efa ; with an Appendix : Containing The Captain's 
Inltru6tions; Councils held; Reports of the Infe- 
rior Officers ; Letters between Mr. Dobbs, Capt. 
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Middleton, &c. Affidavita and other Vouchers re- 
fer 'd to in the Captain's Anfwers, &c. With as 
much of the Log-Journal as relates to the Disco- 
very. The Whole as lately delivered to the Lords 
Commiffioners of the Admiralty. To which is an- 
nexed, An Account of the Extraordinary Degrees 
and Surprizing £ffe6ts of Cold in Hudion's-fiay, 
North America, read before the Royal Society. By 
Christopher Middleton, Late Commander of the 
Furnace, and F.R.S. London: Jacob Robinfon, 
1743. 2 prel. leaves, and 206 pp, ^ Several Abbre- 
viations/ etc, 1 page. Log-Journal 48 pp. Old calj, 
Svo. (78. 6d. 1906) 

MIDDLETON (Christopher). A Vindication of 
the Conduct of Captain Chriflopher Middleton, in 
a Late Voyage on Board His Majesty's Ship the 
Furnace. For DiCcovering a North- Weft Palfage to 
the Weftern American Ocean. In Answer To cer- 
tain Objections and Afperfions of Arthur Dobbs, 
Efq ; with an Appendix : Containing The Captain's 
Inuru6tions; Councils held; Reports of the Infe- 
rior Officers , Letters between Mr. Dobbs, Capt. 
Middleton, &c. Affidavits and other Vouchers re- 
fer'd to in the Captain's Anlwers, &c. With as 
much of the Log-Journal as relates to the Disco- 
very. The Whole as lately deliver 'd to the Lords 
Commiffioners of the Admiralty. To which is An- 
nex'd, An Account of the Extraordinary Degrees 
and Surprizing Effects of Cold in Hudfon's-Bav, 
North- America, read before the Royal Society. Bj 
Christopher Middleton, Late Commander of the 
Furnace, and F.R.S. Dublin : J. Jackson, m,dcc, 
xuv. 168and4Spp.halfmor. Qvo. (7s.6d. 1907) 

MIDDLETON (Christopher). A Reply to the Re- 
marks of Arthur Dobbs, Efq ; on Capt. Middle- 
ton's Vindication of his Conduct on board his Ma- 
jesty's Ship the Furnace, when Sent in Search of 
a North-weft Pass^e, by Hudson's-Bay, to the 
Weftern American Ocean. Humbly Inlbribed to 
the Bi^ht Honorable the Lords Commissioners for 
executing the Office of Lord High Admiral of 
Great-Britain and Ireland, &c. By Christopher 
Middleton, Efq; London: George Brett, Moccxliv. 
X and 192 pp. * Appendix' 94 pp. Errata and In- 
dex, Bpp, 8w. (78.6d. 1908) 
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MIDDLETON (Christopher). Forgery Detected. 
B J which is evinced how groundless are All the Ca- 
lumnies caft upon the Editor, in a Pamphlet pub- 
lilhed under the Name of Arthur Dobbs, Esq ; By 
Capt. Christopher Middleton, late Commanaer of 
his Majeily's Ship, Furnace, when fent upon the 
Search of a North-Weft Paflage to the Weftem 
American Ocean. London: M. Cooper, M.dcc.xlv. 
Titky V and 35 pp. half mm-, 8w. (10*. 6d. 1909) 

MILIUS (Abraham). De Origine/ Animalium,/ et 
Mimtione/ Populorum,/ Scriptum Abrahami Mi- 
lii./ Ubi inquintur, quomodo quaque via Homines 
c»tera-/que Animalia Terreftna provenerint; & 
poil De-/luvium in omnes Orbis terrarum partes & 
regiones:/ Afiam, Europam, Africam, utramque 
Americam,/ & Terram Auftralem, fire Magellani- 
cam pervene-/rint./ Genev€R :/ Apud Petrum Colu- 
mesium. m.dclxvii./ 68 pp. Calf extra by Bed- 
ford, limo. (15*. 1910) 

MILLS (Henry James). Mills's Trinidad Almanac 
and Pocket Redster for the Year of our Lord 1840, 

• Being Bissextile or Leap Year. Calculated to the 
Meridian of Port of Spam. Port of Spain is situ- 
ated in Latitude 10 deg. 39 m. N. Longitude 61 
deg, 34 m. W. Part of Spain, Henry James Mills, 
[1840] 62 pp. With Plan. < Trinidad imports etc. 
18S9.yolded sheet at page 60. 12mo. (2«.6rf. 1911) 

MILLS (Samuel J.) Report of a Missionary Tour 
through that part of the United States which lies 
West of the Allegany Mountains ; performed under 
the direction of the Massachusetts Missionary So- 
ciety. By Samuel J. Mills and Daniel Smith. 
Andover: Flagg and Gould. 1815. 64 pp. Uncut, 
Qvo. (28.6d. 1912) 

MILTON (Charles William). Narrative of the 
Gracious dealings of God in the Conversion of W. 
Mooney Fitzgerald and John Clark, two malefac- 
tors, W ho were Executed on Friday, Dec. 18, 1789, 
At St. John's New Brunfwick, Nova Scotia, for 
Burglary ; in a Letter from The Reverend Mr. Mil- 
ton to the Right Honourable the Countess Dowager 
of Huntingdon. London : Printed in the year 1790. 
22 pp. 12mo. {4s. 6d. 1913) 
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MINISTERIAL (A) Catechiae, Suitable to be 
LearDed by all Modem Provincial Governors, 

PenfionerSy Placemen, &c. Dedicated toT-- 

H , Efq. Boston : Printed and Sold by 

Isaiah Thomas, near the Mill-Bridge, mdcclxxi. 
8 pp. halfmor. Qvo, {tOs, 6d, 1914) 

MINOT (George Richards^ The History of the 
Insurrections, in Massachusetts, In the Year 
HoccLxxxvi, and the Rebellion consequent there- 
on. By George Richards Minot, A.M. Printed 
at Worcester, Massachusetts, by Isaiah Thomas. 
MDCCLXxxviii. 192 pp. 8w. (7«. fid. 1915) 

MISS A Gothica seu Mozarabica, et Officium itidem 
Gothicum dilii^enter ac dilucide explanata ad Usum 
Percelebris Moz^rabum Sacelli Toleti iMunificen- 
tissimo Cardinali Ximenio erecti ; et in Obsequium 
Ill°>i. Perinde ac Venerab. D. Decani et Csmituli 
Sanctae EcclesiaeToletanae, Hisi>aniarum et India- 
rum Prim&tis. An^eUrpoli: Typis Seminarii Pala- 
foxiani Anno Dommi m.dcc.lxx. 4 preL leaves; 
137 and 198 pp, 2 Copperplates. Old red morocco. 
Folio, {Sl.l3s,6d, 1916) 

MITCHIL (Jonathan). A/ Discourse/ of the/ 
Glory/ To which God hath called/ Believers/ By 
Jesus Christ./ Delivered in fome Sermons out/ of 
the I Pet. 5 Ch»>. 10 Ver./ Together with an an- 
nexed Letter./ Both, by that Eminent and Worthy 
Mi/nifter of the Gofpel, Mr. Jonathan/ Mitchil, 
late Pailor to the Church/ at Cambridge in New- 
England. London: Printed for Nathaniel Ponder 
at Uie/ Peacock in the Poultry, Anno Dom. 1677./ 
8 prel, leaves; viz. Title, 'To the Reader.' 11 pp, 
Mgn^d * John Collins.* Text 263 pp. * A Letter,' 
etc, 20 pp. Small Bvo. (15*. 1917) 

MOCQUET (Jan). Wunderbare/ Jedoch/ Griind- 
licbsund warhaffte Gefchichte/ und/ Reife Begeb- 
nifle/ In Africa, Afia, O&^und/ Westslndien/ von/ 
Jan Mocquet aus Frankreich,/ Ihrer Kbniglichen 
Majeftat Heinrichs des Groflen oder IV./ und Lud- 
wiffs des XIII. dafelbft gewefnen eebeimen Hofs 
und Cammers/Apotheckers, wie aucn wolbefiellten 
Verwefers, derer dafelbft befindlichen fremsden,/ 
auslandifchen, und in unfem Landen unbekannten 
Friichten, Gewachfen, Krautem/ und Blumen, in 
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dero Koniglichen RefidenssStadt zu Paris,/ in der 
Tuillerie./ Nebft eigent^licher Befchreibong derer 
Stadte, Konigreiche, Infeln und/ PrbTinzen, wie 
felbige itziger Zeit annocb sa befinden, und Erzu 
Terfcbiednen/malenmit langwirigen Soreen^ Miihe 
nnd BeCchwemiflen zu Wajler und Lande, in Hitz 
und/ Frofty Hunger und Durft, Armuth und Man:; 
gel, nach unzehlich erdultetem Elend und/ Unge- 
macb, in bocbfter Lebenss^Gefahr, Krankheit und 
Gefangniflen, aucb endlich erlittnen/ Schiffbrucb, 
ganzer zwanzig Jahr, durcb Gottes Gnade, durcb- 
zureifen/ iiber ficb genommen, ausgeftanden und 
geendiget./ Allen Liebbabem yerwunsderfamer 
Isegebniilen and ReifesGefcbichten/ zu angeneb- 
mer Ergotzlicbkeit in unterfcbiednen Biicbem aus 
dem Franzbficben/ in Hochteutlcbe Sprache iiber- 
fetzet undentdecket/ durcb/ Jobann Georg Scboe- 
ben. Luaeburgff [1688.1 In Verlegune Jobann 
Georg Lippers./ SO prtLleaves ; Engraved Frontit' 
piece ; and Text 632 pp. Copperplates numbered 1 to 
XfandplanofneTVLaAiemJ 4to. (ILlt, 1918) 

MODEST (A) Proof of tbe Order and Government 
Settled by Cbrift and bis Apoities in tbe Cburcb. 
By Sbewing I. Wbat Sacred Offices were inftituted 
bytbem. II. How tbofe Offices were Diilinguilbed. 
III. Tbat tbey were to be Perpetual Standing in 
tbe Cburcb. And, IV. Wbo Succeed intbem, and 
rig^btly Execute tbem to tbis Day. Boston : Re- 
prmted hj Tbo. Fleet, and are to be Sold by Ben- 
jamin Eliot in Bofton, Daniel Aurault in Newport, 
Gabriel Bernon in Providence, Mr. Gallop in Brif- 
tol, Mr. Jean in Stratford, and in moft otber Towns 
witbin tbe Colonies of Connecticut and Rbode- 
liland. 1723. Title, vpp. and text6Spp, Unbound. 
16mo. (ills, 1919) 

MOLINA (Alonso de). Vocabvlario/ en lengya 
Castellana y Mexicana, [y Mexicana y Castellana] 
com-/puefto por el muy Reuerendo Padre Fray 
Alonilo de Molina, dela/Ordendelbienauenturado 
nueiiro Padre fant Francifco./ Dirigido al mvy 
Excelente Senor^ Don Martin Enriquez, Viforrey 
deftanueua Efpana./ En MexicoJ En Cafa de An- 
tonio de Spinola./ 1571./ [Colophon'], % Soli Deo 
bonor et Gloria./ % Aqvi nazen fin los dos voca- 
bylarios, en lengya Caste/ Uana y nabual o Mexi- 
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eana que hiso j recopilo el muj Reuerendo padre, 
fray Alonfo de Mo-/Iina : de la ordea de fenorfan 
Francifco. Imprimieronfe enla muy infi^ne y gran 
ciadad/ de Mexico : en cafa de Antonio oe Spinofa. 
enel Ano de nueftra redepcion. de. 1571./ IF Ni- 
cantzon qvi ga yn ontetl vocabvlario Sj'/pan Caf- 
tillan tlatoUi yuan nauatlatolli, y oquimotlalili cen- 
ca mauiztililoni^ to/ tatzin fray Alonfo de Molina, 
teupixqui Sant Francifco. Omicuilo/ nican ypan 
vey altepetl ciudad Mexico : ;^cha/ Antonio de spi- 
nofo. Ypan xiuitl./ 1571. Anoe./ Two Parts, Part 
I. 4 pre/, leaves; viz. TitUy on the reverse, ' Licen- 
cias.' * Epistola Nvncvpatoria.* 2 pp; * Y Prologo 
al Le6br.' 2 pp; * Avisos.' 2 pp ; Text lUfoliaed 
leaves, ' Dirif atrr Oratiomea/ etc. with woodcutfigure 
1 page, on the reverse woodcut device. Part II. Title, 
with woodcut of Saint Francis; on the reverse, * f Pro- 
logo al Le6tor/ and ' Avisos.' 2pp; Text IGifoHoed 
leaves ; the last leaf containing the colophon as above^ 
and on the reverse a large wowlcut device. Old calf. 
Folio. (21/, 1920) 

MOLINA (Juan Ignatius). Essai sur THistoire 
Naturelle du ChUi, Par M. TAbb^ Molina; Tra- 
duit de ritalien, & enrichi de notes, Par M. Gru< 
vel, D. M. A Paris, N6e de la Rochelle, m.dcc. 
Lxxxix. xvi pp. and text 352 pp. Old calf, gilt back, 
8w. (7s. 6d. 1921) 

MOLINA (Juan Ignatius). The Geographical Na- 
tural, and Civil History of Chili. Translated from 
the original Italian of the Abbe Don J. Ignatius 
Molina. To which are added. Notes from the 
Spanish and French Versions^ and two Appendixes, 
by the English Editor ; the first, an Account of the 
Archipelago of Chiloe, from the Descripcion His- 
torial of P. F. Pedro Gonzalez de As^eros ; the 
second, an Account of the Native Tribes who in- 
habit the Southern extremity of South America, 
extracted chiefly from Falkner's description of Pa- 
tagonia. In Two Volumes. Longman, 1809. Two 
Volumes. Vol. I. xx and 321 pp. Map. Vol. II. 
xiiandSQopp. Qvo. (Ss.6d, 1922) 

MONARDES (Nicolo). Primera y/ Segvnda y 
Tercera/ Partes de la Historia/ Medicimu de las 
Qooasj que fe traen de nueftras Indias Ocoi-/dentales 
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' qae firuen en/ Medicina./ Tratado de la Piedra/ 
Bezaar, 7 dela yerua Efcuerconera./ Dialogo de 
las Gran-/deza8 del Hierro. 7 de fus yirtudes/ Me- 
dicinales/ Tratado de la Nieve 7 del beuer frio./ 
Hechos por el "Do-j&OT Monardes Medico/ de Se- 
uilla./ V an en esta impression/ la Tercera parte 
7 el Dialogo del Hierro nueua-/mente hechos, que 
no han iido imprefTos/ hafta agora. Do a7 coias 
grandes/ 7 dignas de faber./ H Con licencia 7 Pre- 
uilegio de fa Alageftad./ En SevUla/ En cafa de 
Alonfo Efcriuano./ 1574./_ 6 prel, leaves ; viz, Titls 
reverse blank; - . . 

10 hecho,' e 
III. Pont, i 
Medicus Hifpalenfis. S.P.D.' Spp; TextSOGfo- 
lioed leaves ; Woodeut and Colophon on the reverse of 
folio 206, ' In Lavdem Dotiffimi Nicolai Monardis 
Medici Hiipalensis.' 1 page, 'Erratas.' 1 page. 
VeUum. 4to. (91. 2s. 1925) 

MONARDES (NicoLo). f Io7fyll/ Newes ovtof/ 
the newe founde worlde, wherein is/ declared the 
rare and lingular vertues of dinerfe/ and fundrie 
Hearbes, Trees, 07les, Plantes, and Stones, with 
their aplications, af well for Pniiicke as Chirurge- 
rie, the (aied be/yng well applied br7ngeth fuche 
prefent remedie for/ all defeafes, as maie feme alto- 
gether incredible:/ notwithftand7n7 b7 practize 
founde out./ to bee true : Alfo the portrature of the 
fiiied Hearbes, ver7 Kpts/lj difcribed : Engli^/fhed 
b7 Jhon/ Framps/ton/ Marchaunt./ f Imprinted 
at London in/ Poules Churche-7arde, b7/ Will7ani 
Norton./ Anno Domini^ 1577./ 3 preL leaves; 
viz. Titie^everte blanky * if To the right worlhipfull 
Maifter/Edvyarde Dier Efauire, Jhon Framp-/ton 
wifheth muche healthe, witn pro(pe-/rous and per- 
fite felicitie./ Spp, in Italics. Text in 109 fotioed 
leaves ; < The Table of the/ thinges that thele three 
Bookes/ doe containe./* 2 pp. Black Letter. First 
Edition. 4to, {Sl.l3s.6d. 1924) 

MONARDES (Nicolo). Delle cose,/chevengono/ 

Sortate dall' Indie/ Occidentali pertinenti all vfo/ 
ella Medicina./ Raccolte, & trattate dal Dottor 
Nicolo/ Monardes, Medico in Siuiglia,/ Parte Pri- 
ma./ Nouamente recata dalla Spagnolanella nos- 
tra/ lingua IfcaliaoB./ Done ancho trattade Veneni, 
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& della lor cura./ Aggiuntiui doi Indici ; vno de' 
Cap! principali ; I'altro delle cofe jpiu ri-/leuaiiti, 
che fi ritrouano in tutta Topera./ Con privilegio./ 
In Venetia, Appreflb Giordan Ziletti. 1582./ 8 
Tprel, leaves ; vis. Title the reverse blanky ' Al Claris- 
simo mio Siff. oflservand. II Sig. Andrea Conta- 
rini, fa del Clarifs. M. Dionigi. 6 pp. ' Giordan 
Ziletti a' Lettori.' 3 pp. ths reverse blank; 'Capi 
del pnmo Ubro.' 1 page ; and one blank leaf. Text 
249 pp. ' Tavola.' 13 op. < Dre Libri/ dfell' His- 
toria/de i Semplici, Aromati,/et altre cose; che 
Tenegono/ portate dall' Indie Orientali pertinenti/ 
all' yfo dell Medicina./ Di. Don Garzia dall' Hor- 
to,/ Medico Portugheie ; con alcone breoi Anno- 
tationi/ di Carlo Clvoio./ £t dve Altri Libri/ Pari- 
mente di quelle cbe fi portano daU' Indie Ocdden- 
tati,/ Di Nicolo Monardes, Medico di Siuiglia./ 
Hora tutti tradotti dalle loro ling^e neUa noftra Ita- 
liana da M./ Annibale Brigantij Marrucino da Cia- 
ita di Chietiy Dottore & Medico ezcellentiffimo./ 
Con Privilegio./ In Venetia, Appreflb Francefco 
Ziletti. 1582./ 12 jn-el. leaves; vis. Title the reverse 
blanky < All' lllvstnas. Signore il Sinior Don Fer- 
rante de Alarcon, e di Mendoza^ Marchefe della 
Valle.' 9pp. the reverse blank; *TaFola' 12 pp; 
Text M7 pp. Vellum. 8vo. (ll.lU.6d. 1925) 

MONARDES (^NicoloV lovfvU Newes/ Out of 
the Newr-founa/ VVorlde./ Wherein are declared, 
the rare and/ finguler vertues of diners Herbs, 
TreeSj/ Planted, Oyles & Stones, with their ap-y 
plications, af well to the yfe of Phificke, as ox} 
Chirurgerj: which being well appljed, bring/ 
fuch prefent remedie for aU difeafes, as may/ feeme 
altogether incredible : notwith-/ftanding by prac- 
tice found out/ to be true./ Alio the portrature of 
the faid Hearbs,/ verie aptly defcribed :/ Engliihed 
by John Frampton Marchant/ Newly corrected 
as by conference with/ the olde copies may appeare. 
Whers/vnto are added three other bookes/ treating 
of the Bezaar Hone, the herb/ Efcuerconera, the 
properties of Iron/ and Steele in Medicine, and the 
Des/nefit of Snow./ LondanJ Printed by E. Allde. 
by the afsigne of/ Bonham Norton./ 1596./ SpreL 
leaves ; vis. Title in a broad type metal border, the re- 
verse blank, ' IF To the right worlhipful Mayiier/ 
Edwarde Dier Efquier, lohn Frampton wi'/lheth 
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much healthy with profperous and/ perfe6lfelicitie./ 
Signed *■ John Frampton/ 3 pp. in roman type ; 
Text in 187 folioed leaves. Black Letter, Green 
Morocco extra. Fine copy. Mo, (Jtl. 1&. 6d, 1926) 

MONARDES (Nicolo). Histoire des/ Simples 
Medica-/mens Apport^s de TA-menqve, defqvels/ 
on fe fert en la Medicine./ Efcrite premierement en 
EfpKEmgnol, par M. Nicolas/ Monard, Medecin de 
Siaille./ Du defpuifi mife en Latin, & illuiir^e de 
plufieurs Annota-/tion8, par Charles I'Eclufe d' 
Arras./ Et nouuellement tradui£te en Fran9oi8 
par Anthoine Colin/ Maiilre Apoticaire lur^ de la 
viUe de Ljon./ Edition feconde augmentee de 

Sluiieurs fi-/gures & Annotations./ A Lyon,/ Aux 
efpens de lean Pillehotte,/ a I'enfeigne du nom 
de lesYS./ m.dcxtx./ Auec Priuileg^ du Roj./ 
262 pp, TabUy etc, 6 pp, 8w. (10«. 6d, 1927) 

MONROE (James). A View of the Conduct of the 
Executive in the Foreign Affairs of the United 
States, as connected with the Mission to the French 
Republic, during the years 1794. 5^ and 6. Bj 
James Monroe, late Minister Plenipotentiary to 
the said Republic. Illustrated hj his Instructions 
and Correspondence, and other Authentic Docu- 
ments. The Second Edition. Philadelphia, Printed. 
London: Reprinted for James Riag^ay, 1798, 



Lidgway, 
(p,6d. 



vin and 117 pp, ^o, (2<. 6d, 1928) 

MONTANO (Benito Arias). Relacion Gerta y 
Verdadera,/ del famofo fuceifo y yitoria que tuYO 
el Capitan/ Benito Arias Montano, fobrino del 
do£tifsimo Arias Montano, natural de Efiremadura, 
Goyer-/nador V Capitan general de la Provincia de 
la nue/va Andaluzia, y ciudad de Cumana, y Al- 
cayde de/ la fuerea de Araya, por el Rey nueftro 
feiior, con/tra los enemigos Oladefes, q eftavan forti- 
ficados/ en una falina que eft& riberas del rio Vnare, 
Gue es/ en efta governacion, veynte y quatro leguas 
ae la/ ciudad de Cumana, eile ano de 1633./ [CoUh 
phon\ Con licencia, impreffo en Sevilla por Fran- 
cifco de LjtaJ Ano de 1634./ 4 pp, haff morocco. 
Folio, (ll,lU,6d, 1929) 

MONTANUS (Arnold). lEngraved title] AmericA/ 
T* Amsterdam/ By Jacob van Meurs, riaetfnyder 
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en Boeckverkooper op de Keyfers graft in de Stadt 
Mean. 1671./ [Printerf tkte] De Nieuwe en On- 
bekende/ Weereld :^ O^ Bescnryring/ van/ Ame- 
rica/ in *t Zuid-Land,/ Vervaetende/ d'Oorfprong 
der Americaenen en Zuid-/lander8, gedenkwaerdige 

Xn derwaerds^ Gelegendheid/ Dervalie Kuileny 
iden, Steden, Sterkten, Dorpen, Tempels,/ 
Bergen, Fonteinen, Stroomen, Huifen, de nataur 
van Beeften. Boomen, Planten en vreemde Ge<- 
waflchen, Gods-dienft en Zeden, Wonderlijke/ 
Voorvallen, Vereeuwde en Nieawe Oorloogen:/ 
Terciert met Af-beeldl'els na 't le^en in America 
gemaekt, en befchreeven/ Door/ Amoldus Mon- 
tanufl./ t'AtntterdamJ By Jacob Meun Boek-ver- 
kooper en Plaet-Cnyaer, op de Kaifars-graft,/ fchuin 
over der We^r-roarkt, in de ftad Meurs. Anno 
1671. Met Privilegie./ 4 preL leaves and 585 pp : 
* Blad-Wyzer/ etc. 25 pp ; * Naemen der Schiy- 
vePB,* etc, 1 page; * Aenwyzing Voor der Boek- 
biiders ' etc. 1 page. Portrait of ' loan Maurits, 
Prius van Naaaouw.' and 54 Mapt and Plates. 
FcUo. (11. U. 1930) 

MO.VTCALM (Marquis de). Lettres de Monsiear 
L« Marquis de Montcalm, Gouvemeur-General en 
C&nada; a Messieurs de Berryer & de la MoU^ 
Ecrites dans les Annies 1757, 1758, & 1759. Avee 
me Verfion Angloife. A Lmidres: J. Almon, 
If .DCc.Lxxvii. letters from the Marquis de Mont- 
c»lm, Governor-General of Canada; to Meflrs. De 
Berryer & de la MoU, In the Years 1757, 1758, 
aid 1759. With an Englifli Tranilation. London: 
J. Almon, M.DCc.LXXvii. Title, and 28 pp. doubly 
numerated. French and English. Half morocco. 
8vo. (7s. 6d. 1931) 

MONTESINOS (Fernando de). Avto/ de la Fe/ 
celebrado en/ Lima a 25. de Enero/ de 1639./ Al 
Tribrnal del Santo Ofi-/cio de la Inquiiicion, de los 
Reynos del Peru,/ Chili, Paraguay, y Tucuman./ 
Por el licenciado D. Fer-/nando de Montefinos 
Presbitero, natural de Ofluna./ Con Licencia/ de 
8v Excelencia, del Ordi-/nario, y del fanto Oficio. 
Impreflb en Lima J por Pedro de Cabrera ; Aiio de 
1639./ Vendenfe en la tienda de Simon Chirinos, 
Mercader de Libros./ 4 prel. leaves, and Text, sig' 
natures A to G in fours. 4to. (ll. Is. 1932) 
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MOODY (James). Lieut. James Moody's Narra- 
tive of his Exertions and Sufferings in die Cause 
of Government, Since the Year 1776 ; Authenti- 
cated by proper Certificates. The Second Editidta. 
London : Kichardson and Urquhart, mdcclxxxiii. 
Title and 57 pp. * Appendix' 7 pp. half morocco. 
8w. (75. 6d. 1933) 

MOORE (Daniel). A Representation of Facts, Re- 
lative to the Conduct oi Daniel Moore Efqufre, 
Colle£tDr of His Maieftjrs Cuftoms at Charles- 
Town, In South Carolina. From the Time of his 

. Arrival in March, 1767, to the Time of his Depar- 
ture in September following. Transmitted B5 the 
Merchants of Charles-Town, to Charles Gurth, 
Efquire, in London. Agent for the Proving of 
South-Carolina: ana, Recommended in a Letter 
from the Honourable The Committee of Q>rre- 
fpondence. Charlestowny South Carolina : Pxinted 
by Charles Crouch, at his Printing-Office in Eliott- 
fbreet. 1767. wit and pp. 3-43. Folio. (2i.2«. 1934) 

MOORE (Francis). A Voyage to Georgia. Begun 
in the Year 1735. Containing An Account cf the 
Settling the Town of Frederica, in the Souihem 
Part of the Province ; and a Defcription o: the 
Soil, Air, Birds, Beasts, Trees, Rivers, Islmds, 
&c. With The Rules and Orders made by the Ho- 
nourable the Trustees for that Settlement ; indud- 
ing the Allowances of Provifions, Cloathing, and 
other Neceffaries to the Families and Sermnts 
which went thither. Also a Defcription of the 
Town and County of Savannah, in the Northern 
Part of the Province ; the manner of dividing and 
granting the Lands, and the Improvements there : 
With an Account of the Air, Soil, Rivers, and Is- 
lands in that Part. By Francis Moore, Author of 
Travels into tiie Inland Parts of Africa. London : 
Jacob Robinson, 1744. 108 pp. ^ 1 leaf at end with 
Author's advertisement of voyage to Georgia in 1738, 
etc, half mirr. Qvo. (7s, 6d, 1935) 

MOORE (JAMES L.) The Columbiad : An Epic 
Poem on the Discovery of America and the West 
Indies by Columbus. In Twelve Books. By the 
Rev. James L. Moore, Master of the Free Gram- 
mar School, in Hertford, Herts. London : F. and 
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C. Riying^n, 1798. TiiU and 455 pp. Ruma extra, 
8w. (10».6d. 1936) 

MOORE (Sir Thomas). Mangora, King^ of the 
Timbiisians. Or the Faithful Couple. A Tragedy. 
By Sir Thomas Moore. London : W. Harvey, 1718. 
4 prel, leaves and text 54 pp. Half morocco, 
4to. (10s. 6d. 1937) 

MORETON (J. B.) West India Customs and Man- 
ners, containing strictures on the soil, cultivation, 
produce, trade, officers, and inhabitants ; witb^e 
method of establishing and conducting a Sugar 
Plantation. To which is added, the Practice of 
training new Slaves. By J. B. Moreton, Esq. A 
new edition. Lotu2on: J. Parsons, 1793. 192 pp. 
halfnwr, Bvo. C4«. 6d. 1938) 

MORGAN (John). A Discourse Upon the Institu- 
tion of Medical Schools In America; Delivered at 
a Public Anniversary Commencement, held in the 
College of Philadelphia May 30 and 31, 1765. 
With a Preface Containing, amongft otlier things. 
The Author's Apology For attempting to introduce 
the regular mode of pradtifing Physic in Philadel- 
phia : By John Morgan, M.D. Fellow of the Royal 
society at London ; Correfpondent of the Royal 
Academy of Sui^ery at Paris; Member of the 
Arcadian Belles Lettres Societr at Rome ; Licen- 
tiate of the Royal Colleges of Phyficians in London 
and in Edinburgh; and Profeiior of the Theory 
and Practice of Medicine in the College of Phila- 
delphia. Philadelphia : Printed and told by Wil- 
liam Bradford, at the Comer of Market and Front- 
Streets, MDCC,LXV. IB prel, leaves and 63 pp. calf, 
Bvo, {11, Is, 1939) 

MORNING (The) and Evening Pray^. The Li- 
tany, and Church Catechiiin. Ne Orhoengene 
neoni Yogaraskhagh Yondereanayendaghkwa, Ne 
Ene Niyon Raodeweyena, neoni Onoghfadogeagh- 
tige Yondadderighwanondoenthia. Boston. New- 
England : Printed by Richard and Samuel Draper. 
1763. Title and 24 pp, * The Church Catechifm.* 
18 pp. fco// mar. 4to. (3/. 3s. 1940) 

MORRIS (Valentine). A Narrative Of the Offi- 
cial Conduct of Valentine Morris, Efq. late Cap- 
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tain General, Governor in Chief, &c. &c. of the 
Island of St. Vincent and its Dependencies. Writ- 
ten by himself. Supported bj nis Official Corre- 
fooncfence with the Secretary of State, Lords of the 
TreafuiT- and other of his Maiefty's Servants. Ad- 
mirals, Governors, &c. The Originals to be round 
in the re^pedive Offices, and the Duplicates now 
in his Poneffion. Alfo by other Documents equally 
Authentic. London : FVinted at the Logographio 
Prefs, by J. Walter, Printine^-House-Square, Black- 
Friars, MDCCLXxxvii. Hiuf-titlef titU, ami, 3, and 
467 pp. (6s. 6d. 1941) 

MORSE ([Jedidiah). The American Geography: 
or, A View of the Present Situation of the United 
States of America. Containing Agronomical Geo- 
graphv. Geographical Defimtions. Difcovexy, 
and General Deicription of America. Summary 
account of the Difcoveries and Settlements of North 
America ; General View of the United States ; Of 
their Boundaries ; Lakes ; Bays and Rivers ; Moun- 
tains; Produdions; Population; Government; 
Agriculture ; Commerce ; Manufadnires ; Hiilory ; 
Concife Account of the W ar, and of the important 
Events which have fucceeded. Biographical Sket- 
ches of feveral illuftrious Heroes. General account 
of New England ; Of its Boundaries ; Extent ; 
Divifions ; Mountains ; Rivers ; Natural History ; 
Produ6tion8; Population | Character; Trade; 
Hifiory. Particular Defcnptions of the Thirteen 
United States, and of Kentucky, The Weftem Ter- 
ritory and Vermont. — Of their Extent; Civil Di- 
vifions; Chief Towns j Climates: Rivers; Moun- 
tains; Soils; Produ6hons; Trade; Manuni6bires ; 
Agriculture; Population: Character; Conftitu- 
tions; Courts of Juilice: CfoUeges; Academies and 
Schools;' Religion J idands; Indians; Literary 
and Humane Societies ; Societies ; Springs ; Cun- 
ofities; Hiftories. lUulbrated with two Sheet Maps 
— One of the Southern, the other of the Northern 
States, neatly and elegantly engraved, and more 
corre^ than any that have hitherto been publifhed. 
To which is added, a concife Abridgment of the 
Geography of the Britifli^ Spanifh, French and 
Dutch Dominions in America, and the Weft-Indies 
—Of Europe, Alia, and Africa. By Jedidiah 
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Morse. Elisabeth Trnn : Printed bj Shepard Kol- 
lock, for the Author. if,DCCyLXXxix. xti and .534 
* The Reader' etc, 1 page. Without the maps. 
" Qvo. (12«. 6d. 1942) 

MORSE ^Jedidiah). A Sermon, exhibiting the 
present oangers, and consequent duties of the Citi- 
zens of the United States of America. Delivered 
at Charlestown, April 25, 1799. The day of the 
National Fast, By Jedidiah Morse, D.D. Paftor of 
the Church in Charlello^vn. Pubushed at the re- 
quest of the hearers. Charle$toum : Printed and 
sold by Samuel Etheridge, next door to Warren- 
Tavern./ 1799. 50 pp. 8w. (2«.6d. 1943) 

MORSE (Jedidiah). A Sermon, delivered before 
the Ancient & Honourable Artillery Company, In 
Boston. June 6, 1803, being the Anniversary of 
their Election of Officers. By Jedidiah Morse, 
D.D. Minister of the Congregational Church in 
Charlestown. Charlestown: Samuel Etheridge, 
1803. SSpp. 8vo. i9s.6d. 1944) 

MORSE (Jedidiah). A Compendious History of 
New England, exhibiting an interesting view of 
the first settlers of that Country^ their Character, 
their Sufferings, and their Ultimate Prosperity, 
("ollected and arranged^ from authentic sources of 
information, By Jedidiah Morse, D.D. and Rev. 
Elijah Parish, A. M. of Boston, New England. 
London : William Burton, 1808. 6 preL leaves, and 
SOfTpp. Calf. 8t;o. (55. 1946) 

MORSE ( Jedidiah^ A Report to the Secretary of 
War of the United States, on Indian Affairs, com- 

g rising a Narrative of a Tour performed in the 
ummer of 1820, under a Commission from the 
President of the United States, for the purpose of 
ascertaining for the use of the Government, the 
actual state of the Indian Tribes in our Country: 
Illustrated by a Map of the United States; orna- 
mented by a correct Portrait of a Pawnee Indian. 
Bv the Rev. Jedidiah Morse. D.D. Late Minister 
of the First Congregational Church in Charlestown, 
near Boston, now resident in New Haven. N«w- 
/fawn; 1822. 400pp. Errata! page. Colored Map; 
and Portrait. Uncut. Qvo. (6s. 6d. 1946) 
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MORTON (Thomas). New English Canaan/ or/ 
New Canaan./ Containing an Abftra£i of New 
England,/ Compofed in three Bookes./ The firft 
Booke fetting forth the .originall of the Natives, 
their/ Manners and Cultomes, together with their 
tractable Nature and/ Love towards the Engliih./ 
The fecond Booke fetting forth the naturall Indow- 
ments of the/ Country, and what ftaple Commodi- 
ties it/ yesddeth./ The third Booke fetting forth, 
what people are planted there,/ their profperity, 
what remarkable accidents have happened lince the 
firft/ planting of it, together with their Tenents and 
praaife/ of their Church./ Written by Thomas 
Morton, of Cliffords Inne gent, upon tenne/yeares 
knowleage and experiment of the/ Country./ 
Printed at Amsterdamyf By Jacob Frederick Stam./ 
In the yeare 1637./ 188 pp. * A Table ' etc, S pp, 
4to, {U,4a. 1947) 

MOST (A/) Exaa and Accurate/ Map/ of the/ 
Whole World:/ Or the/ Orb Terreftrial defcribed 
in Four plain Maps,/ (viz.)/ Asia, Evrope, Africa, 
America./ Containing all the known and moil 
Remarkable/ Capes, Ports, Bayes and Ifles, Rocks, 
Rivers, Towns,/ and Cities ; together with their 
Scituation, Commodities,/ Hiftory, Cuftomes, Go- 
vernment; and a new and exadl Geography,/ 
efpecially their Longitudes and Latitudes, in 
Alphabetical Order, and fitted/ to all Capacities./ 
A Work, as well ufeful as delightful, for all Schol- 
lars,/ Merchants, Mariners, and all fuch as defire 
to know Forreign/ parts, and is very helpful for 
the ready findin? out any place mentioned in/ large 
Maps./ D. L. M.A./ London, Printed for John 
Garrett, at his Shop as you go/ up the Stairs of the 
RoytJ Exchange in Comhil: where is Printed,/ 
Coloured and Sold, a Map of the World in four 
Sheets with En^lifii de-/fcriptions : And where you 
may have alfo choice of all forts of Maps,/ and Pic- 
tures for Houiies, Studies, or Clofets. 4 vrel, leaves, 
and 192 pp. Poor copy, loanting several leaves. 
4to, (5s. 1948) 

MOULTRIE (John). Dissertatio Medica Inau- 
guralis, de Febre maligna biliofa Americs ; quam. 
Annuente deo ter opt. max. Ex audioritate re- 
verendi admodum Viri. B. Gulielmi Wishart 
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S. T. D. Academiae Edinburgenae pnefecti, nee 
non Amplissimi Senatos Academici conflensu, et 
nobiliflsimae Facultatis Medicinae decreto; pro 
gradu doctoratus, summisque in Medicina honori- 
DU8 ac priyiligus rite et leg^itime consequendis, 
i^ditorum £xanuni Sabjicit Joannes Moultrie 
ex Meridionali Carolinae provincia, A et R. £x 
officina Roberti Flaminii m.dccxlix. 9preL leaveSf 
and 24pp ; ' Ephemerides Meteoroloeicae/ etc, 8 pp. 
4to. (4a. 6d, 1949) 

MOUNTGOMERY (Sir Robert). A Discourse 
Concerning the defign'd Establishment of a New 
Colony to the South of Carolina, in the Moft de- 
lightful Country of the Univerfe. By Sir Robert 
JVfountgomery iBaronet. Lond(m : Printed in tiie 
Year. 1717. Title and 30 pp. Large Copperplate 
Plan at page It, half mar, 8vo. (lOs. 6d. 1950) 

MUHLENBERG (Henry). Descriptio Uberior 
Graminum et Plantarum Calamariarum Americte 
Septentrionalis indigenarum et cicurum. Auctore 
D. Henrico Muhlenberg, Societ. Physic. Getting. 
— Berolini Imperalis N aturs Curiosorum-Phytogr. 
Gotting. — Physiogr. Lund. — Americ. Philosoph. 
etc. Membro. PhUadelphue : Solomon W. Conrad, 
1817. TUle,uand^5pp. 8?w. (7s. 6d. 1951) 

MUNOZ (Juan Bautista). Historia del Nuevo- 
Mundo escribiala D. Juan Baut. Muhoz. Tomo I. 
en Madrid por la Viuda de Ibarra mdccxciii. 3 
prel. leavet, xxx and 364 pp. Portrait and Map. 
Large Paper, half calf. Svo. (15». 1952) 

No Mcond Volume wu ever published. 

MUNOZ (JuAN Baptista). The History of the 
New World, by Don Juan Baptista Munoz. Trans- 
lated from the Spanish, with Notes by the Trans- 
lator, an Engraved Portrait of Columbus, and a 
Map of Espanola. London : G. G. and J. Robin- 
son, 1797. Vol. 1. XV and 552 pp. Map ^ Portrait. 
»t». (8».6d. 1953) 

MUNSTER (Sebastian). Cosmographia./ Bfch- 
reibfig/ aUer Lender Diirch/ Sebaftianum Munf- 
terum/ in welcher begriffen,/ Aller volcker, Herr- 
fchafiiten,/ Stetten, vnd namhafiliger flecken her- 
komen:/ Sitten gebreiich, ordnung, glauben, 
fecten, vnd hautie-/rung, durch die gantze welt. 
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md fdmems^lich Teiitfcher nation./ Was auch 
befunders in iedem landt gefunden,/ ynnd darin 
befchenfey./ Alles mit fig^ren vnd ichbnen landt 
taflen erklert,/ vnd fiir augen geftelt./ Getruckt 
b'u Basel durch Henrichum/ Petri. Anno M. D. 
xiiiij./ 6 prel, leaves; 34 woodcut Maps of S leaves 
eachj and Test dclix pp. Woodcut maps at pp, 546, 
554. and i plates at pp, 630, ^ 631. Pigskin, 
Folio, (2i. 1^5. 6d. 1954) 

MURRAY (Jamm). An Impartial Histoiy of the 
present War in America ; Containing An Account 
of its Rise and Progress, The Political Springs 
thereof, with its various Successes and Bisapoint- 
ments on both sides. By the Rev. James Murraj, 
of Newcastle. London : R. Baldwin, [1778.J 
Two Volumes, Vol. 1. 373 pp. Vol. II. 376 pp, 22 
Copperplate Portraits, and Plan of the Town of Bos- 
tow. Calf, 8w. (11. iOs. 1955) 

MURRAY (William, Earl of Mansfield), Lord 
Mansfield's Speech In giving the Judgment of the 
Court of King V Bench, On Monday, November 
26, 1774, In the Cause of Campbell againft Hall, 
respecting the King's Letters Patent, of the 20th 
of July, 1764; for raising a Duty of Four and an 
Half per Cent. On all the Exports from the Island 
of Granada. Accurately taken by a Barrister. A 
New Edition Corrected. London: G. Kearsly. 
M.DCC.LXXV. Title, and text ^ pp. Half morocco, 
8tM>. i3s,6d, 1956) 

MYSTERY (The) Reveal'd ; or, Truth brou^t to 
Light. Being a Difcovery of fome Fafts. in Rela- 
tion to the Condu6tof the late M j, wnich how- 
ever extraordinary they may appear, are yet fup- 
ported by fuch Teftimonies of authentick Papers 
and Memoirs as neither Confidence, can, out-brave ; 
flor Cunning invalidate. By a Patriot. London: 
W. Cater, 1759. TUle and 319 pp. Half morocco, 
8w. (45. 6d. 1957) 
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ARBOROUGH (Sir John and 
Othen), An/ Account/ Of Several 
Late/ Voyaflpea & Difcoveries/ To 
the Sovth and North./ Towards The 
Streights of Magellan, the Soutii 
Seas, the Yaft/Traets of Land beyond 
HoUandia Noya&c./ Also/ Towards 
Nova Zembla^ Greenland or Spitsber^,/ Grorn- 
land or £ngrondland^ &c/ By Sir John Nar- 
borough, Captain Jasmen/ Tasman, Captain John 
Woody and/ Frederick Marten of Hamburgh./ To 
which are Annexed a Large/ Introduction and 
Supplement,/ giving/ An Account of other Navi- 
gations/ to thofe Kegions of the Globe./ The 
Whole lUuftrated with/ Charts and Figures./ Lon- 
don: Printed for Sam Smith and Benj. Walford, 
Printers to the/ Roysd Society, at the Prince's 
Arms in S. Paul's Churchyards, 1694./ 18 preL 
leaveSf Map o/* the Streights of Mageltany and 196 pp. 
Map of the North Eastf etc, at page 143. * T^** i^"*-* 



, - ^ *The First 

Part of the Voyage into Spitsbergen,' etc, 207 pp. 
Table at page 1 ; and VlaUt Uttered A to S,^ of the 
letter P. Fine copy. Old calf, 8vo. (13<. 6d, 1958) 

NARRATIVE (A) of Occurrences in the Indian 
Countries of North America, since the Connexion 
of the Right Hon. The £arl of Selkirk with the 
Hudson's Bay Companv, and his attempt to Estab- 
lish a Colonjr on the Ked River; witn a detailed 
account of his Lordship's Militair Expedition to, 
and subsequent proceedings at l<ort William, in 
Upper Cajiada. London: B. McMillan, 1817. 
ortv and 153 pp, ' Appendix.' 2 preL leavee and 87 
pp. Svo. {69, 6d, 1959) 

NEAL (Daniel). The History of New-England. 
Containing an Impartial Account of the Civil ana 
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Eoclefiaftical Affairs Of the Country, To the Year - 
of our Lord, 1700. To which is added, The Pre- 
sent State of New-England. With a New and 
Accurate Map of the Country. And an Appendix 
Containing their Prefent Charter, their Ecclefiaf- 
tical Difcipline, and their Municipal-Laws. In 
Two Volumes. The Second Edition. With manj 
Additions by the Author. Bj Daniel Neal, A.M. 
London : A. Ward, Mdccxlvii. Two Volumes, Vol. 
I. 8 prel, leaves and 392 pp. Map, Vol. II. 2 prel. 
leaves and text 360 pp. Index. 15 pp. Old calf, 
Qvo. (18s. 1960) 

NECK (Jacob Cornelius). The/ lovrnall, or Day-/ 
ly Re^fter,/ Contaynin? a Trve/ manifeftation^ and 
Hifloncall declaration of the/ royag^e, accompliihed 
by eight fhippes of Amflerdam, vnder/ the condud 
of lacob Comelifzen Neck Admiral!, & Wybrandt/ 
van Warwick Vice-Admirall, which fayled from 
Amfter-/dam the firft day of March,/ 1598./ Shew- 
ing the coyrse they/ kept, and what other notable 
matters happened/ unto them in the fayd yoyage./ 
Imprinted at London for Cuthbert Burby & lohn 
Flalket:/ And are to be fold at the Royall Ex- 
change, & at the figne/ of the blacke beare in 
Paules Church-jrard./ 1601./ Title, with Woodcut 
of Ship in full sail, the reverse blank. *To the Right 
Worship-/fyll, Master Thomas Smithy/ Sheriffe of 
the honorable Citie of London, and/ Gouemor of 
the famous companie of the Englifh Marchants/ 
trading to the Eail Jndies, Sumatra, lava, the Ifles 
of the Malucos,/ Banda,and the Rich auaMightie 
Kingdome of Chyna : and to the/ right V Vorihip- 
fuU the Aldermen, and the reft of the Commit-yties 
and focietie of tne faid corporation. William/ 
Walker vviflieth all profperitie and/ happie fuc- 
ceffe./ 2 pp. signed * William Walker.' Text in 58 
folioed leaves. * Some words of the Malifli fpeech, 
which/ language is yfed throughout the Eaft In- 
dies, as/ French is in our Countrie, wherewith a 
man may trauell/ ouer all the Land. The Portu- 
^als fpeech is apt and pro-/fitable in thefe Iflands, 
for there are many Inter-/preters which fpeake 
PortugalL/ 9 pp. 4to. (21. 2s, 1961) 

This copy is imperfect, wanting several leaves. 

NECESSITY (The) of Repealing the American 
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Stamp- A61 demonstrated: Or, a Proof that Great- 
Britam mufi be injared b^ that Act. In a Letter 
to a Member of tne British House of Commons. 
London : J. Almon, Mdcclxyi. 46 pp, halfmor, 
6vo. {48, 6d, 1962) 

NEILSON (John). Second Series of The Present 
and Future Prospects of Jamaica considered, Point- 
ing out the Advantages which msLj be derived from 
the Extinction of Slavery, and Shewing the causes 
which oppose themselves to the successral Working 
of the Apprenticeship system, in accelerating that 
object, and proposing a remedy, Sug^estin^ the 
means for establishing a Bank, on a sohd basis, by 
John Neilson. Kingston-Jamaica : Printed at the 
office of the Commercial Advertiser. 1834. 20 pp. 
8w. (25. 6d. 1963) 

NEUE NACHRICHTEN von denen neuentdekten 
Infuln in der See zwifchen Afien und Amerika ; 
aus mitgetheilten Urkunden und Ausziigen ver- 
faflet von J. L. S. • * Hamtnirg und Leipzig, bey 
Friedrich Lugo Ludwig Gleditfch. 1776. Title and 
17Spp, 8w. (4s. 6d. 1964) 

NEUsEROFFNETES Amphitheatrvm, Worinnen 
Nach dem uns bekanten gantzen WeltsGreifz, 
AUe Nationen Nach ihrem Habit, infaubem Fi- 
guren reprafentiret. Anbey Die Lander nach ihrer 
Situation, Climate, Fruchtbarkeit, Inclination und 
BefchajBTenheit der Einwohner, Religion^ vomehm- 
ilen Stadten, Ertz^Biflhiimem, Univerfitaten, 
Hafen, Veibingen, Commercien, Macht, Staatsss 
Interefle^ Regierung8s:Form, Raritaten, Miintzen. 
Praetensionibus, vomehmften RittersOrden una 
Mappen aufgefuhret find, Und welches, mit 
Zuziehung der LandsCharten, zu vieler Belufti- 
gun^, vomehmlich aber der iludierenden Jugend, 
als em fehr niitzliches und anmuthiges Compen- 
dium Geographicum, Genealogicum, Heraldicum, 
Curiofum, Numifmaticum, kangebrauchet werden. 
Erffurthy Gedruckt und verlegt von Johann Mi- 
chael Funcken, 1723. Five Parts, General Title, 
Vorrede, ^ pp, * I. Aus dem gantzen Europa, etc. 
1722.* 66 leaves, * II. Aus dem gantzen Afnca, etc, 
1723.' 2 prel, leaves, and 96 pp. * III. Aus dem 
gantzen America, etc, 1723.' 2 prel, leaves and 124 

2 00 
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pp, 'Aus dem Stiidlicben Asia, etc, 17S8.' Title and 
142 pp. *Turcicum, etc. 1724.' 172 pp. RegisUr 4 
pp. Woodcuts vnth the text. Folio. {11. lUs. 1965) 

NEVE, Y MOLINA (Luis de). Reglas de Or- 
thographia, Diccionano, y Arte del Idioma Othomi 
breve instruccion para los principiantes, qre dicto 
el L. D. Lvis de Neve, y Molina, Cathedratico 
Proprietario de dicbo Idioma en el Keal, y Ponti- 
ficio Colegio Seminario, Ezaminador Synodal, d 
Interprete de el Tribunal de F^ en el Provilbrato 
de Indios de efte Arzobifpado, y Capellan del Hof- 
pital Real de eila Corte. Dedicalo al Gloriosis- 
simo Seiior San Josepb, Padre Putativo del Verbo 
Etemo, y bajo fu Proteccion lo faca a luz. Im- 

Ereilas en Mexico, con las licencias neceflarias, en 
I Imprenta de la Bibliotbeca Mexicana, en el 
Puente del Efpiritu Santo. Aiio de 1767. 12 prel. 
leaves and 160 ^. at page 12 Engraved leaf * Antes 
de leer el Diccionario, &c,' etc. 1 page. Old calj. 
Small Svo. (SI. 3s. 1966) 

NEVIS AND ST. CHRISTOPHERS. To tbe Hon- 
ourable the Knigbts, Citizens, and Burgeiles in 
Parliament Aflembled. llie bumble Petition of 
feveral Proprietors of Plantations in tbe Iflands of 
Nevis and St. Cbriilopbers in America, and Mer- 
chants Trading to tbe fame ; on behalf of them- 
felves and other Inhabitants and Traders to the 
aforefaid Iflands. ^London} A single sheet. 
Folio. (2s. 6d. 1967) 

NEW (A) Essay [By the Pennfylvanian Farmer] 
on the Constitutional Power of Great- Britain over 
the Colonies in America ; with the Resolves of the 
Committee for the Province of Pennsylvania, and 
their Instructions To their Representatives in As- 
sembly. Philadelphia Printed, and London Re- 
printed for J. Almon, 1774. viii and 126 pp. half 
mar. 8w. (5s. 6d. 1968) 

NEW BRUNSWICK. Hand Book for Emigrants 
to the Province of New Brunswick, Containing the 
average price of Land, Provisions, Clothing, Farm 
Stock, Building and other Materials, &c., and the 
rate of Wages to Mechanics, Labourers, &c. With 
other necessary information forpersons with Capi- 
tal, as well as for Mechanics, Farm Servants, La- 
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bouren, &c. intending to settle in the Proyince. 
Compiled From Returns in the Office of the Pro- 
▼incial Secretary. Fredericton: John Simpson, 
Printer to the Queen's Most Excellent Majesty. 
1841. 15 pp. 8w. (2«. 6d. 1969) 

NEWE/ vnbekanthe/landte/ Und/ein/newe/ Weldte) 
in/ kurtz/ ver^anger/ zeythe/ erfunden/ [Colophon] 
% Alfo nat em eudte diefes Buchlein, weU/ches 
aufz wellifcher (prach, in die dewtfchen/ gebrachte 
vnd gemachte ift worden, durch/den wirdige Ynd 
hocbgelarthen herre Job-/ilen Ruchamer der freyen 
kiinite, ynd artz-/enncien Doctore re. Vnd durch 
mich Geors/gen Stiichfzen zu N'dreinberghkj Ge- 
driickte/ ynd volendte nach Chriiti vnfers heben 
her/ren geburdte. M.cccc.viij. Jare, am Mit-/ 
woch fanctii Mathei, des heiligen apolbls/ abenthe, 
der do was der zweigntzigiue tage/ des Monadts 
Septembris./ 68 leavesj in double columns without 
catchwords or pagination y but with signatures a to k tn 
sixes, and I in four leaves, with 4 Saves of register, 
VeUum. Folio. (51. 5s, 1970) 

NEW-ENGLAND. An/ Abstract/ of the/ Lawes/ 
of/ New England,/ As they are now eilablished./ 
London,! Prmted for F. Coules, and W. Ley at 
Paules Chain,/ 1641./ Title reverse blank, and 15 
pp, * The Table of the Chapters.' 2 pp. Unbound. 
4to. (2/. 2». 1971) 

NEW/ ENGLANDS/ First Fruits ;/ in refpect,/ 
L Conyerfion of fome, ) 
Firft of the ? Conyi6ton of diyers, > of the Indians. 
C Preparation of fundry S 

ft. Of the pro^fle of Learning, in the CoUedge at/ 
Cambriage in Maflachufetts Bay./ With/ Diyers 
other fpeciall Matters concerning that Countrey./ 
Publiflied by the inftant re<jueft of fundry Friends, 
who defireV to be fatisfied in thefe points by many 
New-England Men/ who are here prefent, and 
were eye or eare-/witnefles of the fame./ Lon- 
don, Printed by R. O. and G. D. for Henry Oyer- 
ton, and are to be/ fold at his Shop in Popes-head 
Alley. 1643./ Title reverse blank, and 26 pp. Calf 
extra, by Bedford. 4to. {21. 2s. 1972) 

NEW-ENGLAND. A Brief/ Narration/ of the/ 
Practices/ of the/ Churches in New-England./ 
Written in priyate to one that deiired/ information 
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therem ; by an Inhabitant there,/ a Friend to Trath 
and Peace./ Publiflied according to Order./ Lon^ 
doHf/ Printed hj Matth. Simmons for John Roth- 
well, and/ are to be fold at his Shop, at the toie 
of the Sunne/ in Pauls Churchyard, 1645./ Title 
andlSpp. {±LlU,6d, 1973) 

NEW-ENGLAND. A Brief/ Narration/ of the/ 
Practices/ of the/ Churches m New-England, in/ 
their folemne Worihip of God./ Written to one 
that deiired infor-/mation therein: by an Inhabit- 
ant there ;/ a Friend to Truth and Peace./ Pub- 
liihed according to Order./ London; Printed by 
Matthew Simmons, and are to be fold by/ John 
Pounfet at the lower end of Budge-Row/ neere 
Canning-streete. 1647./ Title and Text in 18 pp, 
4to. (lLlU.6d. 1974) 

This differs from the preceding only Id the title. 

NEW-ENGLAND. The/ Day-Breaking,/ if not/ 
The Sun-Rifing/ of the/ Gospell/ With the/ Indians 
in New-England./ LondonJ Printed by Rich. 
Cotes, for Fulk Chfton, and are to bee/ fold at his 
(hop under Saint Mfurgarets Church on/ New-fifh- 
ftreet Hill, 1647./ Title in a narrow type metal 
border, on the reverse * To the Reader, signed * Na- 
than. Warde.' Text ^ pp. Calf extra l^ Bedford. 
Ho. (2/.2«. 1795) 




band, Prmter to the Parliament of England, and 
are to be fold at his Shop in Fleetftreet, at the Sien 
of the Golden-/Dragon, near the Inner-Temple, 
1649./ Title and pp. 407-412. Black Letter, half 
mor. Folio. (15*. 1976) 

NEW-ENGLAND. The light appearing more 
and more to-/ward8 the perfe3; Day./ Or J A far- 
ther Difcovery of ^e prefent date/ of the Indians/ 
in/ New-Englandj/ Concerning the Progrefle of 
the Gofpel/ amongn them./ Manifefied by Letters 
from fuch as preacht/ to them there./ Publifhed 
by H. Whitfield, late Paftor to the Chuch/ of 
(jhrift at Gilford in New-England, who came/ late 
thence./ London, Printed by T. R. & E. M. for 
John Bartlet, and are to be/ fold at the Gilt Cup, 
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near St. Auftins ^ate in Pauls/ Chnrch-jard. 1651./ 
4 prel. leaves; viz. ' The Lord, who is wonderful 
in Councel/ etc, signed * Jofeph Caryl.* on the re- 
verse of the first leaf; Title in a type metal border, 
the reverse blank. *■ To the Right Honorable the 
Parliament of England and the Councel of State.' 
Signed * Heniy Whitfeld.* 4 pp ; Text 46 pp. Calf 
extra by Bedford. 4to. (2i. 2». 1977) 

NEW-ENGLAND. Strength/ ort of/ Weakneese ; 
Or a Glorious/ Manifestation/ Of the further Pro- 
grefle o^ the Gofpel among the Indians/ in Nevy- 
England./ Held forth in Sundry Letters/ from 
divers Minifters and others to the/ Corporation ef- 
tabliflied bj Parliament for/ promoting the Gofpel 
among the Hea-/then in New-England; and to 
particular/ Members thereof fince the \m Trea-/ 
tife to that effea, Published by/ Mr. Henry Whit- 
field late Pallor/ of Gilford in New-England./ 
London ;f Printed by M. Simmons for John Blague 
and/ Samuel Howes, and are to be fold at their/ 
(hop in Popes-Head- Alley. 1652./ 8 prel. leaves; 
viz. Title in a type tnetal border, the reverse blank; 
* To the Supreame Authoritie of this Nation. The 
Parliament of the Common- Wealth of England.' 
Signed by * John Owen' and 11 others, 4 pp ; * To 
the Reader. Signed ^ W. Gouge.' and 13 others, 5 
pp. ' To the Chriftian Reader.' 3 pp. Text 40 pp. 
4to. (ll.lls.6d. 1978) 

NEW-ENGLAND. Strength out of Weaknefe./ 
Or a Glorious/ Manifestation/ Of the further Pro- 
grefle of the/ Gospel/ amongst/ the Indians/ in/ 
New-England./ Held forth in fundry Letters/ 
from divers Minifters and others to the/ Corpora- 
tion eftabliihed by Parliament for/ promoting the 
Gofpel amone the Hea-/then in New-England^ and 
to particular/ Members thereof fince the lafl Trea-/ 
tife to that effect, formerly fet/ forth by M' Henry 
Whitfield/ late Paflor of Gilford in/ New-England./ 
Publiflied by the aforefaid Corporation./ London,/ 
Printed by M. Simmons for John Blague/ and 
Samuel Howes, and are to be fold at their/ Shop in 
Popes Head Alley. 1652./ 8 prel. leaves ; vis. Title 
in a type metal border, the reverse blank, * To the 
Supreame Authoritie of this Nation, llie Parlia- 
ment of the Common- Wealth of England.' Signed 
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* William Steele, Prefident.' 4 pp ;' To the Reader.' 
ttgned * William Gouge.' and 17 others^ 5 pp, * To 
the Chriftian Reader.' 3 pp : Text 40 pp. Calf extra 
by Bedford. 4to. (2/. 2». 1979) 

NEW-ENGLAND. Stren^/ortof/Weaknesse;/ 
Or a Glorious/ Manifestation/ Of the further Pro- 
grefle of/ the Gofpel among the Indians/ in New- 
England./ Held forth in Sundry Jitters/ from 
divers Miniflers and others to the/ Corporation 
eftahliihed hy Parliament for/ Promoting the Gofpel 
Among the Hea-/then in New-England; and to 
particular/ Members thereof fince the lali Trea-/ 
tife to that effedl, formerly fet forth by M' Henry 
Whitfield/ late Pailor of Gilford in New-Eng- 
land./ Publiihed by the aforefaid Corporation./ 
London; Printed by M. Simmons for John Blague 
and/ Samuel Howes, and are to be fold at their/ 
Shop in Popes-Head- Alley. 1652./ 8 preL leaves; 
viz, TitU in a metal type border, the reverse blank; 

* To the fupreame Autnoritie of this Nation, The 
Parliament of the Common- Wealth of England.' 
signed * William Steele, Prefident.' 4 pp ; ' To the 
leader.' signed * William Gouge ' and 13 others, 5 
pp. Strength ovt of Weaknesse ; Or a Glorious 
Manifestation Of the further ProCTefle of the Gof- 
pel among the Indians in New-England.' 4 pp : 
Text 40 pp. Fine copy in calf extra 6v Bedford, 
4to. (2/. 2s. 1980) 

NEW-ENGLAND. A/ Historjr/ of/ New-Eng- 
land./ From the Englifh planting in the Yeere/ 
1628. untill the Yeere 1652./ Declaring the form 
of their Government,/ Civill, Military, and Eccle- 
fiaftioue. Their Wars with/ the Indians, their 
Trouoles with the Gortonifis,/ and other Here- 
tiques. Their manner of gathering/ of Churches, 
the commodities of the Countiy,/ and defcription 
of the principall Towns/ and Havens, with the 
great encou-/ragements to increafe Trade/ betwixt 
Uiem and Old/ England. With the names of all 
their Govemours, Ma^pflrates,/ and eminent 
Miniflers./ London,/ Printed for Nath: Brooke 
at the Angel/ in Corn-hill. 1654./ 2 prel, Uaves ; 
viz, TitU, and *To the Reader.' signed 'T. H.' 8 
pp : Text 2S6 pp, * Brooke's Catalogue ' 4 pp. 
4to. (4l.l4t,6d, 1981) 



d by Google 



Bibliotheca Americana, 551 

NEW-ENGLAND. The/ Secret Workes/ Of a 
Cruel/ People/ Made manifest ;/ Whofe little finger 
is become he-/vier then their persecutors the 
bishojM Loyns, who have/ fet up an Image amongst 
them in New-England, which/ all that will not 
bow down unto, and worship, must un-/dergo all 
fuch Sufferings as can be invented and/ inflicted 
by the hearts and hands of such/ men whofe tender 
mercies are cruel./ Which may be feen in thifl 
ihort relation of their cruelty,/ which was pre- 
sented to Parliament, and now recom-/mended to 
the consideration of all fober people^at/ they may 
fee how these profeflbrs of New-England have/ 
loft their former tendemeff, who fled from perse- 
cution,/ and now are become the chiefeft of Perse- 
cutors./ Whereunto is annexed a Copy of a Letter 
which came/ from one who had been a Magistrate 
among them,/ to a friend of his in London, wherein 
he gives an/ account of the cruel fufferin^ of the/ 
neople of God in those parts under the/ Kulers of 
New-England and their un-/righteous Laws./ 
London^ Printed in the Year 1659./ Title, reveru 
blank, and 26 pp : at page 18 signed ' John Rous/ 
4to. (2J.2*. 1982) 

The title i> in manuicript. 

NEW-ENGLAND. The Humble/ Petition/ and/ 
Address/ Of the General Court fitting at/ Bofinn 
in New-England,/ unto/ The High and Mighty/ 
Prince/ Charles/ the Second./ And prefented unto 
His Moft-Gracious/ Majefty Feb. 11. 1660./ [Lon^ 
don'] Printed in the Year 1660./ 8 pp. signed *■ John 
Enaecot Gov'./ In the Name, and wiUi the con-/ 
fent of the General Court.' Calf extra by Bedford, 
4to. (2/. 2*. 1983) 

NEW ENGLAND. The Necessity/ of/ Reforma- 
tion/ With the Expedients fubfervient/ thereunto, 
aflerted ;/ in Anfwer to two/ Qvestions/ I. What 
are the kvils that have provoked the Lord to brinjg^ 
his Judg-/ment8 on New-England ?/ II. What is 
to be done that fo thofe Evils may be Reformed ?/ 
Agreed upon by the/ Elders and Messengers/ Of 
the Churches aflembled in the/ Synod/ At Bofton 
in New-England,/ Sept. 10. 1679./ Boston;/ 
Printed by John Fofter. In the Year 1679./ 4 pre/. 
leaves ; viz, 1st, * At a General Court held at Bofton 
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in New-England, 15th. of October 1679/ si^d 
' By the Court Edward Rawfon Seer.' 2wi, Title 
the reverse blank. 3rd, and 4th, * The EpiiUe Dedi- 
catory.' Text 15 pp. Fine copy in morocco by Bed- 
ford. Mo. (4/. 4s. 1984) 

NEW-ENGLAND'S Faction Discovered;/ Or,/ A 
Brief and True Account of their Perfecution of the 
Church/ of England; the Beginning and Progrefs 
of the War/ with the Indians ; and other Late Pro- 
ceedings there, in/ a Letter from a Gentleman of 
that Country, to a Perfon/ of Quality./ Being, an 
Anfwer to a moll falfe and fcandalous Pamphlet 
late-/ly Publiflied; Intituled, News from New- 
England, &c./ [Colophon] London J Printed for J. 
Hindmarfh, at the Sign of the Golden Ball, over 
againft/ the Royal Exchange in Comhill. 1690./ 
8 pp. signed * C. D.* Poor copy closely cut. Unbound. 
4to. (11. Is. 1985) 

NEW-ENGLAND. The/ Humble Addrefs/ of the/ 
Publicans/ oty New- England,/ To which King you 

¥leafe./ With some Remarks/ Upon it./ London : 
*rinted in the Year, 1691./ 35 pp. Fine copy, calf 
extra by Bedford. 4to. {21. 2s. 1986) 

NEW-ENGLAND. A brief Review of the Rise 
and Progress, Services and Sufferings, of New 
England, especiallv the Province of Massachuset's- 
Bay. Humblv fubmitted to the Confideration of 
both Houfes of Parliament. London : J. Buck] and, 
MDCCLXXiv. 32 pp. halfmor. Svo. {7s. 6d. 1987) 

NEW-ENGLAND, and her Institutions ; By One 
of her Sons. [Jacob Abbot.] R. B. Seeley and W. 
Bumside : London, mdcccxxxv. 4 prel. ieaves and 
393 pp. Svo. {4s. 6d. 1988) 

NEW-JERSEY An/ Abstract./ or/ Abbreviation/ 
Of fome Few of the/ Many (Later and Former) 
Testimonys/ from the/ Inhabitants of/ New- Jersey,/ 
And Other/ Eminent Perfons,/ Who have Wrote 

Particularly concerning/ That Place./ London, 
'rinted by Thomas Miiboum,in the Year, 1681./ 
32 pp. 4to. {31. 13s. 6d. 1989) 

NEW-JERSEY. The Acts Of the General Assem- 
bly Of the Province of New-Jersey, From the 
Time of the Surrender of the Government of the 
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faid Province, to the FouTth Year of the Rei^ of 
King George the Secoo d. Collected and Published 
by Order of the faid Assembly. With a Table of 
ihe Principal Matters therein contained. Philadel- 
phia : Printed and Sold by William and Andrew 
Bradford, Printers to the King's Moft Excellent 
Majefty, for the Province of New-Jerfey, mdcc 
XXXII. 7 prel leaves and wanting all after p. 3S2. Old 
calf. Folio. (15s. 1990) 

NEW-JERSEY. The Acts of the General Assem- 
bly of the Province of New- Jersey, From the Year 
1753, being the Twentv-fixth of the Reign of King 
George the Second, where the Firft Volume ends, 
to the Year 1761, being the Firft of King George 
the Third. With proper Tables; and an alpha- 
betical Index ; contaimng all the principal Matters 
in the Body of the Book : Together with an Ap- 
pendix ; containing the feveral Acts of Parliament 
now in Force in America, relating to his MajeAy's 
Forces, and the Articles of War. Collected and 
publiihed by Order of the General Assembly of 
the faid Province. By Samuel Nevill, Efq; Se- 
cond Juftice of the Supreme Court of Judicature of 
the faid Province. Volume the Second. Wood- 
bridge ^ in New- Jersey : Printed bv James Parker, 
Printer to the King's Moft Excellent Majefty, for 
the Province, m.dcc.lxi. xvi and 401 pp. Index 
56 pp; Appendix 59 pp ; Index to the Appendix pp. 
61-64. Old calf. Folio. (ll.lOs. 1991) 

NEW -YORK. Laws, Statutes, Ordinances and 
Constitutions, Ordained, made and Established, by 
the Mayor, Alderman, and Commonalty, of the 
City of W ew- York, Convened in Common-Council, 
for The good Rule and Government of the Inha- 
bitants and Refidents of the faid City. Published 
the Ninth D&j of November, in the third Year of 
the Reign of our Sovereign Lord, George the 
Third, by the Grace of God, of Great Britain, 
France and Ireland, King, Defender of the Faith, 
&c. Annoque Domini 1762. And in the Mayor- 
alty of John Cruder, Efo ; To which is added. An 
Appendix, contaming Extradts of fundry Aos of 
the General Aflembly, of the Colony of New- York, 
inmiediately relating to the good government of 
the faid City and Corporation. [New- Yorlc] Printed 
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and Sold, by John Holt, at the Printing Office, at 
the lower End of Broad Street, oppoiite the Ex* 
change, 1763. 2 prej. leaves and op. 3-108. Table 
2 pp. Folio. (lJ.ll«. 6d. 1992) 

NEW- YORK. The Charter of the City of New* 
York ; Printed by Order of the Mayor, Recorder, 
Aldermen and Commonalty of the Citv^ aforefaid. 
To which is annexed, The A6t of the General Af- 
fembly confirming the fame. New York, Printed 
by W. Weyman, in Broad-Street, 176.5. 50 f^. 
FoUo. (lLll8.6d, 1993) 

NEW-YORK. Authentic Account of the Proceed- 
ings of the Congress held at New-York, In 
MDCCLxv, On the Subject of the American Stamp 
Act. HDCCLXvii. Title and 37 pp. Half morocco. 
8w. {7t.6d. 1993*) 

NEW-YORK. The Constitution of the State of 
New- York. Philadelphia: Printed and Sold by 
Styner and Cist, in Second-ftreet, fix Doors above 
Arch-fireet. mdcclxxvii. 32 pp. Half calf, 
8w. (78. 6d. 1994) 

NEW-YORK. The Charter of the City of New- 
York. Printed by Order of the Mayor, Recorder, 
Aldermen and Common^^ Of the City aforefaid. 
To which is annexed, The A€t of the General 
Aflembly confirming the fame. New-York: Printed 
by Samuel and Jonn Loudon, Printers to the 
State. M,Dcc,LXxxvi. Tit^ and pp. 3-44. 
FoUo. (11. 10«. 1995) 

NEW-YORK. Laws and Ordinances, Ordained and 
Established by the Mayor, Aldermen and Com- 
monalty of the City of New- York, In Common 
Council convened ; For the good Rule and Go- 
vernment of the Inhabitants and Residents of the 
faid City. Published the Twenty-Ninth Day of 
March, 1786, in tlie Tenth Year of our Independ- 
ence, And in the Mayoralty of James Duane, 
Efq. New-York: Printed by Samuel and John 
Loudon, Printers to the State. m,dcc, lxxxvi. 29 
pp. Folio. (tLlOs. 1996) 

NICHOLSON (Francis). A Modeft Answer To a 
Malicious Libel Againft his Excellency Francis 
Nicholfon, Efq ; &c. Or An Examination of that 
Part of Mr. Blair's Affidavit, relating to the 
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School-Bojs of the Grammar-SchooI, in her Ma- 
jefty*s Royal College of William and Mary in Vir- ' 
ffima. Written in Virginia, in the Year 1704. 
[LfrndMi, 1706.] Privately printed, beginning with 
page 1, without separate title, 55 pp. Gulf extra bv 
Bedford. Svo, {11. Is, 1997) 

NICHOLSON (Francis). An Apolo^ or Vindi- 
cation of Francis Nicholfon, Efq ; His Majesty's 
Governor of South-Carolina, From the Uniuft Af- 
perfions ciUt on Him by fome of the Memhers of 
the Bahama-Company. London, Printed in the 
Year 1724. 62 pp. Calf extra by Francis Bedford. 
Svo. (11.1s. 1998) 

NICHOLSON (Francis). Papers Relating to An 
Affidavit Made by His Reverence James Blair ^ 
Clerk, pretended Prefident of William and Mary 
College, and fuppofed CommifTary to the Bifliop of 
•London in Virgmia, against Francis Nicholfon^ 
Efq ; Govemour of the faid Province. Wherein 
His Reverence's n%at Refpect to Government, and 
obedience to the Ninth Commandment, Thou shalt 
not bear false Witness, &c. will plainly appear ; as 
will alfo his Gratitude to the faia Govemour, from 
whom he had received fo many Favours, and to 
whom he was himfelf fo highly obliged, in feveral 
original Letters under his own Hand, fome whereof 
are here publifhed, and more ([God willing) fliidl 
hereafter. [London.^ Printed in the Year 1727. 2 
prel. leaves and 104 pp. Calf extra by Bedford. 
&V0. (iLls. 1999) 

NISBET (Charles). Monody to the Memory of 
the Rev. Dr. Charles Nisbet, many years first 
Minister of Montrose, and late President of the 
College of Carlisle in Pennsylvania. Edinburgh : 
James Ballantyne, 1805. 23 pp. Half morocco. 
Bvo. (Ss.ed, 2000) 

NODAL (Bartolome Garcia de, and G0N9AL0 de). 
Relacion/ del Viaje qve por/ orden de sv Mag.^/ 
y acverdo del Real Consejo/ de Indias Hezieron los 
Capitanes/ Bartolome Garcia de Nodal, y Gon- 
9alo/ de Nodal hermanos, naturales de Ponte/ 
Vedra, al defcubrimiento del Estrecho/ nuebo de 
S. Vicente y reconofinjo :/ del de Magallanes./ A 
Don Fernando CarriUo/ Cauallero del abito de 
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Santiago Prefidente/ en el mifmo Confejo./ Con 
Privilegio/ En Madrid, Por Fernando Correa-/ de 
Montenegro. Ano. 16217 N. S. de Atocha N. S. 
del becen Suceflb./ 1 de Conrbes Sculpfit./ 12 preL 
leaves ; viz. Engraved title ivith Portraits of the two 
brothers Nodal, the reverse blank ; * Fee de aproua- 
cion.' Spp; * Suma del priuilegio.' Ivage ; * Taj 



1 fM^e ; * Erratas.' 1 va^e ; ' A Don Fernando 
Camllo, Cauallero del Abito de Satiago, Prefidente 
del Real Confejo de Indias.' 3 pp ; * Al Lector/ 
5 pp ; * Advertencias.* 3 pp; 'Variacion de la 
agu^a' 3 pp ; Reglas para faDer la variacion de la 
aguja al nacer y pouer del Sol.* 2 m); Text 65 
folioed leaves : * Tabla Para Saler Las noras ' etc. 1 
Uaf: 'Relacion svmaria de los Servicios de los 
Capitanes Bartolome Garcia de Nodal, j Gon9alo 
de Nodal hermanos.' folioed leaves 2-15. At fol, 
35 is a copperplate Map entitled ^ Reconocimiento de 
los Estrecnos de Magallanes ' etc. ^ I de Courbes 
fculpfit.' 13i by 15§ inches. Fine copy in morocco by 
Bedford. 4to. {101.10s. 2001) 

NOMENCLATURA Brevis Anglo^Latino in usum 
Scholarum. Together with Examples of the Five 
Declenfions of Nouns : With the Words in Pro- 
pria quae Maribus and Quae Genus reduced to each 
Declenfion. Per F. G. Boston, in New-England : 
Printed by J. Draper, for J. Edwards and H, 
Foiter in Comhil. 1735. 2 prel. leaves and 88 pp. 
Calf, nmo, ilOs.6d, 2002) 

NOOTKA SOUND. An Authentic Statement of 
all the Facts relative to Nootka Sound ; its dis- 
covery, history, settlement, trade, and the probable 
advantages to be derived from it ; in an Address to 
the King. London : J. Debrett, mdccxc. Title and 
26 pp : signed ' Argonmt,' Qvo, {4s. 6d. 2003) 

NORGATE (E.) Mr. John Dunn Hunter defended : 
Or, some Remarks on an Article in the North 
American Review, in which that Gentleman is 
branded as an impostor. By E. Norgate. London: 
John Miller, 1826. 38 pp. Qvo, (2«. 6d. 2004) 

NORTH- AMERICAN (The) and the West-Indian 
Gazetteer. Containing An Authentic Defcription 
of the Colonies and Islands in that part oi the 
Globe, Shewing their Situation, Climate, Soil, Pro- 
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duce. and Trade : With their Former and Prefent 
Conaition. Also an exa6l Account of the Cities, 
Towns, Harbours, Ports, Ba^s, Rivers, Lakes, 
Mountains, Number of Inhabitants, &c. Illus- 
trated with maps. L(m(2(m,G. Robinson, mdcclxxvi. 
3 preL leaves; Introduction xxvo pp ; Text, tigna- 
tures B, to T, in sixes ^ U, 1. Addenda 2 pp, 2 
maps. Old calf, 12mo. (4«. 6ci. 2005) 

NORTH-AMERICAN (The) and the West-Indian 
Gazetteer. Containing An Authentic Defcription 
of the Colonies and Islands in that part of the 
Globe, shewing their Situation, Climate, Soil, Pro- 
duce, and Trade ; With their Former and Prefent 
Conaition. Also An exa£t Account of the Cities, 
Towns, Harbours, Ports, Bays, Rivers, Lakes, 
Mountains, Number of Inhabitants, &c. Illus- 
trated with Maps. The Second Edition. London : 
G, Robinson, mdcclxxviii. 3 prel, leaves. Intro- 
dtLction xsiv pp. Text, signatures B,to T, in sixes ^ 
U,l, 2 Maps, 12mo. (4». 6d. 2006) 

NORTHERN TOUR (A): Being A Guide to Sa- 
ratoga, Lake George, Niagara, Canada, Boston, 
&c. oec. Through the States of Pennsylvania, New 
Jersey, New York, Vermont, New Hampshire, 
Massachusetts, Rhode Island, and Connecticut; 
embracing an account of the Canals, Colleges, 
Public Institutions, Natural Curiosities, and inter- 
esting obje^bs therein. Philadelphia : H. C. Carey 
& I. Lea. 1825. 4 prel, leaves and 279 pp. Half 
calf, 12mo. {5s. 2007) 

NORTON (John). A/ Discussion/ of that Great 
Point in/ Divinity,/ the/ Sufferings of Christ;/ 
And the Questions about his/ Righteoufneffe Active, 
Paflive :/ and the Imputation thereof./ Bein^ an 
Answer to a Dialogue/ Intituled/ The Meritorious 
Price of our Redemption,/ Juftification, &c./ Bv 
John Norton Teacher of the Church/ at Ipfwich 
in New-England./ Who was appointed to draw 
up this Anfwer by the Generall Court./ Londoriy 
Frinted by A. M. for Geo. Calvert at the Sign of 
the half/ Moon, and Jofeph Nevill at the Sign of 
the Plough in the/ new Buildings in Pauls Church- 
yard. 1653./ 8 prel, leaves and 270 pp. Mottoes 1 
page, * The Copy of a Letter,' etc, 3 pp. Unbound, 
8w. {i0s,6d, 2008) 
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NORTON (John). The/ Orthodox Evangelift/ 
Or a/ Treatise/ Wherein many Great/ Eyangelical 
Truliis/ (Not a few whereof are much oppofed 
and Eclipfed/ in this perillous hour of the raffion 

' of the Gofpel)/ Are briefly Difcuiledy cleared^ and 
con-/firmea : As a further help, for the Begeting, 
and £ftabli(hing of the Faith which is in Jefus./ 
As also the State of the Blefled, Where ;/ Of the 
condition of their Souls from the/ inilant of their 
Diflblution : and of their/ Perfons after their Re- 
furre6lion./ By John Norton, Teacher of the 
Church/ at Ipfwich in New Enc^land./ LondonJ 
Printed by John Macock, for ELenry Crip{>8, and 
Lodowick Lloyd,/ and are to be fold at their Ibop 
in Popes head Alley,/ neer Lombard ftreet. 1654./ 
8 preC. leaves and 356 pp. ' An Alphabetical Table,' 
etc. 14 pp. 4to. (18«. 2009) 

NORTON (John). Abel being Dead yet fpeaketh ;/ 
or, the/ Life & Death/ Of that defenredly Famous 
Man of God,/ M' John Cotton,/ Late Teacher of 
the Church of/ Christ, at Boston in/ New-Eng- 
land./ By John Norton, Teacher/ of the fame 
Church./ LondonJ Printed bv Tho. Newcomb for 
Lodowick Lloyd, and/ are to be fold at his Shop 
nexttheCaftle-/TaveminComhill. 1658./ 51pp. 
* A Catalogue of fome Books etc,* 5 pp. Calf extra, 
by Bedford. 4to. (2i. 2«. 2010) 

NORTON (John). The/ Heart of New England/ 
Rent at the/ Blasphemies/ of the prefent Genera- 
tion./ Or a brief/ Tractate,/ Concerning the/ Doc- 
trine of the Quakers,/ Demoniirating tne deftruc- 
tive nature/ thereof, to Rdigion, the Churches, and/ 
the State : with confideration of the Re-/medy 
againft it/ Occalional Satisfaction to Objedtions, 
and Confirmation of the contrary Truth./ By John 
Norton, Teacher of the Church of/ Chrift at Bof- 
ton./ Who was appointed thereunto by the Order 
of the/ General Court./ Londim, Printed by J. H. 
for John Allen at the Rifing-/Sunne in St. Pauls 
Church-yard. 1660./ Title and OS pp. Unbound. 
16mo. (31.38. 2011) 

NOVA SCOTIA. A Genuine Account of Nova 
Scotia: Containing a Defcription of its Situation, 
Air, Climate, Soil and its Produce ; alfo Riyers, 
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Bays, Harbours, andFiih, with which they abound 
in very great Plenty. To which is Added His Ma- 
jefty's Froposals, as an Encoun^ement to thofe 
who are wuling to fettle there. London Printed : 
And Dublin, Ke-printed for Philip Bowes, Mdccl. 
16pp,halfmor, Svo. (5s, 6d, 2012) 

NOVA SCOTIA. The Conduct of the French, With 
Regard to Nova Scotia, From its firft Settlement to 
the prefent Time. In which are expofed the Falfe- 
hooa and Abfurdity of their Arguments made ufe 
of to elude the Force of the Treaty of Utrecht, and 
fupport their unjuft Proceedings. In a Letter to 
a Member of Parliament. London : T. Jefferys. 
MDCCLiv. Title, and text 77 pp. Half morocco. 
Svo. {78. 6d. 2013) 

NOVA SCOTIA. A fair Representation of His Ma- 
jefty's Right to Nova Scotia or Acadie. Briefly 
ftated from the Memorials of the English Commil- 
faries ; with an Answer to the Objections Contained 
In ^e French Memorials, and In a Treatise, En- 
titled, Difcuffion Sommaire fur les anciennes Li- 
mites de TAcadie. London: Edward Owen, 
MDCCLVi. 64ipp. halfmor. Svo. (7s. 6d. 2014) 

NOVA SCOTIA. An Account of the Present State 
of Nova Scotia. Edinburgh: William Creech; 
M,DCC,LXXxvi. viii and text 157 pp. Uncut. 
Svo. (7s. 6d. 2015) 

NOVVS ORBIS Regio-/nvmac Insvlarvm veteribvs 
incognitarvm,/ una cum tabula cofmographica, 6c 
aliquot alijs confimilis/ argumenti libefiis, quorum 
omnium catalogus/ fequenti patebit pagina./ His 
acceffit copiofus rerum memoraltilium index./ Bw 
siUae apvd lo. Hervagivm, mense Martio, Anno 
M.D.xxxii./ 24 prel. leaves ; viz. Title, on the reverse, 
* Catalogvs eorvm qvae hoc* etc, * Excellenti viro 
Georgio CoUimitio Danstettero Artis Medicae et 
discij^inarti Mathematicaffi omnium facile principi, 
Simon Grynaevs S.' 3 pp. * Index rervm' etc. 18 
pp. * Index e Brocardo,' etc. 13 pp. ' Typi Cos- 
mographici et declaratio et ufus Seoaltianum Mun- 
fterum.' 12 pp. Text 584 pp. and Colophon leaf. 
Fine copy. Old stamped calf. Folio, (tl. 10s. 2016) 

NOVVS ORBIS Re-/gionvm ac Insvlarvm ve-/teri- 
bus incognitarum, una cum tabula coliuographica, 
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&/ aliquot aliis oonfimilis argmiieziti libelliSy quo- 
rum/ omnium catalogus fequenti patebit pagina./ 
His acceffit copiofus rerum memorabilium index./ 
Pariim apvd (jaleotvm a/ Prato, in aula maiorere- 
gii Palatu ad primam columnam/ [CoUyphon] Im- 
preflum Pariliis apud Antonium Augerellum. im- 
penfis loannis/ Parui & Galeoti a Frato. Anno 
M. D. XXXII. vii./ Calen. Nouembris./ 26 vrel. 
leaves ; viz. Title, on the reverse, ' Catalogys etc. 
* Excellenti viro Georgio ' etc, 3pp. * Index rervm ' 
etc, ST pp, * Typi Cosmograpnici et Declaration' 
etc, 10 pp. Text 507 pp. [for 514] colophon leaf as 
above. Vellum. Folio. (11. 10s. 2017) 

NOVVS ORBIS. Die New/Welt, der landfchafis/ 
ten ynnd Iniulen, fo/bis hie her alien Altweltbe- 
fchrybem vnbekant,/ Jungft aber yon den Portu- 

Slefem vnnd Hifpaniem jm/ Niders/genglichen 
eer herfunden. Sambt den iitten vnnd^ebreuchen 
der Inwonenden/ vblcker. Auch was Glitter oder 
Waren man bey jnen funden, vnd jnn/ vnfere 
Landtbrachthab. Do bey iindt man auch hie den 
vrfprung vnd/ altherkummen Fiimembften Gwal- 
ti^n Volcker der Alt?/bekanten Welt, als do 
femd die Tartern^ Mofcouiten,/ ReuiTen, Preuflen, 
Hungem, Sfchlafen. etc./ nach anzeygun? vnd jnn- 
halt difs vmbs/gewenten blats./ Gearuckt zii 
Straszburg durch Georgen Vlricher,/ von Andla, am 
viertzehenden tag des Mertzens./ An. m.d.xxxiui. 
6 prel. leaves ; viz. Title, on the reverse, * Anzeygung 
vnd Inhalt diffes Biichs der Newen Welt.* * Dem 
Wolgebornen Herm Herra Reynharten Graffen zii 
Hanaw, Herm zii Lichtenberg, des Hohen Stifits zii 
Strafzburg Thiimcufter feinem Gnedigen Herm. 
etc." 10 pp. Text 242 [for 252] folioed leaves. 
Folio. (11.10s. 2018) 

NOVVS ORBIS Regio-/nvm ac Insvlarvm veteribvs 
incognitarvm/ una cum tabula cofmosraphica, & 
aliquot alijs confimilis/ argumenti libellis, quorum 
omnium catalogus/ fequenti patebit pagina./ His 
acceffit copiofus rerum memorabilium index./ Ad- 
iecta est hvic postremae Editioni/ Naui^atio Caroli 
Csefaris aufpicio in comi-/tijs Auguilanis initituta./ 
Basileae apvd lo. Hervagivm menael Martio Anno 
M.D.xxxvii. 24 mel. leaves; viz. Title, on the re- 
verse, ' Catalogus etc. ' Excellenti viro Georgio/ 
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etc. 3 ffp, ' Index remn * etc. 18 pp. * Index e Bro- 
cardo/ «tc. 13 pp. * Typi Cosmo^phici ' etc. 12 
pp. Text 600 pp ; and blank leaj with vwodcut on 
verso. Old stamped calf , Folio. (iZ.-lO*. 2019) 

N0VV8 ORBIS Re-/gionvm ac Insvlarvin vete^/ri- 
bvs inco^itarym vna CTm Tabvla Cos-/niographi- 
ca, & aliquot alijs confimilis argumenti ubellis, 
nunc no-/ni8 navigationibTS audnis, quorum om- 
nium catalogus/ fequenti patebit pagina./ His ac- 
cel'sit copiofus rerum memorabilium index./ Ad- 
iecta est hvic postremae Editioni/ Nauip^atio Caroli 
Caesaris aufpicio incomi-/tijsAuguftanis inflituta./ 
Basilea apvd lo. Hervagivm, Anno m.d.lv./ 26 
preL leaves ; vis. Titley on the reverse, ' Catalogvs ' 
etc. * Excellenti viro Georgio,' etc. 3 pp. ' Index 
rerum' etc. 33 pp. Errata on the last poge ; blank 
leaf; * Typi cosmographici ' etc. 12 pp. Text 677 pp ; 
blank leaf with woodcut on the reverse. With Map, 
Fine copy. Best Edition. Folio, (IZ. 10s. 2020) 

NOVUS ORBIS./ id eft,/ Navigationes/ Prim» in 
Americam :/ qmbus adjunximus/ Casparis Varrerii 
discvrsvm/ fuper Ophyra Redone./ Elenchum 
Autorem verfa pagina/ Le&or inveniet./ Batero- 
damiJ Apud lonannem Leonardi Berewout/ Anno 
do. l3. cxvi./ Sprel. leaves; viz. Title^ on the re- 
verse * Elenchvs Avtorvm.' ' Omatisllmis, Pruden- 
tiiimisque viris in CoUegio Thalassiarchico vrbis 
Roterod. Dominis fuis.' 13 pp : Text 570 pp ; and 
1 blank leaf. I * Casparis/ Varrerii Lvsitani/ Com- 
mentarius/ de Ophyra/ Regione,/ In facris litteris 
Lib. III. Regum/ & II. Paralipomenon./ Rotero- 
dami,/ Apud loannem Leonardi Berewout,/ Anno 
1616./ Title, and 82 unnumbered pages. Fine copy. 
Small^vo, {n.V2s.6d. 2021) 

NUEVA ESPANA. Continente/ Americano,/ Ar- 

fonauta/ de las Costas/ de/ Nueva-Espana,/ y/ 
ierra-Firme,/ Islas, y Baxos/ de esta Navega- 
cion,/ I^ngitud,/ y Altura de Polo,/ de sus Puer- 
tos,/ y Noticias de estas Habitaciones. [Cadis 
1728 ?J 3 prel. leaves and 161 pp. Old red morocco. 
Qvo. (12s. 6d. 2022) 

NUNEZ CABECA DE VACA (Alvar). C La 
relacion y comentarios del gouema/ dor Aluar nu- 
nez cabe^a de ya^a, de lo acaefcido en las/ dos jor- 
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nadas quebizo a las Jndias./ Con priuileno./ 
% £ila taflada por los feiiores del confejo en Ocneta 
y cinco mrs./ IColophon] Mf Impreffo en Vallado- 
lidy por Francilco fer-il#/nandez de Cordoua. Ano 
de mil y quinien-/nientos y cinquentay cinco fmos./ 
146 leaves; viz. Title loitn engraved coat of Arms , 
on the reverie * El Rey/ signed * Francilco de Le- 
defina/ and fol. ij. to fol. Ivj. the reverse blanhtHf 
CommentaM^/rios de Alyar Nmez Cabe/^a de 
vaca, adelantado y gouernador dela pro/uinca del 
Rio de la Plata./ Scriptos por Pero hemandez 
fcriuano y fecre-/tario dela prouincia. Y dirispdos 
al ferenin./ muy alto y muy poderofo feiior/ el In- 
fante don Carlos. N. S./ 1 page. *Probemio.' 5pp ; 
the 4th page of the Prohemis is ' Fol. Ivij.' and fol. 
Iviij. to fol. cixiiii. r/»r cxliiii.] fol. xxv. [for xv.j 
fol. Ixi. Uor Ixii.] fol. Ixxxiii. [for Ixxxv/I Black 
letter. Fine large copy in blue mor. by Bedford, 
4to. (101. 10s. 2023) 

NUNEZ CASTANO (Diego). Breve compendivm/ 
Hostivm Haere-/ticorym Olandensiym/ aduentum 
in Valdiuian, explorato/rem miflum, & narrationem 
eius,/ fugam illorum com pa6to redeun-/di : proui- 
das difpofitiones Prorregis :/ Claffim expeditam ad 
conditum e-/ius cum rebus neceflanjs,/ &c alia conti- 
nens./ Gvbemante Exc. D.D./ Petro k Toleto & 
Ley va Prorrege./ Repante Philippo I III./ Hif- 
paniarum Rege./ Stvdio, et Labore/ Didaci Nuiies 
Caftano Prefbvteri./ Limtey Anno 1646./ Titl€,on 
the reverse ' Ad Oblationem Libri.' andjolioed leaves 
%S6. 16mo. {n.Us.6d. 2024) 

NUNEZ DE HARO (Alonso). NoselD'. D. Alon- 
so Nunez de Haro, y Peralta, por la Graciade Dios, 
y de la Santa Sede Ap6stolica, Arzobispo de Me- 
gico, del Conseio de su Magestad, &j. \Meiico\. a 
Broadside in 2 Sheets. Folio. (7i,6d. 20'«5) 
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BJECTIONS (The) to the Taxation 
of our American Colonies^ by the 
Leeiskture of Great Britain, 
Briefly Confider'd. London : J. WU- 
kie, 1765. Title, and pp. 3-20. 
4to. (78, 6d. 2026) 

OBSERVATIONS on American Independency. 
Upp, signed *T.T.B: 8w. (45. 6d. 2027) 

OBSERVATIONS on the Conduct of Great Bri- 
tain, with Regard to the Negociations and other 
Transactions Abroad. London, J. Roberts. 1729. 
61j>p. 8vo. {5s, 6d, 2028) 

OBSERVATIONS on the Case of the Northern 
Colonies. London: J. Roberts, 1731. 31 pp, half 
nujr, Qvo. (7s. 6d. 2029) 

OBSERVATIONS Occaaon'd by reading a Pam- 
phlet, intitled a Discourse concerning The Cur- 
rencies of the Britilh Plantations in America. In 
a Letter to * * * * *. London : T. Cooper, 1741. 
93 pp. half mar. Svo. (4e. 6d. 2030) 

OBSERVATIONS On the Inflaving. importing and 
purchaiing of Negroes ^ With fome Advice thereon, 
extracted from the Epiftle of the Yearly-Meeting 
of the People called Quakers held at London in 
the Year 1748. Second Edition. Germantown : 
Printed by Christopher Sower. 1760. 16 pp. 
8w. (7s. 6d. 2031) 

OBSERVATIONS on a late State of the Nation. 
London : J. Dodsley, mddclxix. Title and 97 pp. 
Mo. (4s. 6d. 2032) 

OBSERVATIONS on a Late State of the Nation. 
The Fourth Edition. London, J. Dodsley, mdog 
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Lxix. Half-title, title, ^ 155 pp. Half morocco. 
Qvo, (4».6d. 2033) 

OBSERVATIONS on Several Acts of Parliament, 
passed In the Fourth. Sixth and Seventh Years of 
His Present Majesty s Reign. Publiftied by the 
Merchants of Boston. Boston : Printed by Edes 
and Gill. London: Reprinted for G. K!earsly, 
M.DCC.Lxx. Title and text 37 pp. half morocco. 
8vo. {58.6d. 2034) 

OBSERVATIONS : On the Reconciliation of Great- 
Btitain, and the Colonies ; In which are exhibited 
Arguments for, and a^ainil, that Measure. B^ a 
Friend of American Libertjr. Philadelphia ; Prmt- 
ed, by Robert Bell, in Third-Street, mdcclxxvt. 
32 pp. * The Plan of an American Compact, with 
Great-Britain. Firft Publiflied at New- York.* pp 
3^-40. half mor. Svo. (5s. 6d. 2036) 

OBSERVATIONS on the Dutch Manifesto, ad- 
dressed to the Earl of Shelbum. London: G. 
Kearsly, [1781]. iu and 27 pp. 8w. (4». 6d. 2036) 

OBSERVATIONS on the Commerce of the Ame- 
rican States. With an Appendix ; containing An 
Account of all Rice. Indigo, Cochineal, Tobacco, 
Sugar, Molafles, ana Rum imported into and ex- 
ported from Great Britain the laft ten Years. Of 
the Value of all Merchandize imported into and 
exported from England. Of the Imports and Ex- 
ports of Philadelphia, New- York, &c. Alfo an 
Account of the shipping employed in America 
previous to the War. The Second Edition. Lon- 
don : J. Debrett, mdcclxxxiii. 2 prel. leaves and 
122 pp. ' The Tables ' etc. 1 page, < Contents of the 
Appendix* iv pp. * Appendix.'^ No. I to XVIII. 
Tables. Halfnurr. 8vo. (5s. 6d. 2037) 

OBSERVATIONS on the Fift Article of the Trtaty 
with America : And on The Neceffity of appoint- 
ing a Judicial Enqiiiry into the Merits and Losses 
of the American Lovalists. Printed by Order of 
their Agents. London : G, Wilkie, mdcclxxxiii. 
t9 pp. half mar. Qvo. (4». 6d. 2038) 

OBSERVATIONS on a Pamphlet, entitled A State 
of the Present Form of Government of the Pro- 
vince of Quebec ; circulated in London, during the 
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last summer. With an Appendix, containing in- 
formation on the sabject. 6y a Citizen of Quebec. 
London: J. Stockdale, mdccxc. Title ^ 78 pp, 
Halfmor. Svo. (4s. 6d. 2039) 

OBSERVATIONS on the Present War, the Pro- 
jected Invasion, and a Decree of the National Con- 
vention, for the Emancipation of the Slaves in the 
French Colonies. [By the Rev. John Hampson]. 
Sunderland : [1793J. Half-title, title, and pp, 3-61. 
halfnwr, 8vo. {3s, 6d, 2040) 

OBSERVATIONS on the System by which Estates 
have been and are still Managed in Jamaica ; and 
on the Apprenticeship introduced by the recent 
Abolition Act. By a Proprietor. Edinburgh: 
Maclachlan and Stewart, mdcccxxxvi. 27 pp. 
Svo, (2s. 6<i. 2041) 

O'CALLAGHAN (E. B.) Jesuit Relations of dis- 
coveries and other occurrences in Canada and the 
Northern and Western States of the Union. 1632- 
1672. By E. B. O'Callaghan, M.D. Correspond- 
ing Member of the New York Historical Society, 
and Honorary Member of the Historical Society 
of Connecticut. From the Proceedings of the 
New York Historical Society, Nov. 1847. New 
York : Press of the Historical Society, moccxlvii. 
22 pp. calf, Bvo, (7s, 6d. 2042) 

OCCASIONAL Reflections on the Importance of 
the War in America, And the Reasonableness and 
Justice of Supporting the King of Prussia, &c. In 
Defence of the Common Cause. Founded on a 
general View of the State and Connections of this 
Country ; the General Syilem of Europe; and the 
ambitious Defigns of French Policy for overturn- 
ing the Ballance of Power and Liberties of Europe. 
In a Letter to a Member of Parliament. London : 
J, Whiston and B. White, m.dcc.lviii. Half title, 
title,and 139 pp. half mor. 8vo, (7s. 6d, 2043) 

OCCOM (Sampson). A Sermon at the Execution 
of Moses Paul, an Indian ; Who had been guilty 
of Murder, Preached at New Haven in America. 
By Samson Occom, A native Indian, and Mif- 
fionary to the Indians, who was in England in 
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1776 [1766] and 1777, [1767] colleding for the 
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Indian Charitj Schools. To which is added a 
short Account of the Late Spread of the Gospel, 
among the Indians. Also Observations on the 
Lan^age of the Muhhekaneew Indians; com- 
municated to the Connecticut Society of Arts and 
Sciences, by Jonathan Edwards, D.D. !New 
Haven, Connecticut : Printed 1788, London : Re- 
printed, 1788, 24 pp, * Observations/ etc. 16 pp, 
8vo. (5«. 6rf. 2044) 

OCKANICKON. A True/ Account/ of the/ Dying 
Words/ of/ Ockanickon,/ an Indian/K ing./ Spoken 
to/ Jahkursoe,/ His Brother's Son, whom he ap- 
pointed/ King/ after him./ [London'] Printed m 
the Year 1683. 6 pp. On the reverse of the title, 
*A Letter' etc. dated * Burlington the 12th, of the 
5th. Month, 1682.' signed * John Cripps.* 
4to. (li.ll«. 6d. 2045) 

O'DONOJU (Juan). Correspondencia entre el 
General D. Juan 0-Donoju, y el Brigadier D. 
Francisco Lemaur, Y las dltimas cartas de aquel al 
general D^vila, con las respuestas de ^ste. IColop- 
hon'] Habana. 1821. Diaz de Castro. 25 pp, half 
mar, 8»o. (3«. 6d. 2046) 

O'DONOJU (Juan). Refutacion, con notas interes- 
tantes, al parte que dirigio a Superior Gobiemo el 
Teniente General Don Juan 0-Donoju sobre el 
Tratado que Firm6 en C6rdoba. Habana. — 1822. 
Pedro Nolisce Bolona, Title and 15 pp, halfmor, 
8w. (3s. 6d. 2047) 

OEXMELIN (Alexandre Olivier). Histoire/des/ 
Avanturiers/ qui se sont signalez dans les Indes,/ 
contenant/ ce qu'ils out fait de plus remarquable/ de 
puis vingt Anne'es.y A vec/ La V ie, les Mceurs, les 
CoOtumes des Habitans de Saint Do-/mingue & de 
la Tortue, & une defcription eza6te de ces/ lieux ;/ 
Ou Ton voit/ L'etabliiiement d'une Chambre des 
Comptes dans les Indes,/ & un Etat, tir6 de cette 
Chambre, des Offices tant Eccle-/iiaiiiques que Se- 
culiers, od le Roy d'Efpagne pourvoit, les/ Re- 
venus au*il tire de rAmerique, & ce que les plus 
grands/ Princes de TEurope y pofledent./ Le tout 
enrichi de Cartes Geographiques 6c de Figures/ en 
Taille-douce./ Par Alexandre Olivier Oexmelin./ 
A Parts,/ Jacques leFebure,/M.Dc.Lxxxviii./ Avec 
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Privilege du Roy./ Two Volumes. Tome Premier. 
12 pre/, leaves including Engraved titie, and 448 pp. 
r/br 248] Table 16 pp. Map* at pp. 1, 179. Tome 
Second. S]^L leaves and iS5 pp. Table 16 pp. 'Ex- 
trait du Pnvilege.' 1 page. Map at page 153. Old 
calf. 12mo. {8s. 6d 2048) 

OGDEN riJz4L). The Theological Preceptor; or 
Youth's ReU^ous Instructor. Containing a Sum- 
mary of the Principles, Rise, and Progrelis of Re- 
ligion^ from the Creation of the World, to the Con- 
fumation thereof; — together with moral Reflec- 
tions, &c. and a Sketch of the Arguments in Favour 
of Chriitianity. In a Series of Dialogues. By 
Uzal Ogden Jun. a Candidate for Ho^ Orders. 
New York: Printed by John Holt, m,dcc,lxxii. 
xH and 259 pp. Itmo. {IQs. 6d. 2049) 

OGLE (Sir Chaloner). The Tryal of Sir Chaloner 
Ogle, Kt. Rear-Admiral of the Blue, before the 
Chief Juftice of Jamaica, For an Anault on the 
Perfon of his Excellency Mr. Trelawney the Go- 
vernor, committed in his own Houfe in Spanifh 
Town on the 22d Day of July laft. With Authentic 
Copies of the feveral Letters that pafled on that 
Occalion, between Mr. Concanen, now Attorney- 
General of the Ifland, Sir Chaloner Ogle, the Go- 
vernor, and A — 1 V — . [Admiral Vernon.] Lon- 
don Printed: Dublin Reprinted mdccxlii. 16 pp. 
Half morocco. Svo. {7s. 6d. 2050) 

OGLE {Sir Chaloner). The Tryal of Sir Chaloner 
Ogle, Kt. Rear Admiral of the Blue. Before the 
Chief Justice of Jamaica, For an Aflault on the 
Perfon of his Excellency Mr. Trelawney the Go- 
vernor, committed in his own Houfe in Spanifh 
Town, on the 22d Day of July laft. With Authen- 
tic Copies of the feveral Letters that pafled on that 
Occafion, between Mr. Concanen, now Attorney 
General of the Ifland, Sir Chaloner Ogle, the Go- 
vernor, and A — ^1 V — . London: W. Webb, 
M,DCCXLiii. 32 pp. halfmor. 8vo. {7s. 6d, 2051) 

OGLETHORPE (General). An Impartial Ac- 
count Of the late Expedition Against St. Augustine 
Under General Oglethorpe. Occafioned by The 
Suppreflion of the Report, made by a Committee 
of the General Aflembly in South-Carolina, tranf- 
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mitted, under the Great Seal of that Province, to 
their Agent in England, in order to be printed. 
With an Exaft Plan of the Town, Caftle and Har- 
bour of St. Augultine, and the adjacent Coaii of 
Florida ; Ihewing the Difpoiition of our Forces on 
that Enterprize. London : J. Huggonson, 1742. 
68 pp. With Plan of St, Augustine, Halfmor, 
Svo, (i0s,6d, 2052) 

OLD ENGLAND for Ever, or, Spanifh Cruelty 
difplay*d. [Limdon, 1741 ?] pp, 7-320. TitU and 
pel, leaves wanting. Old caff. 8t;o. (7«. &d, 2053) 

ON A (Pedro de). Aravco/ domado./ Compvesto 
por el/ Licenciado Pedro de Ona, natural ae los/ 
Infantes de Engol en Chile, Colegial del/ Real 
Colegio Mayor de San Felipe, y/ San Marcos 
fundado en la Ciu-/dad de Lima./ Dirigido a Don 
Hvrtado/ de Mendo9a, Primogenito de don Garcia 
Hur-/tado de Mendo9a, Marques de/ Caiiete, &c./ 
Ano, 1605./ Con privilegio ;/ En Madnd, por Ivan 
de la Cuefla./ Vendefe en cafa de Franciico Lopez./ 
16 prrel. leaves; Text S4Sfolioed leaves. * Tabia* 3 
pp. Old calf, Qvo, {3l,13s,6d, 2054) 

OPPORTUNITY (The), or Reasons for an Imme- 
diate Alliance wiui St. Domingo. By the Author 
of " The Crisis of the Sugar (jolonies." London : 
J. Hatchard, 1804. vHi and text 156 pp. Unbound. 
Svo. (3s. 6d. 2055) 

ORDERS in Council ; or, an Examination of the 
Justice, Legality, ana Policy of the New System 
of Commercial Regulations. With an Appendix 
of State Papers, Statutes, and Authorities. The 
Second Edition. London : Longman, 1808. Half- 
titUy title, and 120 pp. Svo. (3s. 6d. 2056) 

ORFORD (Robert, Earl of). A Further Report 
from the Committee of Secrecy, Appointed to En- 

Juire into the Conduct of Robert, Earl of Orford ; 
)uring the lail Ten Years of his being Firft Com- 
missioner of the Treasury, and Chancellor and 
Under-Treafurer of his Majesty's Exchequer. De- 
livered the 30th of June 1742. London: T. Leech, 
1742. 132 vp, * No. 13' a folded sheet between pp. 
128 6i 129. halfmor, Svo, (4s. 6d, 2057) 

ORIGIN (The) of the Whale bone-petticoat. A 
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Satyr. Boston, Auguft 2d. 1714. 8 pp. in Verse, 
8vo. (10s. 6(i. 2058) 

OSORIO (HiERONYMo). De Rebvs,/ EmmanyeliB 
Re^s Lv-/sitaniae InvicdBsiini Virtvte/ et Arspicio 

festislibri/dvodecim./ Au6tore Hieronymo Olorio/ 
ipiscopo Sylvensi./ Olysippone.f Apad Antonium 
Gondifaluu Typo^phum./ Anno Domini m.d. 
Lxxj./ Cym rriyilegio Regio./ 480pp. including 
the title. Privilege ami Errata i pp. Fine copy. Out 
calf. Folio, (1/. U. 2059) 

OTHER (The) Side of the Queftion : Or a Defence 
of the Liberties of North- America. In Answer to 
a late Friendly Address to All Reafonable Ameri- 
cans, on The Subject of Our Political Confusions. 
By a Citizen. Sew York : Printed by James Ri- 
yington, fronting Hanoyer-Square. M,Dcc,Lxxiy. 
30 pp. /wi/mor. 8w. (Js, 6d, 2060) 

OTIS (James). The Rights of the Britifli Colonies 
Aflerted and proved. By James Otis Efq , Boston : 
Printed and Sold by Edes and Gill, m Queen- 
Street, M,DCC,Lxiy. 80 pp. Half morocco. 
8w. (5s. 6d. 2061) 

OTIS (James). The Rights of the Britilh Colonies 
Aflerted ana proyed. By James Otis, Efq ; The 
Second Edition. Boston, New Eneland, Printed; 
London Reprinted for J. Almon, [1765?] 120 pp. 
halfmor. Svo. {5s. 6d. 2062) 

OTIS (James). The Rights of the Britiih Colonies 
Aflerted and proyed. By James Otis, Efq ; The 
Third Edition, corrected. Boston, New- England, 
Printed: London Reprinted, for J. Williams, 1766. 
UOpp.halfmor. Svo. {5s. 6d. 2063) 

OTIS (James). A Vindication of the Britifh Colo- 
nies. By James Otis, Efq ; Of Boston. Boston, 
printed : London, reprinted for J. Almon, 1769. 2 
prel. leaves and text 48 pp. Half morocco. 
8vo. {6s. 6d. 2064) 

OUSELEY (William Gore). Remarks on the Sta- 
tistics and Political Institutions of the United 
States, with some Obseryations on the Ecclesias- 
tical System of America, her Sources of Reyenue, 
&c. To which are added Statistical Tables, &c. 
By William Gore Ouseley, Esq. Attache to his Ma- 
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jeety's Legation at Washington. London : J. Rod- 
well, 1832. TV and 208 pp. 8w. (3s. 6d. 2065) 

OVALLE (Alonso de). Historica/ Relacion/ Del 
Reyno de Chile,/ Y delas miifiones, y miniderios 
que exercita en el/ la Compaiiia de lesv s./ A N ves- 
tro Senor/ lesv Christo/ Dios Homhre,/ Y ala San- 
tifsima Virgen, y Madre/ Maria/ Senora del Cielo, 
y delaTierra,/ y alos Santos/ loseph, loachin. Ana/ 
lus Padres, y Aguelos./ Alonso de Ovalle/ Dela 
Compania de lesvs Natural de Santia-/go de Chile, 
y lu Procurador a Roma. En fioma, por Francifco 
Cauallo. M.Dc.xLvi./ Con licencia delos Superio- 
res./ 5 preZ. leaves; viz. [Advertisement] Varias, y 
Cvriosas Noticias del Reino de Chile, eto, 1 page 
the reverse blank ; Title on the reverse ' Qvefta Rela- 
tione del Chile,* «tc. * Prologo al letor.* 3 pp, * Ad- 
uertencia para no errar en poner las Imagenes,' etc, 
'Zpp: ' Protesta del Avtor.' 1 page. Text 456 pp. 
With Map of Chile, and 37 Copperplates at pp. 51, 
58, 88, 90, 91, 92, 104, 107, 186 (3), 288, 302, 322 
^3), 393. With 18 woodcuts at the end. Vellum. 
Folio. (SI. 3s. 2066) 

OVIEDO (Hernandez de). La hiiioria general/ 
delas Indias./^ Con priuilegio imperial ^/ [Co- 
lophon'] De Seuilla a treynta/ dias del mes de Seti- 
embre: de M. d. r treynta r cinco anos [1535]. 
Title in black and red, having on the reverse 11 lines 
giving a fuller description of the book ; Preface * Li- 
oro primero * 6 pp ; Text in cxciijfolioed leaves. Very 
fine copy in Black Letter. Folio. (10/. 10s. 2067) 
At the end of tlie book is the autograph of the author. 

OVIEDO Y VALDES (G0N9AL0 Fernandez de). 
C Libro. XX. De la fegunda parte de la general/ 
niiloria de las Indfas. Efcripta por el Capltan/ 
Gon^alo Fernandez deOuiedo. y Valdes. AU/cayde 
de la fortaleza y puerto de Sacto Domin/go, d'la 
ifla Efpanola. Croniila d' fu Mageflad./ Que trata 
del eftrecho de Magallans./ fi Ln Valladolid. Por 
Francifco Fernandez de Cordoua,/ Impreffor de su 
Mageilad. Ano de m.d.lvii./ [Colopnon] ([ Im- 
preffo en Valladolid, por fras/cisco femandez de 
Cordoua./ En efie ano de m.d.lvii./ 64ifolioed 
leaves including title. Black letter. Fine copy. 
Folio. (4/.14S. 6d. " 
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AINE (Robert Treat). The Works, 
in Verse and Prose, of the late 
lijpss .uj Robert Treat Paine, Jun. Esq. 
3 i^SAji W*^ Notes. To which are pre- 
H b/tlSr fixed. Sketches of his Life, Cha- 
racter, and Writings. Boston: J. 
Belcher. 1812. xc and 464 pp. Er- 
rata 1 page. With Portrait of Paine. Green mo- 
rocco extra gilt. Svo. . (10«. 6d. 2069) 

PAINE (Thomas). The American Crisis, and a 
Letter to Sir Guy Carleton, on the marder of Cap- 
tain Huddy, and the intended retaliation on Cap- 
tain Asg^, of the Guards. By Thomas Paine, 
Author of Common Sense — Rights of Man — Age 
of Reason — and the Decline and Fall of the Eng- 
lish System of Finance. London: Daniel Isaac 
Eaton, Title and 293 pp. Svo. (7s. 6d. 2070) 

PAINE (Thomas). Obseryations on Paine's Rights 
of Man, in a Series of Letters, By PubUcola, 
[John Adams]. Newcastle : Hall and Elliot. S6 
pp. nmo. {Ss.6d. 2071) 

PAINE (Thomas). A Letter addressed to the Abbe 
Raynal of the Affairs of North- America. In which 
The Miftakes in the Abbe's Account of the Reyo- 
lution of America are corrected and cleared up. 
By Thomas Paine, M.A. Of the University of 
Pennsylyania, and Author of a Tract, entitled 
" Common Sense." Philadelphia, printed : Lon- 
don, reprinted, C. Dilly, m.dcc.lxxxii. viii and 76 
pp. halfrrwr. 8w>. (3«. 6d. mr^) 

PAINE (Thomas). Common Sense : Addreffed to 
the Inhabitants of America, On the following In- 
teresting Subjects. I. Of the Origin and Defign of 
Government m general, with concife Remarks on 
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the Englilh Conftitution. II. Of Monarchy and 
Hereditary Succession. III. Thoughts on the 
prefent State of American Affairs. IV. Of the 
prefent State of America, with fome Mifcellaneous 
Befle^ons. A New Eaition. With federal Ad- 
ditions in the Body of the Work. To which is 
added, an Appendix ; together with an Addrelii to 
the People called Quakers. The New Edition 
here given increafes the Work upwards of One 
Third. By Thomas Paine. Secretary to the Com- 
mittee for Foreign Affairs to Congrefs during the 
American War, and Author of the Rights of Man. 
and a Letter to the Ahh6 Raynal. Lmidon : Printed 
and sold hy all the Booksellers. m.dcc.xcii. 58 pp. 
12mo. (3s. 6d. 2073) 

PAINE (Thomas). Common Sense ; addressed to 
the Inhabitants of America, On the following in- 
terefting Subjects : I. Of the Origin and Defign of 
Government in general, with concife Remarks on 
the Englilh Conliitution. II. Of Monarchy and 
Hereditary Succeffion. III. Thoughts on the 
Prefent State of American Affairs. IV. Of the 
prefent Ability of America, with fome mifcellane- 
ous Reflexions. A New Edition with feveral Ad- 
ditions in the Body of the Work. To which is 
added, an Appencux; together with an Addrefs 
to the People called Quakers. N. B. The New 
Edition here given increafes the Work upwards of 
One-Third. By Thomas Paine, Secretary to the 
Committee for Foreign Affairs to Congrefs, during 
the American War, and Author of the Rights of 
Man, and a Letter to the Abbe Raynal. London : 
H. D. Symonds, 1792. 36 pp. WUh Portrait of 
Thomas Paine, 12mo. (4s. 6<2. 2074) 

PAINE (Thomas). A Letter addressed to the Abbe 
Raynal, on the affairs of North- America. In which 
the mistakes in the Abbe's Account of the Revolu- 
tion of America are corrected and cleared up. By 
Thomas Paine, Secretary for Foreign Affairs to 
Congress during the American War, and Author 
of Common Sense, and the Rights of Man. Lon- 
don : J. Ridgway, m,dcc,xcii. 46 pp. Unbound, 
nmo, (48.6rf. 2075) 

PAINE (Thomas). Letter addressed to the Ad- 
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dresserSy of the late Proclamation. By Thomas 
Paine, Secretary for Foreign Affairs to Congress 
in the Americui War, and Author of the Works 
intitled " Common Sense," " Rights of Man, Two 
Parts," &c. Lmdon: H.D. Symonds, 1792. 40 
pp. 12mo. (38, 6d. 2076) 

PAINE (Thomas). Miscellaneous Articles, by 
Thomas Paine. Consisting of A Letter to the 
Marquis of Lansdowne. A Letter to the Authors 
of the Republican. A Letter to the Abbe Syeyes. 
Thoughts on the Peace, and the Probable Advan- 
tages thereof. First Letter to Mr. Secretary Dun- 
das. Letter to Lord Onslow. Second Letter to 
Mr. Dundas. And A Letter to the People of 
France. Loruion: J. Ridgway, m.dccxcii. S6pp. 
12mo. (3». 6d. 2077) 

PAINE (Thomas). Rights of Man: Beingan An- 
swer to Mr. Burke's Attack on the French Revolu- 
tion. By Thomas Paine, Secretary for Foreign 
AfBEurs to Congress in the American War, and Au- 
thor of the Works intitled " Common Sense," and 
" A Letter to the Abbe Raynal." Part I. London : 
H. D. Symonds, m,i>cc,xcii. iv and 78 pp, and 1 p, 
12nu>. ^ (4».6d. 2078) 

PAINE (Thomas). Rights of Man; part the Second. 
Combining Principle and Practice. By Thomas 
Paine, Secretary for Foreign Affairs to Congress 
in the American War, and Author of the Works 
entitled " Common Sense," and the " First Part of 
the Rights of Man." London : H. D. Symonds, 
1792. 94 pp. and 1 p. nmo. (45. 6d. 2079) 

PAINE (Thomas). Rights of Man : Part the Se- 
cond combining Principle and Practice. By Thomas 
Paine, Secretary for Foreign Affairs to Coneress 
in the American War, and Author of the Works 
intitled " Common Sense," And the " First Part 
of the Rights of Man." London : Printed for the 
Booksellers. m,dcc,xcii. ^tpp. Unbound. 
12mo. (S«. 6d. 2080) 

PAINE (Thomas). Mr. Paine's Principles and 
Schemes of Government examined, and his errors 
detected. Edinburgh: J. & J. Fairbaim, 1792. 2 
prel. leaves and 60 pp. Svo. (5s. 6d. 2081) 
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PAINE (Thomas). Paine's Political and Moral 
Maxims; selectea from the Fifth Edition of Rights 
of Man, Part I. and II. With Explanatory Notes 
and Elucidations ; additional intereiting Obferva- 
tions on the preient State of Public Affairs ; and 
important information for the benefit, not of the 
Houl'e of Commons at Wefhninfier but of the whole 
Commons of Great Britain and Ireland. And an 
Intro-dudtorv Letter to Mr. Paine. By a Free- 
Bom Englishman. London : Printed for the Book- 
sellers. 1792. 47 pp. Sw. (Ss.6d. 2082) 

PALAFOX (Juan de, El Obispo de la Puebla de lof 
Angeles), Al/ Rey Nvestro Senor./ Satisfacion/ 
al Memorial de los/ Religiosos de la Compania/ 
del nombre de lesvs de la/ Nveva-Espana./ Por/ 
La Dignidad Epifcopal de la Puebla de los An- 

feles./ Sobre la Execvcion, j Obediencia/ del 
(reue Apoftolico de N. Santifsimo Padre/ Inno- 
cencio X./ Expedido en sv favor a XIIII./ de 
Mayo de m.dc.xlviii./ Y/ Paflado repetidamente, 
y mandado executar por el/ Supremo Confejo de 
las Indias./ En el qual determino fu Santidad 
veinte y feis Decretos/ Sacramentales, y lurifdic- 
cionales, importantes/ al bien de las abnas./ Ano 
de M.DC.ui./ TitUy reverse blank; 3 leaves and 
folioed leaves 4 to 157. Fine copy. Vellum, 
Folio, (11, Is, 2083) 

PALAFOX (Juan de, El Obispo de la Puebla de los 
Angeles), [Memorial del Dr. Palafox al Rey Sobre 
el Tratamiento de los Indios] Running title, Vir- 
tudcs/ dellnJio./ [Pu^bh, 1634 yrHnm. 
4fo. {liU.lQg. SO04) 

Tlfla n-lensTirln), rf»pttLkii|? I he Virtuef of tlie InilLmati., m« prv 
liiilily pny^ttly prJntftJ Tor thr ctiMe nfthc Ktu; ftDil llit <.'adai-ii 
vf Ihe I utile*, ifr It U without dinti't T*i*(^e tff ftTinti&t, nikiaa at 
V hdterK tl ih- or any nf the onui L ' FrinitftfS' ' ll&lism paK" p 
aixi. 1< etitidit^d iui)o3l rhipi^ri prfreilerd h; tn IntrodiKtory Jld^ 
Hresd tm tli4: Kin^K Hit! fft^rlf ■& H muftiETnc uf the [itdluitT ** 
wlU »pptifcr by thie hcadii^p nf ilic CUnitttr*; y]t. 

nn, |. Uuaoi (il|ri34w IViD Inft indian {J^k ftm^KLIV Rt!AJl J de 
\, ftlaifFftadp piir Jk fh nutdpi) f.Qn {\nm ri^ I i^ibieroii lii I^t 
du rhriflu .s«iicr Nu^aro | Mon vUthft d¥ fi»» C»*ollifw f 



t'aitdtl'aj. I 
Cnp, LI. De lu que mtTtrf.a Iw Itidin* e9 ampam Reil J de 

V, Ma^Dsd, tur el Tiui^r ifniLidc 4.-dii que | fe exefcibn en 

la Relliftou Chrjf- 1 ti^M I 
C»ft- 11 1. De lo flUP itiernictn el fl,innmrn Rtal dei V. M, j |im 

liidJoA. por Ik Oi BLuLdM tram uue haii en- j trail':i tin Hi Real 
" " iiftiti -^ - ' 



t-'yronn, J fu fide' I lld«d <xnin»n{l/'- | fins»- ( 
Cni». IV. Del ¥»lor, j wfuerv' 4t! lo* IiirfJc*. j ^^im fc | 
l«iEafi, y rcDilJEiiirntrr a |<« t4>r<4a« d<; V. ( nafefladjiw 
{jroccido de t^jbt a nje | anioo, £b» de vlr- 1 UWl. j 
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Cap. V. Qmndirnot Ton 1m ladios de la proteocion I Real, 
por la* vUlidades que ban caufeedo | a la Corona de Ef- I 
pafta.! 

Cap. VI. De li Imnov^ftidi d«1nB Ln^iot, y M^^ ^ ballan | 
comumente i^ilii^vtrki d(^ l^i vkdiM di< (islJi^rM^T < aubiclon, 
codicia, auark'lRL, irm it einbSiiJap | jue^^i^^ bLojifpulas, iniF 
amentos, yiuuf- 1 mkindimifsiH \ 

Cap. VII. De ntroi irnr* vjcW de E^tnAiLlLiM, Oule, | J 
Perez a, en hmv rio^ltui Incurrlr Iqa \ Jniilm, | 



Cap. VIII. Di} in pubn'U d*l Iwlinn I 
Cap. IX. De Jn pacieiiicla 4]^l Indkn. \ 
Cap. X. De U Ub^raliAiid dt^L Indio. | 



Cap. XI. De Ib huui'ftjdi^ 4til Inctin. t 

Cap. XII. De La purHmonJu iIl'L I iidtn en fu CoFafdl* I" 

Cap. XIII. De la ubedLKhciiLdiit Imtln. [ 

Cap. XI III. lie In difL'tx^li^ik^ jr clL'^amii dt^l Eiidln^ | 

Cap. XV. De \W. «if nrJc/, ;r iJruruiJlitLid lie] LmiJo. | 

Cap. XVI. Dl- k iiiduni-iikdL'i liuJtQ, TeJuJuisiLjiinie en | las 

Artes mecantciw. j 
Cap. XVII. De U Jufticia del ludio. | 
Cap. XVIII. De la valentla del Indio. I 
Cap. XIX. De la Humiidad, Cortefia Silencio, y Mafia | del 

IndioJ 
Cap. XX. De la Limpie^ del Indlo, y de fu Paz. ] 
Cap. XXI. KeilpondeK k algunaa objeciones que fe pueden | 

oponer, | 

PALAFOX (Juan de, El Obispo de la Puebla de los 
Angeles), Carta Pastoral/ del Illv8t.°«> y R.°»o 
Senor Obispo/ de la Pvebla de los Angeles,/ que 
oy es de osma./ A las Reliffiosas/ de aqvel Obis- 
pado,/ sir vieodo aqvella santa Ig^lesia/ A no de 
1641./ £s muy vtil para el conocimiento de las 
oblieacio-/nes de las E^oCas de Jefu Chrifto bien 
nueuro,/ alteza de fu Dignidad, y atencion que/ 
deuen tener a Cer-/uirle./ imprimefe por orden de 
fu Eminencia, y concede cien/ dias de Indulgencia 
a quien leyere, o oyere esta/ Carta Pastoral, tan 
do6ta, y efpiritual, En To-jledo a 25. de Marco de 
1659. anos./ Title reverse blanks andfolioed leaves 
2-10. 4to. (1M». 2085) 

PALOU (Francisco). Relacion Historica de la 
vida y Apostolicas Tareas del venerable Padre 
Fray Junipero Serra, Y de las Misiones que fund6 
en la Calitornia Septentrional, y nuevos estable- 
cimientos de Monterey. Escrita Por el R. P. L. 
Fr. Francisco Palou, Guardian actual del Colegio 
Apost61ico de S. Fernando de Mexico, y Discipulo 
del Venerable Fundador : Diri^ida a su Santa Pro- 
vincia de la Regular observancia de Nrd. S. P. S. 
Francisco de la Isla de Mallorca. A Ezpensas de 
Don Miguel Gonzalez Calderon Sindico de dicho 
ApostoUco Colegio. Impresa en Mexico, en la Im- 

Srentade Don Felipe de Zdniga y Ontiveros, calle 
el Espiritu Santo, ano de 1787. 14 prel, leaves, 
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and 344 pp. plate at p. 1 S(Map of California en- 

f^ved on Copper hy Diego Froncoso in Mexico 1787. 
ine cfypy. Vellum. 4to. (2/. 2». 2086) 

PANAMA. Original Papers Relating to the Ex- 
pedition to Panama. London: M. Cooper, m.dcc. 
XLiv. Title and ^24 pp. Wanting pp. 207-8. half 
mar. Svo. {J$.6d. 2087) 

PAPERS and Letters on Agriculture, Recommended 
to the Attention of the Canadian Farmers, By the 
Agricultural Society in Canada. Quebec : Printed 
by Samuel Neilson, N^. 3 Mountain-street. 
M.DCC.xc. In English and French on opposite pages 
5 prel, leaves and 34 doubly numbered pp. Thick 
paper : old green morocco extra, tooled ndes. With 
the Autograph of Bishop IngUs of Nova Scotia on the 
title page. Svo. (7s. 6d. 2088) 

PARISH (Elijah). A Sermon preached at Boston, 
November 3, 1814, before the Society for Propa- 
gating the Gospel among the Indians and others in 
North-America. By Elijah Parish, D.D. S.A.S. 
Boston : Nathaniel Willis, 1814. 44 pp. Unbound. 
Qvo. {2s. 6d. 2089) 

PARKER ^Thomas). The/ Visions and Prophecies/ 
of/ Daniel expounded :/ Wherein the Miltakes of 
former/ Interpreters are modeilly dilcovered, and 
the true/ meaning of the Text made plain by/ the 
Words and Circumflances of it./ The fame alfo il- 
luflrated by clear inflances taken/ out of Histories, 
which relate the Events/ of time, myftically fore- 
told by the Holy Prophet./ Amongit other things 
of Note, touching/ The Two Witneffes, the New 
Jeru&lem, the Thoufand/ yeers, etc. Here is pro- 
pounded a new Way for the finding out of the/ de- 
terminate time fignified by Daniel in his Seventy 
Weeks :/ When it did beein, and when we are to 
expe^ the end thereof,/ very confiderable, in re- 
fpedJ; of the great ftirs and tumults/ of this prefent 
Age wherein we live./ By Thomas Parker of New- 
• berv in Berkihire, and now Paftor to the/ Church 
at Newbery in New- England./ London, Printed 
by Ruth Kaworth and John Field, for Edmund 
Paxton, dwelling/ at Pauls chain neer Do6lors 
Commons. 1646./ 2 prel. leaves and 156 pp. Old 
calf. 4ito. (2i. 2»-. 2090). 
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PARKINSON (Sydney). A Journal of a Voyage 
to the South Seas, in his Majeftv's Ship, The En- 
deavour. Faithfully tranfcribed from the Papers 
of the late Sydney Parkinson, Drau^htTman to Jo- 
seph Banks, £fa. on his late Expedition, with Dr. 
Solander, round the World. Embellished wiA 
Views and Defigns, delineated by the Author, and 
engraved by capital Artiils. London: Stanfield 
Parkinson, M.occ.Lx XI II. itciii and^l^ fp. Errata 
2 pp. Portrait and 37 Plates, Large Paper, Calf, 
4to. {l&$,6d. 2091) 

PARSONS (Jonathan). Good News From a Far 
Country. In Seven Discourses From 1 Tim 1. 15. 
Deliveredat tiie Presbyterian Church in Newburv : 
And now publilhed at the Defire of many of the 
Hearers and Others. By Jonathan Parsons, A.M. 
And Minifter of the Goipel there. Portsmouth^ in 
New-Hampshire: Printed and Sold by Daniel 
Fowle. 1756. 0tiiandl68pp. 8vo. {7s.6d. 2092) 

PARSONS (Jonathan). To live is Christ, to die is 
Gain. A Funeral Sermon On the Death of the Rev. 
Mr. George Whitefield, Chaplain to the Countefs 
of Huntington, Who died fuddenl^ of a fit of the 
Ailhma, at New-bury Port, at Six of the Clock 
Lord's Day Morning, Sept. 30th, 1770. The Ser- 
mon preached the fame Day, Afternoon. By Jo- 
nathan Parsons. A.M. And Minifter of the Preiby- 
terian Church were. To which are added, An Ac- 
count of his Interment; The Speech over his Grave, 
By the Rev. Mr. Jewet; And Ibme Verses to his 
Memory, By the Rev. Tho. Gibbons, D.D. Ports- 
mouth, New -Hampshire, Printed, London Re- 
printed, For James Buckland, 1771. 2 preL leaves 
and 36 pp. 8vo. (4s. 6<i. 2093) 

PARSONS (MosEs). A Sermon preached at Cam- 
bridge^ Before his Excellency Thomas Hutchin- 
son, Eiscj ; Governor : His Honor Andrew Oliver, 
£s(^; Lieutenant-Governor, The Honorable his 
Majesty's Council, and the honorable House of Re- 
presentatives. Of the Province of the Massachu- 
setts-Bay in New-England, May 27* 1772. Being 
the Anmverfary for the Election of His Majesty^ 
Council for faid Province. By Moses Parsons, 
A.M. Paftor of the Church at Newbury Falls, 

2 QQ 
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Boston : Printed by Edea and Gill, Printers to the 
Honorable House of Representatives. m,dcc,lxxii. 
4Spp.halfTiuyr. Qvo. (3s. 6d. 9094) 

PARTICULAR (A) Account of the Commence- 
ment and Progress of the Insurrection of the Ne- 
groes in St. Domingo, which began in August, 
1791 : Being a Translation of the Speech made to 
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Their refpe6tive States, Courts of Juftice, Laws, 
Nobility, Orders of Knighthood^ Clergy, Arch- 
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8w. {Ts.ed. 2107) 

PEMBERTON (Ebenezek). Heaven the Refidence 
of the Saints. A Sermon Occafioned bv the fudden 
and much lamented Death of the Kev. George 
Whitefield, A.M. Chaplain to the Right Honour- 
able the Counteis of Huntington. Delivered at 
the Thurfday Lecture at Boston, in America, Oc- 
tober 11, 1770. By Ebenezer Pemberton, D.D. 
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Lxxi. 31pp. /laZ/'fiMw. 8t70. (4«. 6d. 2108) 

PEMBERTON (John). A Testimonjr of the Month- 
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PENNSYLVA NIA. Observations upon the present 
Government of Pennsylvania. In four letters to 
the People of Pennsylvania. Philadelphia: Printed 
and Smd by Styner and Cist, in Second-ftreet, 
five doors above Arch-ftreet. mdcclxxvii. 24 pp. 
Half mar. 8w. (5*. 2128) 

PENNSYLVA NIA. An Historical Review of the 
Constitution and Government of Pennsylvania, 
from its origin; so far as refi;ards the several points 
of controversy which have from time to time arisen 
between the several Governors of Pennsylvania and 
their several Assemblies. Founded on Authentic 
Documents. [Bv Dr. Franklin] 1808, Reprinted 
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41-77. 4to. (11. 10s. 2130) 

PENNSYLVANIA MAGAZINE (The): Or, 
American Monthly Museum, mdcclxxv. Volume 
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des Sciences & Belles-Lettres de Pruffe ; ASocvh 
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Potosi' on the reverse ofsig, Eeij. *Tafel oft Re- 
gifter des boeckx' 20 pp. Fine copy. Old calf, 
4to. (22.2s. 2136) 

PERU. Constitucion. Pditica de la Republica 
Peruana Jurada en Lima el 20 de Noviembre de 
1823. Lima: 1826. Imprenta del estado por J. 
Gonzalez, cxii and 52 pp, Indice 2 pp. Unbound, 
16mo. (58, 2137) 

PETERS (Bernhard Michael). Eine befonders 
merkwUrdige Reife von Amilerdam nach Surinam, 
und von da zuriick nach Bremen, in den J^ren 
1783 und 1784. von Bernhard Michael Peters, 
einem Jeverlander. Wobei die Reil'en und Le- 
bensgefchichte John Thomfons eines Enfflanders, 
feines vertrauten Freundes und Reilegefahrten auf 
der See. Bremen, 1788. Two Volumes. Erfter 
llieil. 4tprel, leaves and 214 pp, Zweyte und letzte 
Theil. 1790. 6 prel, leaves and 188 pp, boards, 
Svo, (7s, 6d, 
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PETERS (Hugh). An Historical and Critical 
Account of Hugh Peters. After the Manner of 
Mr. Bayle. London : J. Noon, mdccli. 72 pp. 
Halfmor, Svo, (4s. 6d. 2139) 

PETITIONS from the Old and New Subjects, In- 
habitants of the Province of Quebec, to the Right 
Honourable the Lords Spiritual and Temporal. 
London: Printed in the Year 1791. 2 prel. leaves 
and 55 pp. Haif'mor. Bvo. (4». 6d. 2140) 

PHILIPOT (Thomas). The Original and Growth/ 
of/ The Spanifh/ Monarchy/ United with the 
House o^ Austria./ Extra&ed from thofe Chro- 
nicles,/ Annals. Regifters and Genealogies./ that 
yeild any faithral R^prefentationy how the Houfes 
of Caftile, Aragonand/ Burgundy became knit and 
combin'd/ into one Body./ To which are added 
feyeral Difcourfes of thofe/ Acceffions and Im- 
provements in Italy,/ Africk, with the Eafl and 
Weft-Indies,/ that are now annexed by Alliuice 
orCon-/aue(i to the Diadem of Spain./ By 
Thomas Philipoi, M.A./ Formerly of Clare-Hall in 
Cambridge./ London, Printed by W. G. for R. 
Taylor, in St. Martins le/ Grand neer St. Leonards 
Church yard. 1664./ « 4 prel. leaves and text 264 
pp. With portrait of PhilUp Ute 1 V. of Spain. 
Small 8vo. (iSs. 2141) 

PHILIPS (Miles). The Voyages and Adventures 
of Miles Philips, A Weft-Country Sailor. Con- 
taining A Relation of his yarious Fortune both by 
Sea and Land ; the inhuman Ufage he met with 
from the Spaniards at Mexico, and the Salvage 
Indians of Canada and other barbarous Nations ; 
and the Sufferings he and his Companions under- 
went by their Confinement and Sentence in the 
Spanifh Inquifition. Together with A Natural 
Defcription of the Countries he vifited, and par- 
ticular Obfervations on the Religion, CuJftoms and 
Manners of their refpedlive Inhabitants. Written 
by Himself in the plain Stile of an Englifli Sailor. 
London : T. Payne, 1724. 6 prel. leaves and 216 pp. 
Wanting pages 17, 18, 101, to 116, 203, to 206, 
inclusive. Old calf. 12mo. (14«. 6d. 2142) 

PHILLIP (William). The/ True and perfe^ De-/ 
fcription of three Voy-/ages fo ftrange and woon- 
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derftill,/ that the like hath neuer been/ heard of 
before:/ Done and performed three veares, one after 
the other by the Ships of/ Holland and Zeland, on 
the North fides of Norway, Mufcouia and/ Tartaria, 
towards the Kingdomes of Cathaia and China; 
. Ihewing/ the dilcouerie of the Straights of Weigates 
Nona Zembla^ and the Countrie lying ynder 80 
degrees; which is/ thought to be Greenland; 
where neuer any man had/ bin before ; with the 
cruell Beares, and other/ Monflers of the Sea, and 
the ▼nlup-/portable and extreame cold/ that is 
found to be in/ thofe places./ And how that in 
the laft Voyage, the Shippe was fo inclofedby the/ 
Ice, that it was left there, whereby the men were 
forced to build a/ houfe in the cold and delart 
Countrie of NouaZembla wherin/ they continued 
10 monthes togeather, and neuer faw nor/ heard of 
any man, in moft great cold and extreame/ miferie; 
and how after that, to faue their Hues, they/ were 
conftrained to sayle aboue 350 Duch-/miles, which 
is above 1000 miles Englifh,/ in little open Doates, 
along and ouer the/ maine Seas, in moft great 
dannger,/and with extreame labour, vn-/fpeakable 
troubles, and/ great hunger./ Imprinted at Lon- 
don, for T. Pauier./ 1609./ 2 prel, leaves; vis. 
Title the reverse blank, * To the Right Wor-/lhip- 
iiill, Sir Thomas Smith Knight, Gouer-/nour of 
the Mufcouy Company, &c.' Signed * William 
Phillip.' 2 pp. Text in 97 unfolioed leaves. Signa- 
tures B.toV. in fours, and X. in 3 leaves. Morocco 
extra, by Riviere. 4to. (4/. 4«. 2143) 

PHILOPONUS (HoNORius). Nova Typis/ Trans- 
acta Na-/vigatio./ Novi Orbis Indioe Occi-/den- 
talis/ Admodvm Ile-/verendissimorvm P.P./ ac 
F.F. Reverendffimi ac lUustriffimi Domini^/ Dn. 
Bvellii Cataloni Abbatis montis/ Serrati, & m vni- 
verfam Americam, five Novum,/ Orbem Sacrse 
Sedis Apoftolics Romans a Latere/ l^gati, Vicarij, 
ac Patriarchae Sociorumq; Mo-/nachorumexOrdine 
S. P. N. Benedi6ti ad lupra/ di6ti Novi Mundi 
barbaras Rentes Chrifti S. £van-/gelium praedicandi 
gratia delegatorum Sacerdo-/tum. Dimifii per 
S. D. D. Papam Alexandrum/ VI. Anno Chnfti, 
1492./ Nvnc Primvm/ E varijs Scriptoribus in 
vnum colle-/cta, & figuris ornata./ Avthore/ 
Venerando Fr. Don lionorio Philopono/ Ordinis 
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S. Benedict! Monacho. 1621./ 3 ffrel, leaves in- 
cluding the engraved titley and 101 pp. with S aeq. pp. 
There are 18 copperplate engravings. Vellum, 
Folio. l2l, 12s. 6d. 2144) 

PHILOSOPHIC SOLITUDE: Or. the choice of 
a rural life : A Poem. By a Gentleman educated 
at Yale CoUege. The Third Edition. New-York: 
Printed by John Holt at the Exchange. [1769 ?] 
40 pp. Halfnwr. 8w. (iOs.dd. 2145) 

PHILOTHEUS. A True and Particular History of 
Earthquakes. Containing A Relation of that 
dreadful Earthquake which happen 'd at f^ima and 
Callao, in Peru, October 28, 1746 ; publiih'd at 
Lima by Command of the Vice-Roy, and now 
tranflated from the Original Spanifli ; alfo of that 
which happened in Jamaica in 1692, and of others 
in different Parts of the World. Accurately 
defcribin^ The dreadful Devaflations that have 
been made by thofe horrible Convulfions of the 
Earth; whereby Mountains have been thrown 
down, or remov d to great Diftances ; Cities, with 
all their Inhabitants, fwallow'd up in a Moment ; 
whole Flocks and Herds, with their Keepers, in- 
gulph'd in the termendous Chafms and Openings 
of V alleys ; large Forefts funk, and for ever buried 
in an liiHant. Extracted from Authors of the 
moft unexceptionable Credit and Reputation. By 
Philotheus. London : for the Author, 1748. xvi 
and 176 pp. Old calf . 8vo. (7s. 6d. 2146) 

PIECES Justificatives des M6moires concemant les 
Limites de L'Acadie. A Paris, de L'Imprimerie 
Royale. m.dccliv. Title and 646 pp. Old calf. 
4to. (1/.55. 2147) 

PIGGOTT (S.) An Authentic Narrative of four 
years residence at Tongataboo, One of the Friendly 

Islands, by Geo. V Who together with 28 

other Missionaries was sent thither by the London 
Society in the Ship Duff, under Captain Wilson 
in 1796, and survived them all; and lived as one 
of the Natives for two Years. With an Appendix 
by an Eminent Writer, By the Rev. S. Piggott, 
A.M. DomesticChaplainto the Right Hon.Viscount 
Lord Galway, and perpetual Cnrate of St. James' 
Church, Latchford, Warrington. London : Long- 
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man & Co. 1815. xv and 334 pp. Errata 1 page. 
With plate and chart, 8vo. (5«. 6d, 2148) 

PIKE (Zebulon Montgomery). Exploratory 
Travels through the Western Territories of North 
America: Comprising a Voyage from St. Louis, 
on the M ississipiy to tne Source of that River, ana 
a Joumev through the Interior of Louisiana, and 
the North-Eastem Provinces of New Spain. Per- 
formed in the years 1805, 1806, 1807, bV Order of 
theGovermneutof the United States. By Zebulon 
Montgomery Pike, Major 6th Regt. United 
States Infantry. London: Longman, 1811. jcx pp. 
and Uxt 436 pp. With 2 Maps, Half calf, 
4to, {i08,ed. 2149) 

PIMIENTA (Francisco Diaz). Relacion del 
Svcesso Qve/ Two Francisco Diaz Pimienta, 
General de la Real/ Armada de las Indias, en la 
Isla de fanta Catalma. Dafe cuenta como la/ tom6 
a los enemigos que la pofTeian^ echandolos della, y 
de la/ eftimacion de los defpojos, y numero de los/ 
prifioneros./ [^Colophon'] Con licencia. En Ma- 
drid. Por luan Sanchez. Aiio 1642./ 6 unnum- 
bered pages, Halfmor. Folio, {11, 11$, 6d, 2150) 

PIMIENTA (Francisco Diaz). Relacion del 
svcesso qve tvvo Francisco/ Diaz Pimienta, 
General de la Real Armada de las Indias, en la 
If-/la de S. Catalina. Dafe cuenta de como la 
tomo a los enemigos que/ la pofieian, echandolos 
deUa, V la eftimacion de los defpojos, ^ nu-/mero 
de pnuoneros./ [Colophon] Con hcencia del feiior 
don Miguel de Luna v Arellano, Cavallero del 
Abito de San-/tiago, del Confejo defu Mageftad,y 
fu Oydor en la Real Audiencia de Sevi'/lla lo im- 
primio Francifco de Lyra, Ano 1642./ 12 un- 
numbered pages. Half mor, 4to. (lLlls,6d. 2151) 

PINES. The Isle of/ Pines,/ or,/ A late Discovery 
of a fourth Island in/ Terra Auftralis, Incognita./ 
Being/ A True Relation of certain Engliui per- 
fons,/ Who in the dayes of Queen Elizabeth, 
making a/ Voyage to the Eaft India, were call 
away, and wrack-/ed upon the Ifland near to the 
Coaft of Terra Aullra-/lis Incognita, and all 
drowned, except one Man and/ four Women, 
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whereof one was a Negro. And now/ lately Anno 
Dom. 1667. a Dutch snip driven by foul/ weather 
there by chance have found their Pofteritv/ (fpeak- 
ing good Englifh) to amount to ten or twelve/ thou- 
fand perfons, as they fuppofe. The whole Rela-/ 
tion follows, written, and left by the Man himself a/ 
little before his death, and declared to the Dutch 
by/ his Grandchild./ Licenl'ed June 27. 1668./ 
LondonJ Printed by S. G. for Allen Banks and 
Charles Harper/ at the Flower-Deluice near Cnp- 
plegate Church,/ 1668./ TitU and 9 pp. half mor, 
4to, (11. Is, 2152) 

PINTO (Ferdinand Mendez). Wunderliche und 
Merckwiirdige/ ReiseiV Ferdinandi/ Mendez Pin- 
to,/ Welche er iiierhalb ein und zwantzig Jalu/ren, 
durch Europa, Aiia, und Africa, und deren Konig- 
reiche/ und Lander; als Abyilma, China, Japon, 
Tartarey, Siam, Calamin-/ham, Pegu, Martabane, 
Bengale, Brama, Ormus, Batas, Queda,/ Am, Pan, 
Ainan, Calempluy, Cauchenchma,/ und andere 
Oerter verrichtet. Darinnen er bel'chreibet/ Die 
ihme zu Wafler und lAnd zugeitoifene grofle/ 
Noht und Gefahr ; wie er nemlich fey dreyzehn- 
mal gefangen genoms/men und fiebenzehnmal ver- 
kaunt worden ; auch vielfaltigen/ Schiffbruch er- 
litten babe :/ Dabey zugleich befindlich eine gar 
genaue Entwerfiung der/ Wunder und Raritaten 
erwehnter Lander ; der Gefetze, Sitten. und Ge- 
wons/heiten derfelben Vblcker ; und aer grofle 
Macht und HeeressKraffl/ der Einwohner./ Nun 
erft ins Hochteutfcbe iiberfetzet, und mit unters/ 
fchiedlichen Kupferftiikken gezieret/ A nuterdam,/ 
Bey Henrich und Dietrich Boom, Buchhandlem,/ 
Im Jahr Chrifti 1671./ 4 preL leaves including 
Frontispiece title; and 395 pp. Maps ^ Plates at pp. 
1, 13, 30, 98, 159, 217, 256, 267. Pagination vent 
irregular, 4fc>. (10». 6d, 2153) 

PINTO (J. de), Reponse de M'. J. de Pinto, aux 
observations d*un homme impartial, Sur fa Lettre 
a Mr. S. B., Do^ur en M6decine k Kingilon dans 
la JamaVque, au iuiet des Troubles qui agitent ac- 
tuellement toute rAm^rique Septentrionale. A 
La Haye, Pierre-Frederic Gosse, mdcclxxvi. 60 
pp. half mor. 8t;o. (4s. 6d. 2154) 

PIRATAS/ de la/ America^ Y Luz a la defenfa de 
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las Coftas/ de Indias Occidentales/ Dedicado/ Al 
muy Noble Seiior Don/ Francisco Lopez Suazo./ 
Traducido/ De la leneua Flamenca en Efpanola, 
por/ el D°'. de Buena-Maifon Medico/ Pra&ico en 
la opulentifsima/ Ciudad de Amfterdam./ Se^nda 
Impression./ En Colonia Agriy-pina,! En cafa de 
Lorenzo Struik-/Man Ano de 1682./ ;f4 prel. learns 
and 490 pp. < Tabla De los Capitulos' 8 pp. Kc/- 
/um. 12mo. (li. Is. 2155) 

PIRATAS ( 4» ) de la/ America./ Y Luz a la de- 
fenfa de las Coftas/ de Indias Occidentales/ Dedi- 
cado/ Al muy Noble Senor Don/ Ricardo de 
Whyte,/ Cavellero del Orden Militar/ de Calatrava 
&c*./ Traducido/ De la lengua Flamenca en El'pa- 
iiola,/ por el D*>r. de Bonne-Maifon./ Impression 
Segunaa./ En Colonia AmppinaJ En cal'a de Lo- 
renco Struik-/Man, Ano de 1682./ 28 preL leaves 
and 490 pp. * Tabla De los Capitulos' 8 pp. Vel- 
lum, 12ma. (1/. 1«. 2156) 

PISO (GuLiELMus). Gulielmi Pisonis/ Medici Am- 
stelsedamensis/ de/ Indiae Utriusque/ re Naturali 
et Medica/ Libri Qvatvordecim/ Quorum contenta 
pa^a fequens/ exhibet./ [Gvlielmi Pisonis,/ Me- 
dici AmftelaedamenfiS;/ I. De Aeribus, Aquis, & 
Locis./ II. De Natura & cura Morborum, Occi- 
dentali Indiae, imprimis/ Brafiliae, familiarium./ 
III. De Animalibus, aquatilibus, volatilibus, & 
terreftibus, edulibus./ iV. De Arboribus, frudti- 
bus, & herbis medicis, atque alimentariis,/ nafcen- 
tibus in Brafilia & regionibus vicinis./ V. De 
Noxiis & venenatis, eorumque Antidotis. Quibus 
infertae funt/ AnimaliumquorundamviyaefedHones ; 
Tum &L aliquot Me-/tamorphoies Infediorim./ VI. 
Mantiifa aromatica &c. Pofita pod Bontii tradbt- 
tus./ Georgii Margravii De Liepftadt/ I. Tracla- 
tus Topographicus & Meteorologicus Brafiliae, cum 
Ob-/rervatione Eclipfis Solaris./ II. Commentarius 
de Brafilienfium & Chilenfium indole ac lingua 
&c./ lacobi Bontii, Bataviae in majore Java novae 
Medici ordinarii,/ I. De Confervanda valetudine./ 
II. Methodus medendi./ III. Obfervationes in 
cadaveribus./ IV. Notae in Garciam ab Orta. V. 
Hilloria Animalium. VI. Hifloria Plantarum.] 
Quibus Iparfim inferuit G. Piso Annotatio-/nes i 
Additiones qua icones atque res ne-/ceflarias./] 
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AmsteUtdamiJ A pud Ludovicum et Danielem/ £1- 
zevirios./ A®. cId Io clviii./ 13 prci. /eat«5 ; vis;. 
Engraved title, * Avtores et Titvli/ 1 page ; * Dedi- 
catoria/ 4 pp; * Praefatio/ 4 pp ; Verses, etc, 12 pp. 
Half-titU ; Text pp. 3-327. * Index' 5pp. * Georgii 
Marcgravii* etc. 39 pp. * Jacobi Bontii/ etc. 326 
pp. * Index rervm' 2 pp. F«n« copy. FeZ/um. 
Folio. (18». 2157) 

PITMAN (Henry). A/ Relation/ of the/ Great 
Sufferings/ and/ Strange Adventures/ Of Henry- 
Pitman J Chyrurgion to the late Duke of Mon- 
mouth^ contain-/ing an Account;/ 1. Of the occa- 
fion of his being en»iged in the Duke's Service. 
2. Of/ his Trjaly Condemnation, and Tranfportation 
to Barbadoes, with/ the moil levere and Unchril- 
tian A6ts made againft him and his Fellow-fuf- 
ferers, by the/ Govemour and General Affembly 
of that IQand. 3. How he made his efcape in a 
linall/ open Boat with fome of his fellow Captives, 
namely, Jo. Whicker, Peter Begwell, William/ 
Woodcock, Jo. Cooke, Jeremiah Atkins, &c. And 
how miraculoully they were preferved/ on the Sea. 
4. How they went alhore on a uninhabitable Illand, 
where they met/ with fome Privateers that burnt 
their Boat, and left them on that defolate place to 
Ihift/ for themfelves. 5. After what manner they 
lived there for about three Months until/ the faid 
Henry Pitman was taken aboard a Privateer, and 
at length arrived fafe in En-/gland. 6. How his 
Companions were received aboard another Priva- 
teer that was after-/wards taken bv the Spaniards, 
and they all made Slaves; Ana how aftar fix 
Moneths/ Captivity they were delivered, and re- 
turned to England alU)./ Licenfed, June 13th, 
1689. London, Printed by Andrew Sowle: And 
are to be Sold by John Taylor, at the Sign/ of the 
Ship in Paul's Cfhurch-Yard, 1689./ Title and pp. 
3-38. Advertisements! page. Calf extra by Bedford. 
Mo. (ll.lls.6d. 2158) 

PITMAN (Robert Birks). A Succinct View and 
Analysis of Authentic Information extant in Ori- 
ginal Works, on the practicability of joining the 
Atlantic and Pacific Oceans, by a Ship Canal acrofs 
the Isthmus of America. By Robert Birks Pitman. 
London: J. M. Richardson, 1825. viii and 229 pp. 
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Errata 1 page. Map of the Itthmus of America 
facing TitU. Svo. (7s, 6d. 2J59) 

PLAIN TRUTH : Addressed to the Inhabitants of 
America. Containing Remarks on a late Pamphlet, 
intitled Common Sense: Wherein are (hewn, that 
the Scheme of Independence is ruinous, delufive, 
and impracticable ; that were the Author's Affeve- 
rations, refpe£ting the Power of America, as real 
as nugatory. Reconciliation on liberal Principles 
with Great Britain would be exalted Policy ; and 
that, circumilanced as we are, permanent Liberty 
and true Hap^efs can only be obtained by Re- 
conciliation with that Kingdom. Written by Can* 
didus. Philadelphia, Printed. London, Reprinted 
for J. Almon, m .dcc.lxxvi. 2 prel. leaves and 47 
pp.halfmor, Svo, (4s. 6d. 2160) 

PLAIN TRUTH : Or, a Letter to the Author of 
Dispassionate Thoughts on the American War. In 
which The Principles and Arguments of that Au- 
thor are refuted, and the Neceffity of carrying on 
that War clearly demonilrated. fiy thfe Author of 
Letters to a Nobleman on the Conduct of the Ame- 
rican War ; and of Cool Thoughts on the Conse- 
quences of American Independence. London: G. 
Willde, MDCCLXxx. vii and 76 pp. half' morocco. 
Svo. ' (4s. 6d. 2161) 

PLAIN TRUTH, in a Series of Numbers from the 
New-York Daily Advertiser. New-York. Daniel 
Fanshaw, 1821. 56 pp. 12mo. (2s. 6d. 



PLAN (A) of a Proposed Union between Great- 
Britain and The Colonies of New-Hampfhire, Maf- 
fachufetts-Bay, Rhode-Illand, New- York, New- 
Jerfey^ Pennfylvania, Mainland, Delaware Coun- 
ties, Virginia, North Carolma, South Carolina, and 
Georgia. Which was produced by one of the De- 
legates from Pennfylyania^ in Congreis, as men- 
tioned in the preceeding Work. 4 pp. half mor. 
Qvo. (2s. 6d. 2163) 

PLAN (A) to reconcile Great Britain & her Colo- 
nies, and preserve the Dependency of America. 
London: J. Almon, mddclxxiv. [1774]. xviprel. 
pp. Signed ^ Cosmopolite.' Text 40 pp. half mar. 
Qvo, (5t.6d. 2164) 
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Plan ( A) for conciliating the Jarring Political In- 
terests of Great Britain and her North American 
Colonies, and For promoting a general Re-union 
throughout the Whole of the British Empire. 
London: J. Ridley, 1775. xviii pp. Uncut and 
Unbound. Qvo. (4s. 6<2. 2165) 

PLAN (A) for conciliating the Jarring Interests of 
Great Britain and her North American Colonies, 
and For promoting a general Re-union throughout 
the Whole of the British Empire. London: J. 
Ridley, 1775. xviii pp. * Letters, &c.' [i^ortori, 
1775.] tnpp.halffnor. 8w. (lOs. 6d. 2166) 

PLANTAGANET (Beauchamp). A/ Description/ 
of the/ Province/ of/ New Alhion./ And a Direc- 
tion for Adventurers/ with fmall iiock to get two 
for one, and good land fireely./ And for Gentle- 
men, and all Servants. Labourers,/ and Artificers, 
to live Plentifully./ And a former Defcription Re- 
printed of the healthieft, plea-/ranteft, and richeit 
Plantation of New Albion in/ NorUi Virginia, 
proved by thirteen Witneffes./ Together with/ A 
Letter from Mailer Robert Evelin, mat lived/ there 
many yeers, (hewing the particularities, and ex-/ 
oellencv thereof./ With a Brief of the Charge of 
Vidhial, and Neceflaries, to tranf-/port and buy 
ftock for each Planter, or Labourer, there to get/ 
his Mafier fifty pounds per Annum, or more, in 
twelve Trades,/ and at ten pounds charges only a 
man./ London^ Printed by James Moxon, in the 
Yeer mdcl./ 4 prel. leaves ; viz. TitU having on the 
reverses woodcuts of the * PloydensArmes. Albions 
Armes. The Order, Medall and Riban of the Al- 
bion Knights,* etc. *This Epiflle and Preface 
(hews Cato's bed Rules for a Plantation.' etc. at 
the end dated * Middleboro this 5 of Decemb. 1641.* 
Signed * Beauchamp Plantagenet.' 6 pp : Text 32 
pp. Fine large copy, with rough leaves ; nurroco) by 
Bedford. 4>to. (21i. 2167) 

PLANTATION WORK/ the/ Work/ of this/ Gene- 
ration./ Written in True-Love/ To all fuch as are 
weightily inclined to Transplant themfelves and 
Fami-/lie8 to any of the Englifh Plantati-/ons in/ 
America./ The/ Mod material Doubts and Ob- 
je6tions againft it/ being removed, they may more 
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cheerfully pro-/ceed to the Glory and Renown of 
the God of/ the whole Earth, who in all Under- 
takings is to/ he looked unto, Praised and Feared 
for Ever./ London^ Printed for Benjamin Clark 
in George- Yard in/ Lomhard-ftreet, 1682./ Title 
andlQ'pp, ^to. (li.lls.6d. 2168) 

PLANTERS/ PLEA/ (The)./ Or/ the Grovnds of 
Plan-/tations Examined,/ And rfuall Ohje^tions 
anfwered./ Together with a manifeilation of the 
caufes moovin^/ fuch as have lately vndertaken a 
Plantation in/ New-England :/ For the fatiffa^tion 
of thofe that queltion/ the lawfoineffe of the Action./ 
London,/ Printed hy William lones./ 1630./ Title, 
reverse blank ; ' To the Reader.' 2 pp. Text 84 pp. 
Fine copy. 4to. {61. 6i. 2169) 

PLATFORM (A) of Church Discipline: Gathered 
out of the Word of God and a^eed upon by the 
Elders and Messengers of the Churches Assembled 
in the Synod at Cambridge, in New-England : To 
be presented to the Churches and General Court, 
for their consideration and acceptance in the Lord, 
the eighth month, Anno 1648. Boston : Belcher ana 
Armstrong, 1808. 118 pp. * Confession of Faith ' 
etc. 36 pp. Calf. Umo. (4s. 6d. 2170) 

POINTIS TLouis de). Relation/ de ce qui s*est fait 
a la prise/ de Cartagene,/ scitue'e aux/ Indes £s- 
pa^oles,/ par TEscadre Commande'e/ par Mr. de 
Pointis./ A BruxelleSf/ Chez Jean Fricx, Imp./ & 
Marchand Libraire./ m .dc.xcviii./ Title ana 141 
pp. Old calf. nmo. {10s. 6d. 2171) 

POINTIS (Louis de). Monfieur De Pointi's/ Expe- 
dition/ to/ Cartagena ;/ Being/ A particular Rda- 
tion,/ I . Of the Taking and Plundering of that/ City, 
by the French, in the/ Year 1697./ II. Of their 
Meeting with Admiral N evil,/ in their Return, and 
the Courfe they/ fteer'd to get clear of him./ III. 
Of their Paffing by Commadore Norris,/ at New- 
found-Land./ IV. Of their Encounter with Capt. 
Harlow,/ at their going into Brest./ Englifh'd from 
the Original pubmh'd at Paris/ by JVlonfieur De 
Pointis himfeif. And/ IlluArated with a large 
Draught of the City/ of Cartagena, its Harbour 
and Forts./ London :/ Sold by S. Crouch, at the 
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Corner of Pope's Head- Alley, in Comhil ;/ Richard 
Mount at the Poftem, upon Tower-hill ;/ S. Buck- 
ley, a^ainft St. Dunlban s Church, in Fleet-ftreet ; 
and/ A. Feltham, at the foot of the Parliament 
Stairs, Welhninater, 1699./ 4 prel. leaves, including 
title and text 134 pp. Plan wanting. Old calf. 
Soo. (11. l8. 2172) 

POINTIS (Louis de). a Genuine and Particular 
Account of the Taking of Carthagena by the French 
and Buccaniers, In the Vear 1697. Containing an 
Exa6t Relation of that Expedition, from their firit 
fetting out, to their Return to Breft ; wherein are 
defcrio'd their feveral Engagements with the Eng- 
lifli, in their Pafla^e home. By the Sieur Pointis, 
Commander in Chief. With a Preface, giving an 
Account of the Original of Carthagena in 1532, to 
the prefent time : Alfo an Account of the Climate 
and Product of that Place, and the Country adja- 
cent. LondoUy Olive Payne, 1740. viii and 86 pp. 
half mar. Qvo, (tOs. 6d. 2173) 

POINTIS (Louis de). An Authentick and Parti- 
cular Account Of the Taking of Carthagena by the 
French In the Year 1697. Containing An exact 
Relation of that Expedition, (in all its Circum- 
flances) from their firli Setting out, to their Return 
to Breft ; wherein are defcrib'd their feveral En- 
gagements with the Englifli Fleets, in their Paf- 
lage home. By the Sieur Pointis, Commander 
in Chief. Wiih a Preface, j^iving an Account of 
the Original of Carthagena in 1532, to the prefent 
Time ; alfo an Account of the Climate and Product 
of that Place, and the Country adjacent. The 
Second Edition. London: Olive Payne, 1740. 
viii and 86 pp. With plan of Carthagena. Half 
morocco. 8vo. (10s. 6d. 2174) 

POLITICAL (A) Analysis of the War: The Prin- 
ciples of the prefent political Parties examined ; 
and A juft, natural and perfect Coalition propos'd 
between Two Great Men, whofe Conduct is parti- 
cularly confider'd. The Second Edition. With an 
Appendix, Enforcing the Coalition propos'd ; and 
proving, from our late Acquifition ot the Havanna, 
that we are now in the moft happy Situation for 
. continuing the War, or concluding a Peace. Lon- 
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don ; Tho. Payne, 1762. Title and 86 pp. half mar. 
Svo. (7s. 6d, 2175) 

POLITICAL DEBATES [on American Affairs]- 
A Paris, J. W. mdcclxvi. Title and 18 pp. half 
mor, Svo, (4s. 6d. 2176) 

POLITICAL (The) Detection; or the Treachery 
and Tyranny of Administration, both at Home and 
Abroad; disj)layed in a Series of Letters, si^d 
Junius Americanus. London : J. and W. Ohver, 
MDCCLXX. Title and text 151 pp. half morocco. 
8vo. (6s. 21T7) 

POLITICAL Electricity, or, An Historical & Pro- 
phetical Print in the Year 1770. Bute & Wilkes 
mven*. Mercurius & Apelles fec^ Published ac- 
cording to Act of Parliament. ILondon, 1770.] 
Large sheet, Folio. (4*.6d. 2178) 

POLITICAL Reflections on the late Colonial Go- 
vernments : In which ITieir original Constitutional 
Defects are pointed out, and fhown to have natu- 
rally produced the Rebellion, which has unfortu- 
nately terminated in the Difmemberment of the 
British Empire. By An American. London : G. 
Wilkie, MDCCLXX XIII. 3 prel. leaves and 259 pp. 
Calf extra by Bedford. Svo, (15s. 2179) 

PONCE DE LEON ( Francisco). Descripcion/ del 
Reynode Chile,/ de fus Puertos, Caletas, y fitio de 
Yal-/diuia, con algunos dilcurfos para I'u/ mayor 
defenfa, Conquiila,/ y duracion^ Consagrale al 
Rey N vestro/ Senor, en fu Real Confejo de/ las In- 
dias,/ El Maestro Fray Francisco/ Ponce de Leon, 
del Orden de nueftra Seiiora de la Mer-/ced, Pro- 
curador General del Reyno de Chile, y del/ Real 
Exercito que iii Magellad tiene en el Conquil-/ta- 
dor, y Defcubridor de las Prouincias del Rio Ma- 
ra-/non, Fundador de la ciudad de Hem Francifco de 
Borja,/ Prouifor, Gouernado, Vicario General, y 
Inez Ecle-/fiaflico en los Obiipados, de Quito, 
Truxillo, y Chile, Vi-/cario Prouincial de la Pro- 
uincia de Lima,y fu Vifita-dor : y Reformador Ge- 
neral de las de Chile,/ y Tucuman : Prouincial de 
la de Chile, Capellan/ Mayor de los Reynos del 
Peru, y Chile, y/ Comiffario del fanto Oficio./ 
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[Madrid 1644]. Title and Id folioed leaves. Un- 
bound, 4to. (SI, 3s. 2180) 

POOR SOLDIER (The); an American Tale: 
Founded on a recent Fact. Inscribed to Mrs. 
Crespi^y. The Second Edition. London: J. 
Walter, m.dcc.lxxxix. 3 prel. leaves and 43 pp. 
half morocco. 4to. (4». 6d. 2181) 

PORCACCHI (ToMAso). L'Isole/ piv Famose/ del 
Mondo,/ descritto da/ Tomaso Porcacchi/ da Cas- 
tiglione Arretino,/ et intagliate/ da Girolamo PDr- 
ro/ Padovano./ Di nuovo corrette. & illuilrate con 
Taggiunta dell* Iflria, &/ altre Ifole, Scogli, e nu- 
ove curioiita. EiTendovi una/ diflinta defcrittione 
della Citta di Con(lantino-/poli, e della Penifola di 
Morea./ Consecrate/ All* llluitrilfimo, & Eccelen- 
tiflimo Sign, il Sign./ Pietro Gntti/ Q. Lvigi, Q. 
Raimondo,/ nobile Veneto./ In Venetia, m.dc. 
Lxxxvi. Preffo Pietr' Antonio Brigonci. Con Li- 
cenza de' Superiori, e Privilegio./ 2 prel. leaves 
and 200 pp. Small copperplate Maps at pp. 1, 93, 95, 
102, 104, 107, 108, 111, 112, 114, 115, 117, 119, 
127, 128, 130, 143, 156, 160, 166, 169, 171, 174, 
176,179. 4to, (10s. 6d. 2182) 

PORCEL (Francisco Moreno). Retrato de Man- 
uel de Faria y Sousa, Cavallero del Orden Mili- 
tar de Chriilo, y de la Cala Real. Contiene una 
Relacion de fua Vida, un Catalogo de fus Elcritos, 
y un fumario de fus Elogios, recogidos de yarios 
Autores, por D. Francisco Moreno Porcel ; Aora 
nueyamenta acrelcentado con un Juilio Hiilorico, 
que compuzo el Excellentiffimo Senhor Don Fran- 
cifco Xavier de Menefes, Conde de la Erizeira. 
Ofrecido al Excellentissimo Senhor D. Luis de 
Meneses Quinto Conde de la Erizeira, del Concejo 
Su Mageftad, Coronel, y Brigadero de Infanteria, 
Vi-Rey, j Capitan General ^ue fue en los Eflados 
de la India, &c. Lisboa Occidental, en la Officina 
Ferreiriana. m.dcc.xxxiii. Com todas las li- 
cencias neceffarias. 8 prel, leaves, and 103 pp. Un- 
bound. Folio.. (2/. 2«. 2183) 

PORCUPINE (Peter). Observations on the 
Debates of the American Congress, or the Ad- 
dresses presented to General Washington, on his 
resignation : With remarks on the Timidity of the 
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Language held towards France; The Seizures 
of American Veffels by Great Britain and 
France ; and on the relative situations of those 
countries with America. By Peter Porcupine, 
Author of the Bone to gnaw for Democrats, — 
Letter to Tom Paine, &c. &c. To which is pre- 
fixed, General Washington's Address to Congress ; 
and the answers of the Senate and House of 
Representatives. Philadelphia printed: London 
reprinted, David Ogilvy and Son, 1797. Titk 
and 38 fp. 8t?o. (2s. 6d. 2184) 

PORCUPINE'S WORKS; containing various 
Writings and Selections, exhibiting a faithful 
Picture of the United States of America ; of their 
Governments, Laws, Politics, and Rescources ; of 
the characters of their Presidents, Governors. 
Legislators, Magistrates, and Military Men; ana 
of the Customs, Manners, Morals, Religion, Vir- 
tues and Vices of the People ; Comprising also a 
complete series of historical documents and re- 
marks, from the end of the War, in 1783, to the 
Election of the President, in March, 1801. By 
William Cobbett. In Twelve Volumes. {A Volume 
to he added annually.) London: Cobbett and 
Morgan, May, 1801. Twelve Volumes. Vol. I. 
400 pp. Vol. II. 2 prel. leaves and 472 pp. Vol. 
III. 2 prel. leaves and 440 pp. Vol. IV. 2 prel. 
leaves and 444 pp. Vol. V. 2 prel. leaves and. 432 
pp. Vol. VI. 2 prel. leaves and 432 pp. Vol. VII. 
2 prel. leaves and 430 pp. Vol. VIII. 2 prel. leaves 
and 480 pp. Vol. IX. 2 prel. leaves and 412 pp. 
Vol. X. 2prel.leavesand 449 pp. * Postscript. — To 
the Public' 3 pp. Vol. XI. 2 prel. leaves and 434 
pp. Vol. XII. 2 prel. leaves and 252 pp. * Index* 
SI pp. Half calf. 8oo. {21. 2s. 2185) 

PORTER (Eliphalet). A Discourse before the 
Society for Propagating the Gospel among the 
Indians and others in North-America, delivered 
November 5th, 1807. By Eliphalet Porter, D.D. 
Pastor of the first Church in Roxbury. Boston : 
Munroe, Francis, &. Parker, 1808. 24 pp. 
Uncut Svo. (2s. 6d. 2186) 

PORTEUS (Beilby). A Letter to the Governors, 
Legislatures, and Proprietors of Plantations, in the 



d by Google 



Bibliotheca Americana. 603 

British Wesl-India Islands. By the Right Rev- 
erend Beilby Porteus. D.D. Bishop of London. 
I-ondon: T. Cadell and W. Davies, 1808. 48 pp. 
Svo. (Ss.ed, 2187) 

POTENT (The) Enemies of America laid open : 
Being Some account of the baneful effects attend- 
ing the ufe of Distilled Spirituous Liquors, and the 
Slavery of the Negroes; To which is added, 
The happinefs attending life, when dedicated 
to the honour of God, and good of mankind, in 
the fentiments of fome perfons of eminence near the 
clofe of their lives^ vi2. the earl of EiTex, count 
Oxciftem, H. Grotius, D. Brainard, John Lock, 
&c. Philadelphia : Printed by Joseph Crukshank 
in Market-Street, between Second and Third 
Streets. A Collective title of the following : — tst, 
*The Mightjr Destrover displayed. In some 
Account of the Dreadnil Havock made bv the 
millaken Use as well as Abuse of Distilled Spi- 
rituous Liquors. By a Lover of Mankind. Phua- 
delphia : Printed bv Joseph Crukshank, between 
Second and Third Streets, in Market-Street. 
M.DCC.Lxxiv.' 48 pp, ^nd, 'Thoughts upon 
Slavery. By John Wesley, A. M. London 
Printed: Re-printed in Philadelphia, with notes 
and fold by Joseph Crukshank. MD,cc,Lxxiy.' 
83 pp. Srd. * To the foregoing teltimonies of the 
happinels of a life fpent m the fervice of God, 
may be added that of a faithful fervant of Christ 
from amongil ourfelves, to wit, David Brainard,' 
etc. 16 pp. 4th. * The Dreadful Visitation, in a 
short Account of the Progress and Effects of the 
Plague, The laft time it fpread in the city of Lon- 
don, in the year 1665, extracted from the memoirs 
of a perfon who refided there during the whole 
time of that infection. Philadelphia: Printed bj 
Joseph Crukshank on the North fide of Market- 
Street, between Second and Third Streets, mdcc 
Lxxiv.' 16 pp. Small Svo, (15s. 2188) 

POTHERIE (Bacqueville de la). Histoire de 
L'Amerioue Septentrionale. Divif(§e en quatre 
Tomes. Tome Premier. Contenant le Voyage 
du Fort de Nelfon, dans la Baye d'Hudfon, a 
I'extremite de I'Amerique. Le premier 6tabline- 
ment des Fran9ois dans ce vaile pais, la prifa 
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dudit Fort de Nelfon, la Defcription du Fleuve de 
faint Laurent, le gouvemement de Quebec, des 
trois Rivieres & de Montreal, depuis 1534. mfi^u' 
a 1701. Par Mr. de Bacgueville de la Potbene, 
n6 k la Guadaloupe, dans rAmerique Meridionale, 
Aide Major de la dite Ille. Enricnie de Figures. 
A Paris Jean-Luc Nion et Francois Didot. m .ncc. 
XXII. Tome L 7 vrel. leaves including Engraved 
titUf and 370 pp. Table 4 pp. Copperplates at pp. 
16, 17, (2) 51, 56, 66y 67y 76, 80, 81, 100, 105, 
132, 232, 311, 334, 351. Vol. I. only. Old calf. 
12IIW. {4s. 6d. 2189) 

POTTER (Lyman). A Sermon preached before 
the General Affembljr of the State of Vermont, On 
the Day of their Anniversary Election, October 11, 
1787, at Newbury. By Lyman Potter, A.M. 
Pastor of the Church in Norwich. Windsor [ Ver- 
mont'] Printed by Hough & Spooner. m.dcc. 
Lxxxviii. 23 pp. 8vo. (4s. 6d. 2190) 

POWNALL (Thomas). Principles of Polity, being 
the Grounds and Reasons ot Civil Empire. In 
Three Parts. By Thomas Pownall, Elq ; Lon- 
don : Edward Owen, Mdcclii. viii, and text 142 
pp. With 1 leaf of errata. Half morocco. 
4Ao. (10s. 6d. 2191) 

POWNALL (Thomas). Speedily will be Publirtied, 
[Sold by J. Almon, opposite Burlington-House, 
PiccadiUy] A Map of the Middle Britifli Colonies 
in North-America. First published by Mr. Lewis 
Evans, of Philadelphia, m 1755 ; and iince cor- 
rected and improved, as alfo extended, with the 
Addition of New-England, &c. and bordering 
Parts of Canada; from actual Surveys now lying 
at the Board of Trade. By T. Pownall, M.P. 
Late Governor, &c. &c. of his Majesty's Provinces 
of Massachusets-Bay and Soutn-Carolina, and 
Lieutenant-Governor of New-Jersey. 4pp.fol' 
lowed by ^ Books printed for J. Almon in Picca- 
dilly,' pp. 4-8. Ualfmor. Svo. (4s. 6d. 2192) 

POWNALL (Thomas). The Administration of the 
Colonies. By Thomas Pownall, Late Governor 
and Commander in Chief of his Majelly's Pro- 
vinces, MaiTachufets-Bay and South-Carouna, and 
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Lieutenant-Governor of New- Jersey . The Second 
Edition, Revifed, Corrected, and l^nlarged. Lon- 
don: J. Dodsley, mdcclxv. 13 preL leaves and 
202 pp. * Appendix. Section I. and II.' 60 pp. 
Haj^'-mar. Svo, {78.6d, 2192») 

POWN ALL (Thomas). The Administration of the 
Colonies. Bj Thomas Pownall^ Late Governor 
and Commander in Chief of his Majefty's Pro- 
vinces, Maflachufets-Bay, and South-Carolina, and 
Lieutenant-Governor of New-Jerfey. The Third 
Edition, Revifed. Corre6ied and Enlarged. To 
which is added, An Appendix, N^. Ill, contain- 
ing, Confiderations on the Points lately brought 
into Queition as to the Parliament's Rignt of tax- 
ing the Colonies, and of the Meafures neceffary 
to be taken at this Criiis. London : J. Dodsley, 
MDccLxvi. 14 prel, leaves and 202 pp. 'Appendix. 
Section I. and II.' 60 pp. * Appendix. Section 
III.' 52 pp. Calf. 8w. (9«. 2193) 

POWNALL (Thomas). The Administration of 
the Colonies. (The Fourth Edition.) Wherein 
their Rights and Constitution Are difcufled and 
Hated, By Thomas Pownall, Late Governor and 
Commander in Chief of his Majefly's Provinces, 
Maflachuletts-Bay and South-Carolma, and Lieu- 
tenant-Governor of New-Jerfey. London : J. 
Walter, mdcclxviii. Titley v to xxxi and 318 pp. 
*Appendix'73pp. Calf. 8vo. (10s. 6d. 2194) 

POWNALL (Thomas). The Administration of the 
British Colonies. The Fifth Edition. Wherein 
their Rights and Constitution Are dilcufled and 
Hated. By Thomas Pownall^ Late Governor, 
Captain General, Commander m Chief, and Vice 
Admiral of His Majefty's Provinces, MaiTachu- 
fetts-Bay, and South-Carolina ; and Lieutenant- 
Governor of New-Jerfey. In Two Volumes. 
London : J. Walter, m.dcc.lxxiv. Two Volumes. 
Vol. I. xi,andxv prel. pp. Text 288 pp. Vol. 11. 
ri and 171 pp. Jollowed by Half-title, errata^ title, 
and 308 pp. Fine copy in Old calf. Best Edition. 
Svo. (15s. 2195) 

POWNALL (Thomas). A Topographical descrip- 
tion of such Parts of North America as are con- 
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tained in the (annexed) Map of the Middle British 
Colonies, &c. In North America. By T. Pownall, 
M.P. Late Governor, &c. &c. of his Majesty's 
Provinces of Massachusetts Bay and South Caro- 
lina, and Lieutenant Governor of New Jersey. 
London: J. Almon. mdcclxxvi. vi, 46 and 
Appendix 16 pp. With Map, Folio, (11. Is. 2196) 

POYNTZ (John). The/ Prefent Profpect/ of the/ 
Famous and Fertile Island/ of/ Tobago,/ To the 
Southward of/ The Ifland of Barbadoes./ With/ 
A Defcription of the Scituation, Growth, Fertility/ 
and Manufa6ture of the faid Ifland : Setting forth/ 
how that 100^ Stock in feven Years may be im- 

f roved to 5000/. per Annum./ To which is added/ 
'roposals for an Encouragement of all thofe that/ 
are minded to fettle there./ By Captain John 
Poyntz./ The Second Edition./ London./ Printed 
by John Attwood for the Author, ana fold/ by 
William Starefmore at the Half Moon and Seven 
Stars in/ Comhill, and at the Marine Cofiee-houfe 
in Birchin-lane, 1695./ 3 prel. leaves; viz. Title 
reverse blank. * To The Ever Honoured S' Jofeph 
Heme.' 2 pp. * To the Reader.' 2 pp. Text 50 pp. 
Calf extra by Bedford. 4to. (11. 15s. 6d, 2197) 
With the Autoi^raph of WlTIte Kennett on the title. 

PRADT (M. de). Des Colonies, et de la Revolu- 
tion Actuelle de I'Amerique ; par M. de Pradt, an- 
cien Archevdque de Malines. PariSf F. Bechet, A. 
Egron, M.Dccc.xvii. Two Volumes. Tome Premier. 
Half-title, title xxxii and 403 pp. Brrata 1 page. 
Tome Second. Half-title, title, and 394 pp. Errata 
2 pp. Calf extra. Svo. (Ss. 6d. 2198) 

PRECIOUS MORSELS. I. Features of Sundry 
great Personages ; viz. His Majesty, George the 
Third ; the late Earl of Bute, and present Lord 
Hawkesbury ; King Midas marched from home ; 
the Bamboozled Mynheers; his Serene Highness, 
John Bull, Pay Master General, &c. &c. II. A 
Tit-Bit for Billy Pitt, &c. &c. III. America fast 
A-Sleep. IV. The Wonders of the hatred of Li- 
berty ; a raree-show, [London 1794.] 4 prel. leaves 
and 44 pp. Signed * Wm. Belcher,' Unbound. 
8vo. (2s, 6d. 2199) 

PRESENT (The) Crisis, with respect to America, 
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considered. London : 1775. Title and 46 pp, half 
mar, 8i;o. (4s. 6rf. 2200) 

PRESENT STATE (The) of the Britifli Sugar Co- 
lonies Consider'd : In a Letter From a Gentleman 
of Barbadoes to his Friend in London. London : 
Printed in the Year m.dcc.xxxi. 28 pp. halfmor. 
4to, (5s. 6d, 2201) 

PRESENT STATE (The) of the County and In- 
habitants. Europeans and Indians, of Louisiana, 
On the North Continent of America. Bj an Of- 
ficer at New Orleans to his Friend at Paris. Con- 
taining The Garrifons, Forts and Forces, Price of 
all Manner of Provifions and Liquors, &c. alfo an 
Account of their drunken lewd Lives, which lead 
them to Exceffes of Debauchery and Villany. To 
which are added. Letters from the Governor of that 
Province on the Trade of the French and Englifli 
with the Natives. Alfo Propofals to them to put 
an end to their Traffick with the Englilh. Annual 
Prefents to the Savages ; a Lift of the Country 
goods, and thofe proper to be fent there, &c. Tranl- 
lated from the French Originals, taken in the 
Golden Lyon Prize, Rafteaux, M after, by the Hon. 
Capt. Aylmer, Commander of his Majefty*s Ship 
the Portmahon, and by him sent to the Admiralty 
Office. London: J. MiUan, 1744. 55 pp. halfmor. 
8vo. (7s. 6d. *2202) 

PRESENT STATE (The) of North America, &c. 
Part 1. The Second Edition, with Emendations. 
London : J. Dodsley, mdcclv. 2 prel, leaves and 88 
pp. Halfmor. (7s. 6d. 2203) 

PRESENT STATE (The) of Great Britain and 
North America, wim regard to Agriculture, Po- 
pulation, Trade, and Manufactures, impartially 
confidered. Containing a iparticular Account of 
The dearth and fcarcity of tne neceffaries of life in 
England ; the want of staple commodities in the 
Colonies ; the decline of their trade ; increase of 
people ; and neceffity of manufa6lures, as well as 
of a trade in them hereafter. In which The caufes 
and confequences of thefe growing evils, and me- 
thods of preventing them, are suggefted; The 
proper Regulations for the Colonies, and the taxes 
mipofed upon them, are confidered, and compared 
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with their condition and circumstances. London : 
T. Becket mdcclxvii. 12 preL leaves S^ 36^ pages. 
Old calf, Svo, (7s, 6d. 2204) 

PRESENT STATE (The) of the Nation : Particu- 
larly with respe6i to its Trade, Finances, &c. &c. 
Addressed to The King and both Houfes of Parlia- 
ment. London: J. Almon, Mdcclxix. TitUy tv 
andpp.9-l(yr,halfmor,Svo, (4». 6d. 2205) 

PRICE (Richard). Cursory Remarks on Dr. Price's 
Observations on the Nature of Civil Liberty. In 
a Letter to a Friend. By a Merchant. London : 
W. NicoU, M,Dcc,Lxx,vi. 3 p'el, leaves and 23 pp. 
half mar. {Ss.6d. 2206) 

PRICE (Richard). Observations on the Nature of 
Civil Liberty, the Principles of Government, and 
the Justice and Policy of the War with America, 
etc. London, Printed: New-York, Re-printed by 
S. Loudon, in Water-Street. 1776. 107 pp. half 
nwr, Svo. (3s. 6d. 2207) 

PRICE (Richard). Observations on the Nature of 
Civil Liberty, the Principles of Government, and 
the Justice and Policy oi the War with America. 
etc. By Richard Price, D.D. F.R.S. The Third 
Edition. London : T. Cadell, m.dcc.lxxvi. 4 preL 
leaves ^ 128 pp. halfmor, 8vo. (3s. 6d, 2208) 

PRICE (Richard). Observations on the Nature of 
Civil Liberty, the Principles of Government, and 
the Justice and Policv oi the War with America. 
To which is added An Appendix, Containing a 
State of the National Deot, an Eflimate of the 
Money drawn from the Public by the Taxes, and 
an Account of the National Income and Expendi- 
ture fince the laft War. By Richard Price, D. D. 
F.R.S. The Fourth Edition. London: T. Cadell, 
m.dcc.lxxvi. 4 prel. leaves and 128 pp. Unbound, 
8w. (4s. 6d. 2209) 

PRICE (Richard). Observations on the Nature of 
Civil Liberty, the Principles of Government, and 
the Justice and Policy of the War in America. To 
which are added an Appendix and Postscript^ con- 
taining a State of the National Debt, an Eilunate 
of the Money drawn from the Public by the Taxes, 
and an Account of the National Income and Ex- 
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penditure fince the laft War. By Richard Price, 
D. D. F. R. S. The Sixth Edition. Lmdon : T. 
Cadell, MDCCLXXTI. 4 prel, leaves and 132 pp. half 
nun-, Qvo, (4t. 6d. 2210) 

PRICE (Richard). Ohservations on the Nature of 
Civil Liberty, the Principles of Goyemment, and 
the Justice and Policy of the War with America, 
etc. By Richard Price, D.D. F.R,S. The Seventh 
Edition. With Corrections and Additions. Lan- 
don: T. Cadell, m.dcclxxvi. 4 prel. leaves and 
134 pp, 8w. (2«. 6d, 2211) 

PRICE (Richard). Observations on the Nature of 
Civil Liberty, the Principles of Government, and 
the Justice and Policy ot the War with America. 
To which are added. An Appendix and Postscript, 
Containing a State of the National Debt, an Em- 
mate of the Money drawn from the Public by the 
Taxes, and an Account of the National Income and 
Expenditure fince the lail War. By Richard Price. 
D.D. F.R.S. The Eighth Edition, newlj corre6ted 
by the Author. EdiSnir^ : [By permiffion of the 
Author.] J. Wood and J. Dickson. m,dcc,lxxvi. 
4 prel, leaves and 94 pp, i2mo. {3s, 6d, 2212) 

PRICE (Richard). Observations on the Nature of 
Civil Liberty, the Principles of Government, and 
the Justice and Policy of the War with America. 
To which is added, An Appendix and Postscript, 
containing A State of the National Debt, An Esti- 
mate of the Money drawn from the Public by the 
Taxes, and An Account of the National Income 
and Expenditure fince the laft War. By Richard 
Price, D.D. F.R.S. The Ninth Edition. Londm: 
Edward and Charles Dilly, m.dcclxxvi. 48 pp, 
half, mar, Svo, (Ss,6d, 2213) 

PRICE (Richard). Observations on Dr. Price's 
Theory and Principles of Civil Liberty and Go- 
vernment, Preceded by a Letter to a Friend, on 
the Preteniions of the American Colonies, In re- 
fpea of Right and Equity. York : A. Ward, 1776. 
4 prel, leaves and 147 pp, Bvo, (Ss, 6d, 2214) 

PRICE (Richard). Remarks on a Pamphlet lately 
published by Dr. Price, intitled. Observations on 
the Nature of Civil Liberty, the Principles of Go- 
vernment, and the Justice and Policy of the War 
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with America, &c. In a Letter from aGendeman 
in the Country to a Member of Parliament. Lon- 
don: T. Cadelly mdcolxxyi. Title and 61 pp. half 
mor, 8vo. (4s, 6d, 2315) 

PRICE (Richard). Remarks on Dr. Price's Ob- 
Benrations on the Nature of Civil Liberty, &c. 
London : G. Kearsle j, mocclxxvi. 2 preL leaves and 
76 pp. Half WW, 8w. (4g. 6d. 2216) 

PRICE (Richard). Three Letters to Dr. Price, con- 
taining Remarks on his Observations on the Na- 
ture of Civil Liberty, the Principles of Government, 
and the Jultice and Policy of the War with Ame- 
rica. By a Member of Lincoln's Inn, F.R.S. F.S. A. 
London, T. Payne, mdcclxxvi. Half -title, title, xxii 
andieSpp, Haljmor. &00, (4tf. 6d. 2217) 

PRICE ( Richard). Additional Observations On the 
Nature and Value of Civil Liberty, and the War 
with America : Also Observations on Schemes for 
raifing Money by Public Loans ; An Hiilorical De- 
du6tion and Analyfis of the National Debt; And 
a brief Account of the Debts and Resources of 
France. By Richard Price, D.D. F.R.S. Lon- 
don: T. Cadell, m.dcc.lxxvii. xviandl76pp, 
Svo, (2«.6d. 2218) 

PRICE (Richard). Additional Observations On the 
Nature and Value of Civil Liberty, and the War 
with America : Also Observations on Schemes for 
railing Money by Public Loans ; An Hiilorical De- 
du^on and Analyfis of the National Debt ; And 
a brief Account of the Debts and Resources of 
France. By Richard Price, D.D. F.R.S. The Se- 
cond Edition. London : T. Cadell, m.dcc.lxxvii. 
xvt and 176 pp. half mor. 8vo. (4«. 6d. 2219) 

PRICE (Richard). Additional Observations On the 
Nature and Value of Civil Liberty, and the War 
with America : Also Observations on Schemes for 
raifing Money by Public Loans ; An Hiilorical De- 
duction and Analyfis of the National Debt ; And 
a brief Account of the Debts and Resources of 
France. Ry Richard Price, D.D. F.R.S. The 
Third Edition, with Additions. London : T. Cadell, 
M.DCCLXxviii. xxii and 176 pp, 8vo, (4s. 6d. 2220) 

PRICE (Richard). The General Introduction and 
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Supplement to The Two Tracts on Civil libertr, 
the War with America, and the Finances of tne 
Kingdom. By Richard Price, D.D.F.R.S. London: 
Printed for T. Cadell, in the Strand, mdoclxxviii. 
Titky xxvi and pp. 181-216. * A Summary View ' 
etc, a folded sheet, Qvo. (4s. 6d, 9221) 

PRICE (Richard). A Sermon delivered to a Con- 
gregation of Protestant Dissenters, at Hackney, 
On the 10th of February lafi, Being the Day ap- 
pointed for a General Fast. By Richard Price, 
D.D. F.R.S. The Third Edition. To which are 
added, Remarks on a Passage in the Bishop of 
London's Sermon on Ash- Wednesday, 1779. Lon- 
don : T. Cadell, m.dcc.lxzix. 2 prel, leaves and 45 
pp. Halfmor, Qvo, {2s. 6d, 2222) 

PRICE (Richard). Three Letters to the Rev. Dr. 
Price : Containing Remarks upon his Fast-Sermon. 
By a Cobler. London: S. Bladon, mdcclxxix. 
Half-title, titUy and 35 pp, {Ss, 6d, 222S) 

PRICE (Richard). Observations on the Importance 
of the American Revolution, and The Means of 
making it a Benefit to the World. To which is 
added, A Letter from M. Turgot, late Comptroller- 
General of the Finances of France : With An Ap- 
fendix, containing a Tranflation of the Will of M. 
'ortune Ricard, lately publiihed in France. By 
Richard Price, D.D. L.L.D. And Fellow of the 
Royal Society of London, and of the Academy of 
Arts and Sciences in New- England. London : T. 
Cadell, M.DCc.LXxxv. viii and 156 pp. Errata 4 
lines, halfmor. Qvo, (4s. 6d, 2224) 

PRIEST (William). Travels in the United States 
of America ; commencing in the year 1793, and 
ending in 1797. With tne Author's Journals of 
his two Vo^ra^es across the Atlantic. By William 
Priest, Musician, late of the Theatres Philadelphia, 
Baltimore and Boston. London : J. Johnson, 1802. 
X and 214 pp. Frontispiece, Qvo, (5x. 2225) 

PRIESTLEY (Joseph). Observations on the Emi- 
gration of Dr. Joseph Priestley, and on the several 
addresses delivered to him onnis arrival at New- 
York. New Edition. Philadelphia, printed. Lon* 
don : Re-printed for John Stockdale, 1794. 63 pp. 
8uo. (2s, 6d, 2226) 
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PRIMER./ (A)/ for the Use of the/ Mohawk ChU- 
dren,/ To acquire the Spelling and Reading of 
their/ own, as well as to set acquainted with the/ 
English Ton^e ; which for that Purpose is put/ 
on the oppoute Page./ Waerighwaghsawe/ Iicsa- 
ongvenwa/Tfiwaondad-derighbonnyKaghyadoghs 
fera ; Nayon-/deweyeftaghk ayeweanaghnodon av- 
eghyadow Ka-/niyenkehaga Kaweanondashkouh : 
Dyorheaf-hliga/ oni tfinihfuliweanotea./ London J 
Printed by C. Buckton, Great Pultney-Street/. 
1786. Froniwpiece, and 98 j>p. including Title, Old 
tree calf,/ %4mo, {Sl,13s,6d. 3227) 

PRINCE (Deborah). Dying Exercises of Mrs. 
Deborah Prince : And Devout Meditations of Mrs. 
Sarah Gill, Daughters of the late Rev. Mr. Thomas 
Prince, Minifier of the South Church, Boston. 
Edinburgh : D. Paterson, mdcclxxxv. 46 pp. 
121110. (7i,6d, 2228) 

PRINCE (Thomas). A Sermon Delivered By Tho- 
mas Prince; M.A. On Wenfday 06tober 1. 1718. 
At his Ordmation to the Pastoral Charge Of the 
South Church in Bofion, N. E. In Conjunction 
with the Re-verend Mr. Joseph Sewall. Together 
with The Charge, By the Reverend Increase Ma- 
ther, D.D. And a Copy of what was faid at giving 
the Right Hand of Fellowfhip : By the Reverend 
Cotton Mather, D.D. To which is added, A Dis- 
course Of the Validity of Ordination by the Hands 
of Presbyters, Previous to Mr. Sewall's on Septem- 
ber 16. 1713. By the Late Reverend and Learned 
Mr. Ebenezer Pemberton, Pallor of the fame 
Church. Boston : Printed by J. Franklin for S. 
Gerrish, and Sold at his Shop, near the Old Meet- 
in^-Houfe. 1718. 4 nrel, leaves and 76 pp. * A 
Discourse had By the late Reverend and Learned 
Mr. Ebenezer Pemberton, Previous to the Ordina- 
tion Of the Reverend Mr. Jofeph Sewall. At Bos- 
ton, September 16. 1713. AfEuming ana ^ving 
the Vaudity of Presbyterial Ordination. Boston : 
Printed by J. Franklin, for S. Gerrish,and Sold at 
his Shop near the Old Meeting Houfe. 1718.' 2 
preL leaves and 15pp. Small Qvo, (12. 11<. 6d. 2229) 

PRINCE ^Thomas). The Departure of EUjah la- 
mented A Sermon Occafioned By the Great & Pub- 
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lick Loffl In the Deceafe of the very Beyerend & 
Learned Cotton Mather, D.D. F.H.S. And Senior 
Pallor of the North Church in Boston: Who left 
this Life on Feb. 13th im, 8. The Morning after 
He finiihed the LX V Year of his Age. By Thomas 
Prince, M.A. And one of the Paftors of the South 
Church. BosUni in New-England : Printed for D. 
Henchman, near the Brick Meeting Houfe in Com- 
hil. MDCCxxviii. lialf-titU, title, and :26 pp. 
8vo. {7g,6d, t^30) 

PRINCE (Thomas). A Chronological Hiftory of 
New-England In the Form of Annals: Being A 
fummary and exs/St Account of the moil material 
Tranfaoions and Occurrences relating to This 
Country, in the Order of Time wherein they hap- 
pened, from the Difcovery by Capt. Gosnold m 
16012, to the Arrival of Governor Belchen in 1730. 
With an Introduction, Containing A briet Epitome 
of the moil remarkaole Tranfa^tions and Events 
Abroad, from the Creation: Including the con- 
ne6led Line of Time, the Succeffion of Patriarchs 
and Sovereigns of the moil famous Kingdoms and 
Empires, the gradual Difcoveries of America, and 
the Progress of the Reformation to the Difcovery 
of New England. By Thomas Prince, M.A. Bos- 
ton, N. E. Printed by Kneeland & Green for S. 
Gerrish, mdccxxxvi. Vol. I. 5 prel. leaves, xii, and 
20 pp, * The Introduction * 104 yw. * The New- 
England Chronology ' Parti, and Part II. 254pp. 
Old calf. Small Bvo. (15«. 2231) 

PRINCE (Thomas). Extraordinary Events the Do- 
ings of God, and marvellous in pious Eyes. Illuf- 
trated In a Sermon At the South Church in Boflon, 
N. E. On the General Thanksgiving, Thurfday, 
July 18. 1745. Occalion'd By taking the City of 
Louiibourg on the IHe of Cape-Breton, by New- 
England Soldiers, aiiifled by a Britilh Squadron. 
By Thomas Prince. M.A. And one of the PaAors 
of faid Church. Boston: Printed for D. Hench- 
man in CornhiL 1745. 2 prel, leaves and pp, 7-35. 
8iw. (7s. 6d, 2232) 

PRINCE (Thomas). Extraordinary Events the Do- 
ings of God, and marvellous in pious Ejbb. Illus- 
trated in a Sermon At the South Church in Boflon, 
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N. E. On the General ThankseiTing^ Thursday, 
July 18, 1745. Occafion'd By Taking the Citjr of 
Louiibourg on the Ifle of Cape- Breton, by >«ew- 
England Soldiers, affifted by a Britifh Squadron. 
By Thomas Prince, M.A. And one of the Paftors 
of the laid Church. The Third Edition. Boston, 
Printed : London^ Reprinted ; J. Lewis, 1746. 3? 
pp. 8vo. (7t,6d, nSS) 

PRINCE (Thomas). Extraordinary Events the Do- 
ings of God, and marvellous in pious Eyes. lUuf- 
trated in a Sermon at the South Church in Bofton, 
N. E. On the General Thanksgiving, Thursday, 
July 18. 1746. Occafion'd By taking the OXy of 
Louiibourg on the Ifle of Cape-Breton, by New- 
England Soldiers, affifted by a Britifli Squadron. 
Bv Thomas Prince, M.A. And one of the Paftors 
of faid Church. Edinhurgh: R. Fleming and Com- 
pany. 1746. 3 vreL leaves and pp, 5-38. Unbound. 
Qw. (58,6d, 2234) 

PRINCE (TtaoMAs). The Salvation of God in 1746. 
In Part fet forth in a Sermon At the South Church 
in Bolton, Nov. 27. 1746. Being the Day of the 
Anniversary Thanksgivine In the Province of the 
MaiTachufetts Bay in N.E. Wherein The moil re- 
markable Salvations of the Year paft. both in Eu- 
rope and North- America, as fiir as tney are come 
to our Knowledge, are briefly coniidered. By Tho- 
mas Prince, M.A. And a Paitor of the faid diurch. 
Boston: Printed for D. Henchman in Comhil. 
1746. Title and pp. 5'S5, 8w. (7s, 6d. 2235) 

PRINCE (Thomas). A Sermon Delivered At the 
South Church in Bofton, N. E. Auguft 14. 1746. 
Being the Day of General Thanksgiving for The 
great Deliverance of the Britifli N ations by TTie 
glorious and happy Vii6iory near CuUoden. Ob- 
tained by His Royal Hiehnefs Prince William 
Duke of Cumberland April 16. laft. Wherein The 
Greatnefs of the Publick Danger and Deliverance 
is in Part fet forth, to excite their moft grateful 
Praifes to ^e God of their Salvation. By Thomas 
Prince, M.A. And a Paflor of the laid Church. 
Boston : Printed for D. Henchman in Comhil, and 
S. Kneeland and T. Green in Queen-ftreet. 1746. 
TitUandpp.5-39, 8w). (7«. 6d. 2236) 
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PRINCE (Thomas). A Sermon Delivered at the 
South Church in Boilon, New-England, Au^ft 
14, 1746. Being the Day of General Thanksgiying 
for the Great Deliverance of the British Nations, 
by the Glorious and Hapjpy Victory near CuUoden. 
Obtained by His Royal Highness Prince William 
Duke of Cumberland, AprU 16, in the fame Year. 
Wherein the Greatness of the Publick Dangler and 
Deliverance is in Part fet forth, to excite their moft 
grateful Prail'es to the God of their Salvation. By 
Thomas Prince, M.A. And a Paflor of the faid 
Church. Boston Printed: London, Re-printed, 
John Lewis, 1747. 39 pp. 8w>. {7s, 6d, 2237) 

PRINCE (Thomas). The natural and moral Go- 
vernment and Agency of God in caufing Droughts 
and Rains. A Sermon At the South Church in 
Bofton, Thurfday, Aug. 24. 1749. Being the Day 
of the General Thanksgiving, In the Province of 
the Massachusetts, For the extraordinary reviving: 
Rains, after the mofl diftreiliug Drought which 
have been known among us in the Memory of any 
Living. By Thomas Prince, A.M. And a PaftoV 
of the faid Church. Boston: Printed and Sold at 
Kneeland and Green's, in Queen Street, 1749. 3 
yrel, leaves and 40 pp. Qvo. (4a, 6d, 



PRINCE (Thomas). Six Sermons by the late Tho- 
mas Prince, A.M. one of the Ministers of the South 
Church In Boston. Published from his Manu- 
scripts. By John Erskine, D.D. one of the Minis- 
ters 01 Edinburgh. Edinburgh : David Paterson, 
MDCCLXxxv. xvi and text 156 pp. Half morocco, 
nmo, (7s, 6d. 2239) 

The 16 preliminary pages are occupied with an interefltingr Me- 
moir of Thomas Prince and the Prince family, By Dr. John 
Erskine. 

PRINCE (Thomas). A Chronological History of 
New-England, in the form of Annals : Being A 
Summary and exact Account of the most material 
Transactions and Occurrences relating to this 
Country, in the order of Time wherein they hap- 
pened, from the Discovery of Capt. Gosnold, m 
1602, to the Arrival of Governor Belcher, in 1730. 
With an Introduction containing A brief Epitome 
of the most considerable Transactions and Events 
abroad. From the Creation. Including the con- 
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nected line of Time, the snccession of Patnarchs 
and Sovereigns of the most fiunous Kingdoms and 
Empires ; the mdual Discoveries of America, and 
the Progress oi the Reformation, to the Discovery 
of New-England. By Thomas Prince, M. A. Bot- 
ton, N . £. Printed by Kneeland & Green, for S. 
Gerrish. moccxxxvi. A New Edition, published 
by Cummings, Hilliard, and Company. 1826. 439 
pp. 8vo. (8«. 6(i. 2240) 

PRINCIPLES of Trade. Freedom and Protection 
are its bell Snport : Indnftry, the only Means to 
render Manafa6lures cheap. Of Coins ; Exchange ; 
and Bountvs ; particularlv on Com. Bv a Well- 
Wiiher to nis King and Country. With an Ap- 
pendix. Containing Reflections on Gold, Silver, 
and Paper paffing as Mony. The Second Edition 
coredlea and enlarged. Lmidon, Brotherton and 
Sewell, MDCCLXXiv. 3 prel. leaves and 4Spp, 'Ap- 
pendix '16 pp. Old tree calf, Svo, (15s. 2241) 
This copy once belonged to WiUiam Vaaghan, who hmt written on 
ill flj leaf •* N.B. The Notes by Dr. f nnkUn.'* 

PRINCIPLES of Law and Government with an in- 
quiry into the Justice and Policy of the Present 
War^ [with America], and most effectual means of 
obtainmg an honourable, permanent, and advan- 
tageous Peace. London : J. Murray, mdcclxxxi. 
Two Parts. Part I. 3 prel. leaves and 203 pp. Part 
II. Half-title and 127 pp. Errata 1 page. Old calf 
4to. (7». 6rf. 2242) 

PROCLAMATION. By the Queen, a Proclama- 
tion, For Settling and Afcertaininj^ the Current 
Rates of Foreign Coins in Her Majefties Colonies 
and Plantations in America : [Col^hm], LondoUy 
Printed by Charles Bill, and the Executrix of Tho- 
mas Newcomb, deceas d ; Printers to the Queens 
moil Excellent Majefly. 1704. A Broadside, half 
mor. Folio, {4s, 6d, 224S) 

PROGRESS (The) of the French In their Views of 
Univerfal Monarchy. London: W. Owen,M.D.cc. 
Lvi. vt ami 58 pp. Bvo, (4s.6<{. 2244) 

PROPOSAL (A) For putting a Speedy End to the 
War, By Ruining the Commerce of the French and 
Spaniards, And Securing our Own, Without any 
additional Expence to the Nation. Londouy Daniel 
Brown, mdcciii, viii and pp, 5-18. Half morocco, 
4to. {7s, 6d, 2245) 
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PROPOSAL (A) For Humblinff Spain. Written in 
1711. ByaPerfonofDiitindtion. Andnowfiril 
printed from the Manuscript. To which are added. 
Some Confiderations on the Means of Indemnify- 
ing Great Britain from the Expences of the Pre- 
sent War. London: J. Roberts, [1739?] viii and 
72pp,halfmor, Qvo, {7s, 6d. 2246) 

PROPOSAL (A) For Humblin? Spain. Written in 
1711. By a Ferfon of Diitin^hon. And now firli 

Srinted from the Manuscript. To which are added 
ome Confiderations on the Means of Indemnifying 
Great Britain from the Expences of the Prefent 
War. The Second Edition. London : J. Roberts 
[1739?] vin and 72 pp, halfmor, 8i». (7<. 6d. 224!r) 

PROPOSALS Offered for the Sa^ Planters Re- 
dress, And for Reviving the Bntiih Suear Com- 
merce. In a further Letter from a GenUeman of 
Barbadoes, To his Friend in London. London, J. 
Wilford, M.Dccxxxiii. 35 pp. Half morocco, 
4to. {48. 6d. 2248) 

PROPOSALS For Uniting the English Colonies on 
the Continent of America So as to enable them to 
a6); with Force and Vigour againft their Enemies. 
London : J. Wilkie, m.dcc. lvii. Title, in and 38 pp. 
halfmor. 8w. {7s. 6d. 2249) 

PROSPECT (A) of the Consequences of the Prefent 
Conduct of Great Britain towards America. Lon- 
ciott : J. Almon, 1776. 98 pp. Half morocco, 
Svo. {5s. 6d. 2250) 

PROSPECTS on the Rubicon: Or, an Investigation 
into the Causes and Consequences of the Politics 
to be agitated at the Meeting of Parliament. Lon- 
don : MoocLXxxvii. iv and 68 pp. Half morocco, 
8tw. (4«.6d. 2251) 

PROTEST Against the Bill To repeal the American 
StampA6l, of Last Session. AParM,J. W. m.occ. 
Lxvi. 16 pp. 8vo. {4g.6d. 2252) 

PROTEST (Second), with a List of the Voters 
against the Bill To Repeal the American Stamp 
Aa, of Last Session. APar»,J.W. 1766. 15pp. 
With Errata to the 1st and tnd Protest 14 lines, 
8w. {4s. 6d, 2253) 
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PROTESTS. Correct Copies Of the Two ProtestB 
against the Bill To Repeal the American Stamp 
A6t, of Last Session. With Lists of the Speakers 
and Voters. A Paris, J. W. m.occ.lxvi. 2S pp. 

< A List' etc, 8 pp. 8w. (4«. 6d. 21254) 

PROUD (Robert). The Hiftory of Pennfjlvania. 
in North America, from the Original Inftitution ana 
Settlement of that Province, under the firft Pro- 
prietor and Governor William Penn, in 1681, till 
after the Year 1742 ; with an Introduction respect- 
ing The Life of W. Penn, prior to the grant of the 
Province, and the religious Society of the People 
called Quakers ; — with the firft rife of the neigh- 
bouring Colonies, more particularly of Weft-New- 
Jerfey. and the Settlement of the Dutch and Swedes 
on Delaware . To which is added , A brief Descrip- 
tion of the said Province, and of the General State, 
in which it flourifhed, principally between the 
Years 1760 and 1770. The whole mcluding a Va- 
riety of Things Useful and interefting to be known, 
refpe^ng tliat Country in early Time, &c. With- 
an Appendix. Written principally between the 
Years 1776 and 1780, By Robert Proud. Phila- 
delphia, Printed and Sold bv Zachariah Poulson, 
Junior, Number Eighty, Chesnut Street, 1797. 
Two Volumes, Volume I. 508 pp. With Portrait 
of Penn, and Map of Pennsylvania, Volume II. 
* Printed etc. No. 106, Chefnutftreet, Nearly oppo- 
fite to the Bank of North America. 1798.' 373 pp. 

< Appendix 'etc. 146 pp. Svo, (11. Is, 2255) 

PSALMS. The/ Psalms,/ Hvmns,/ and/ Spiritual 
Songs/ of the/ Old and New 'reftament,/ Faithfully 
Tranflated into/ English Metre./ For the ufe, edi- 
fication, and comfort of the/ Saints in publick and 
private, efpe-/cially in New-England./ Cambridgef/ 
Printed for Hezekiah Usher, of Boftoo./ [1664]. 94 
pp, inelvding the title. Imperfect, toanting all after 
page 94. lUd morocco extra 6^ Francis Bedford, 
Umo, (10/.10*. 2256) 

PSALTERIUM AMERICANUM. The! Book of 
Pfalms, In a Tranflation Exa6tlv conformed unto 
the Original ; but all in Blank Verfe, Fitted unto 
the Tunes commonly ufed in our Churches. Which 
Pure Offering is accompanied with Illustrations, 
digging for II idden Trealures in it ; And Rules to 
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Employ it upon the Glorious and Various Inten- 
tions of it. whereto are added. Some other Por- 
tions of the Sacred Scripture, to Enrich the Can- 
tional. Boston : in N. £. Printed by S. Kneeland, 
for B. Eliot, S. Gerrish, D. Henchman, and J. £d- 
wards,and Sold at their Shop, 1718. Ttt/e, xii-vi aiid 
426 pp. Imperfect, wanting pages in and iv. Bound. 
SmaUSvo, (2/. 2«. 2267) 

PTOLEMiEUS (Claudius). In hoc Opere/haeccon- 
ti/nentvr GeographiaeCl. Ptolemseiaplurimis uiris 
utriuslq? Iins:u8e do^tiff./ emedata : & cfiarchetvpo 
g^raeco ab ipfiis coUata./ Schemata cu demonilra- 
tionibus fuis corredta a Marco Beneuentano/ Mo- 
nacho coeleftino & Joanne Cotta Veronenii uiris 
Mathematicis/ confultiilimis./ Figura de proiedione 
fpherae in piano qusB in libro o6tauo defidera/ batur 
ad ipfis n5dum inllaurata fed fere ad inuenta eius. 
n. ueftigia/ in nuUo etiam ^rseco codice extabant./ 
Maxima quantitas diert ciuitatfi : & dillantiae locon 
ab Alexadria/ Aegypti cuiufo^ ciuitatis : quae malijs 
codicibus nd erant./ Planifphaerium CI. Ptolemei 
nouiter recognitfi & diligentiiT. emen-/datum a 
Marco Beneuentano Monacho celeftiuo./ Nona 
orbis defcriptio ac noua Oceani nauigatio qua Lif- 
bona ad/ Indicfi peruenitur pelagus Marco Bene- 
uentano monacho caele-/ilino aedita./ Noua & uni- 
ueri'alior Orbis cogniti tabula.Ioa. Ruy fch Germano/ 
elaborata./ Sex Tabulae nouiter confe6tae uidelicet 
Liuoniae : Hyi'paniae Galliae :/ Germaniae : Italiae : 
& ludeae./ Cavtvm est edicto Ivlii. II. Pont. Max./ 
ne q vis Imprimereavt Imprimi/ facere avdeat hoc 
ipym opys/ pena excommvnicationis latae Senten- 
tiae/ his qvi contra Mandatvm Ivssvmoye/ conari 
avdebvnt./ Anno Virginei Partvs/ MDVIII./ 
B4)me, Signatures A. [D ^ E in six] to N. tn 
eights f 0. in seven, followed by 34 copperplate Maps, 
' Incipit Regillrum etc; statures Aa 8j Bb in eights, 
Cc in four, * Reuerendimmo in Chnfto ' etc, sig- 
natures a in m b in eight. Fine copy. Vellum, 
Folio, (31. Ss, 2258) 

PTOLEMiEUS (Claudius). Geo-/graphiaB/ vni- 
yersae/ tvm veteris^ tvm/ noyae absolvtissimum/ 
opus, duobus Tolummibus distin6tum,/ In quorum 
priore habentur/ CI. PtolemaBi Pelvsiensis/ Geo- 
graphicae enarrationis Libri o6lo :/ Quorum primus, 
qui praecepta ipfius facultatis omnia complettitur,/ 
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eommentarijs vberrimis illuftratas est &/ lo. An- 
tonio Magino Patavino./ In fecando yolumine in 
funt/ CI. Ptolemaeiy antiquae orbis tabulae xxtii. ad 
prifcas hi-/{lorias intelligendas fumme neceffariae. 
£t tabulae xxxvii. recen-/tioreSy quibus vniuerfi 
orbis piebira, ac facies, fingularumqf / eius partium, 
regionum, ac prouinciarum ob ocu-/los patet noftro 
saeculo congruens. Vna cum ipfarum tabularam 
copiofil&mis expofitionibus, quibus fingulae/ orbis 
partes, prouinciae, regiones, imperia, regna, duca- 
tus, &/ alia dominia, prout nostro tempore fe ha- 
bentj/ exa6te deicribuntur/ Au6tore eodem lo. Ant. 
Ma^o/ Patavino, Matbematicarum in/ Almo Bo- 
nomenfi Gymnafio publico profeflbre./ Anno 1597./ 
In celeberrima Agnppinensivm Colonic excvdebat/ 
Petrvs Keschedt./ two Parts. [Part 1.1 4 pre/. 
Uaves. 47 and 184 pp. Index 38 pp. [Part II]. Title 
and foUoed leaves i'^i. Index ^ pp. Vellum. 
4A0. (12<. 6d. 3359) 

PUGH (Ellis). A Salutation to the Britains, To 
Call diem From the Many Things, to the One 
Thin^ needful, for the Saving of their Souls: Es- 
pecially. To the poor unlearned Tradefmen^low- 
men ana Shepherds, thofe that are of a low Degree 
like my felf. This, in Order to direct you to know 
God and Cbriil, the only wife God, which is Life 
eternal, and to learn of him, that you may become 
wifer tnan your Teachers. By Ellis Pvgh. Tranl- 
lated from the Britiih Lang^a^e by Rowland Ellis, 
Reyis'd and Corre6ted by Dayid Lloyd. Fhila- 
delphia: Printed by S. Keimer, for W. Davies, 
Bookbinder, in Chefnut-Street, 1727. art; and 222 
pp. Old calf. 16mo. {11. Is. 2260) 

PULLEIN (Samuel). The Culture of Silk: Or, 
an Essay on its rational Practice and Improve- 
ment. In Four Parts. 1. On the railing and plant- 
ing of Mulberry Trees. II. On hatching and rear- 
ing the Silk- Worms. III. On obtaining their Silk 
and Breed. IV. On reeling their Silk-Pods. For 
the ufe of the American Colonies. By the Rev. 
Samuel PuUein. M. A. London : A. Millar, mdcc 
Lviii. XV and 399 pp. With two plates. Old calf. 
8t». (7«.6rf. 2261) 

PULTENEY (William). Thoughts on the present 
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State of Affoirs with America, and the means of 
Conciliation. By William Pnlteney, Eaq: The 
Third Edition. London : J. Dodsley, mocclxxviii. 
Title and lOi pp. half mor, Qvo, {4a, 6d. n62) 

PULTENEY ( William). Thoughts on the present 
state of a£Eairs with America, and the means of 
conciliation. By William Pulteney, Esq. The 
fourth edition. London: J. Dodsley, mdcclxxviii. 
TitU and 103 pp, halfmor, 8tw. (4t. 6d, 2263) 

PULTENEY (Wiluam). Considerations on the 
Present State of Public Affairs, and the means of 
raising the necessaxy Supplies. By William Pul- 
teney, Esq. The Secona Edition. London: J. 
Donley, MDCCLXxix. TitU and 51 pp, halfmor, 
8w. {^,6d. 2264) 

PURCHAS (Samuel). Pvrchas his Panimage./ 
Or/ Relations/ of the World/ and the Religions/ 
observed in all Ages/ And places difcouered, from 
the/ Creation vnto this/ present./ In foure Partes./ 
This first contai-/neth A Theological 4nd/ Geo- 
graphical Hiilorie of Afia, Africa,/ and America, 
witn the Iflands/ Adiacent./ Declaring the An< 
cient Religions before the Floyd, the/ HeaUinilh, 
Jewifh, and Saracenicall in all Aees fince, in thofe/ 
parts profeffed, with their feuerall Opinions, Idols, 
Oracles, Temples,/ Prieftes. Falls, Feafts, Sacri- 
fices, and Rites Religious : Tneir/ beginnings. Pro- 
ceedings, Alterations, Se6ts,/ Orders and Succef- 
fions./ >Vith briefe iJefcriptions of the Countries, 
Nations. States, Discouenes,/ Priuate and Pub- 
like Cuuomes, and the moft Remarkable Rarities 
of/ Nature, or Humane Induftrie. in the fame J By 
Samvel Pvrchas, Minifter at Eftwood in ESex,/ 
London./ Printed by William Stansbj for Henrie 
Fetherftone, and are to be/ fold at his Shoppe in 
Pauls Church -yard at the/ Signe of the Rofe 
1613./ 14 prel, leave* ; viz. Title reverse blank; 
<The Epistle Dedicatorie.' 4 pp: < To the Reader.' 
4 pp. Epimms ^ pp; * The Contents * etc. 9 pp ; 
'The Cat^ogue of the Authors.' 6 pp ; Text 752 
pp. * Table of the principall Matters' etc, 20 pp. 
Fine copy. Old calf, FoUo, (18s. 2265) 

PURCHAS (Samuel). Pvrchas his Pilgrim./ Mi- 
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crocosmTS,/ or/ the Historie/ Of Man./ Relatiiig 

{Wonders of his Generation,/ "j 
Vanities in his Degeneration,/ /■ 
Neceffity of his Regeneration./ -^ 
Meditated on the words of David. By Samuel 
Pvrchas, Parfon of S. Martins/ neere Lvdgate, Lon- 
don./ London J Printed hjr W. S. for Henry Fether- 
ftone./ 1619./ 14 prel, leaves and 818 pp. Old 
calf, SmaUQvo, (158. 2266) 

PURNELL (Thomas). The following is a true and 
faithfiil Account of the Loss of the Bri^tine Tyr- 
rell, Arthur Coghlan, Commander ; with the Mis- 
fortunes attending the faid Veffers Crew. By Tho- 
mas Pumell, Chief Mate thereof. [LondonJ] Dated 
* Hoxton Sept. 1766.* Signed < Thomas Pumell.' 
Qpp, 4to. (78, 6d, 2267) 

PURRY (John Peter). A Method For Determin- 
ing the best Climate of the Earth, On a Principle 
to which All Geographers and Historians have been 
hitherto Strangers. In a Memorial prefented to 
the Governors of the East-India Company in Hol- 
land, for which The Author was obliged to leave 
that Country, By John Peter Purry. Translated 
from the French. Londony M. Cooper, mdccxuv. 
2 prel, leaves and text 60 pp. Half morocco, 
Qvo, {48. 6d, 2268) 

PYNCHON (William). I The Time when the/ 
First Sabbath/ was Ordained./ 1 Negatively, Not 
in the Time of Adams Innocency,/ as many iay it 
was./ 2 Affirmatively, It was Ordained aner the 
Time of/ Adams Fall and Re-creation./ II The 
Maimer how the Firft Sabbath was Ordained./ 1 
By bleffing the Seventh Day with many Spiritual 
Or-/dinances, both for publick and private ufe./ 
2 By Sandtifying that Day for the Exercife of the 
faid Or-/dinances./ 3 By Sanctifying the outward 
Reft of that Day, to be a Ty-/pical Sign both of 
Gods Refting, and of mans Reftin?/ in the Seed of 
the Woman, that was promifed to break/ the Devils 
Head-plot, namely, by his Propitiatory Sacrifice./ 
And hence it follows^/ 1 That as the Sabbath was 
Ordained to be a typical Sign,/ fo it muft be abo- 
lifhed, as Toon as Chrift had performed/ his faid 
Propitiatory Sacrifice./ 2 As it was Ordained to 
he the Sandified time, for the/ Exercife of the faid 
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blefled Ordinances ; fo the next day of/ the week, 
into which it was chaneed, mull continue with-/out 
intermiffion to the end of the world./ Part II. 
Ill A Treatife of Holy Time, concerning the true 
limits/ of the Lords Day, when it begins, and when 
it ends, is/ hereunto annexed/ By William Pvn- 
chon Efq./ Published by Authority./ Londony 
' Printed by R. I. and are to be fold by T. N. at the 
three Lions/ in Comhil, near the Royal Exchange 
1654./ Two Parts, Parti. Q pnl, leavet and 1^ 
pp : Part II. 8 preL leaves and 120 pp. Old calf, 
4to. (15*. 2269) 

PYNCHON (William). The Meritorious Price/ 
of/ Mans Redemption,/ or/ Chrills Satisfaction dif- 
cuffed and explained./ 1 By fhewin^ how the Suffer- 
ings and the Sacrifice of Chrift, did fatisiie Gods/ 
Juflice, pacifie his Wrath, and procure his Recon- 
ciliation for mans Redemp-/tion, from Satans Head- 
plot./ 2 By vindicatine the Sufferings and the Sa- 
crifice of Chrifl, from that moft dan-/gerou8 Scrip- 
ture-lefs Tenent, that is held forth by Mr. Norton of 
New-England/ in his Book of Christs Sufferings, 
affirming that he fuffered the Effential Tor-/ment8 
of Hell, and the fecond death from Gods immediate 
vindicative wrath. 3 By (hewing that the Righte- 
oufhefs and Obedience of Christ in relation to his/ 
Office of Madiatorihip, is a diftin6t fort of obedience, 
from his moral obedience,/ in Chapter the third ana 
elfewhere./ 4 By Ihewing that the Righteoufnefs 
of God (fo called in Rom. 3, 21, 22, 26/ in Rom. 
10. 3, in 2 Cor. 5. 21. and in Phil. 3. 9.) is to be 
underilood of God the/ Fathers performance of his 
Covenant with Christ;/ namely, that uponChriils/ 

gerformance of his Covenant (by combating witi^ 
atan, and at lail by making/ his death a facrifice) 
he would be reconciled to beleeving iinners, and 
not im-/pute their fins to them. And therefore I. 
This Righteoufneis of God mufi/ needs be the for- 
mal caufe of a finners juiiification. And 2. Itmufl 
needs be/ a diflindt fort of Righteoufnefs from the 
Righteoufnefs of Chrift contrary to/ Mr Nortons 
Tenent. This is evidenced in Chap. 14. and elfe- 
where./ 5 By Explaining Gods Declaration of the 
combate between the Devil and the feed/ of the wo- 
man in Gen. 3. 15. from whence (as from the foun- 
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dation-principle)/ this prefent B«p]j doth explain 
all the after prophecies of Chriib Sufferings./ 6 By 
clearing feyeral other Scriptares of the great^ 
note in thefe Controrerfies,/ trom Mr. Nortons cor- 
rupt Expofitions, and by expounding them in their 
right/ fenfe; Both according to the Context, and 
a<»ordin^ to fundnr eminent Or-/thodox Writers./ 
By Wilham Pynchon Efq ; late of New England./. 
London^ Printea by R. I. tor Thom. Newberrjr, and 
are to be fold at his Shop in/ Comhil, oYeragainii 
the Conduit near the Royal Exchange, 1655./ 26 
freUm, Uavei and text 4S9 pp. Errata 1 page. Old 
calf, 4io, (d/.df. 2270) 
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UINTANA Y GUIDO (Antonio 
de). Ejpitafios/ Ori^inales con/qye 
el Real Convento de lesvs/ Maria, de 
esta Noble Civdad de Mexico,/ laco 
a luz parte del juftifsimo fentimiento, 
que ocultauan los ^enerofos/ pechos 
de fus Religiofas hijas; los quiQes, en 
yiftofas tarjas eftauan repar-/tido6 por los pedeftales 
de doze viitofas piramides, j feis el'paciofas/ gradas 
(^ue hazian exquifita armoma) fobre que eilaua vna 
Dien dif-/pueita Pjra que fubltituya el depofito del 
Mageftuolb cuerpo, con fa turn/ ba cubierta de vn 
pano, y dos almoadas de rica tela, omato ((i de- 
cen-/te) deuido a la Real Corona, ae que le confti- 
tu JO, y compuflb el/ fumptuofifsimo Panteon, que 
poblaao de elbuadrones de/ brillantes lazes, erigid 
in honra de fu Fatrona la Se-/reniifima D. Isabel de 
Borbon,/ Rejna de £Q)ana, y Seiiora nueilra, a/ los 
26. y 27. de lulio del Ano/ de 1645./ Al Senor 
Doctor Don Pedro de Barrientos/ Lomelin, del 
Confejo de fu Magellad, &c./ Por el Bachiller 
Antonio de Qvintana/ y Guido,Capellan del Choro 
defta Santa Iglefia Cathedral./ Con Licencia :/ £n 
Mexico, por la Viuda de Bernardo Calderon. Ano 
de 1645./ Title on the reverse, Woodcut Arms. * Ap- 
rracion del Padre/ luan de S. Miguel, de la Com- 
pania/ de lesvs./ 1 page, reverse blank, * Al Senor 
Doctor D. Pedro/ de Barrientos Lomelin,' etc. 2 
pp. Text commencing * Titulo Dedicatorio que ocu- 
paua la quarta' etc. folioed leaves 3-8, the reverse 
blank. 4to. {Il.ll8.6d. 2271) 

QUIR (Peter Ferdinand de). Terra Auilralis in- 
cognita,/ or/ A new Southerne/ Discoverie,/ con- 
taining/ A fifth part of the World./ Lately found 
out/ By Ferdinand De Qvir,/ a Spanifh Captaine./ 
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NeuCT before publifhed./ Tranflated by W. B./ 
London/ Printed for lohn Hodgetts./ 1617. Title, 
reverse blank, and 27 pp. 4to. {41. 14g. 6d. 2272) 

, QUEBEC. State of the present form of Government 
of the Province of Quebec. With a large Appen- 
dix ; containing Extracts from the Minutes of an 
investigation into the past administration of jus- 
tice in that province, mstituted by order of Lord 
Dorchester in 1787, and from other original Papers. 
London, J. Debrett, mdcclxxxix. Title, Errata, 
and 176 pp. Half morocco. 8vo. (5s. 6d. 2273) 

QUINCY (JosiAH,. Junior). Observations on the 
Act of Parliament, commonly called the Boston 

. Port-Bill; with Thoughts on Civil Society and 
Standing Armies. By Josiah Quincy, Junior, 
Counfellor at Law, in Boston. Boston, N. E, 
Printed. London: Re-printed for Edward and 
Charles Dilly, mdcclxxiv. 3 prel, leaves and 80 
pp. Half morocco. 8vo. (5s, 6d. ^^4t) 
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ALEIGH(5irWALTER). The/Disco- 
verie/ of the Large,/ Rich and Bevv- 
tifvl/ Empire of Gviana, with/ a re- 
lation of tne Great and Golden Citie/ 
of Manoa (which the fpaniards call 
El/ Dorado) And the provinces of 
Emeria,/ Arromaia, Amapaia and 
other Coun-/tries, witii their riuers. ad-/ioyning/ 
Performed in the yeare 1595. hy Sir/ W. Ralegh 
Knight, Captaine of her/ Majeilies Guard, Lo. 
Warden/ of the Stanneries, and her High-/nefle 
Lieutenant generall/ of the Countie of/ Cornewall./ 
Imprinted at London by Robert Robinfon/ 1596./ 
8 preL leaves ; viz. Title, reverse blank, * To the Right/ 
Honorable my/ fingalar good Lord and kinCman,/ 
Charles Howard, Knight of the Gar-/ter Barron, 
and Counceller, and ot the Ad-/niiralls of England 
the moft renow-/med : And to the Right Honorable/ 
Sr Robert Cecyll Knight, Councel-/ler in her High- 
nes priuie/ Councels. 8 pp ; * To the Reader.' 6 
pp: Text 11^ pp. Vellum, 4ta. (Sl.Ss, 2275) 

RALEIGH {Sir Walter). A/ Declaration/ of the 
Demea-/nor and Cariage of/ Sir Walter Raleigh,/ 
Knight, afwell in his Voyage, as/ in, and fithence 
his Ketume ;/ And of the true motiues and induce-/ 
ments which occaiioned His Maieftie/ to Prooeed in 
doing Justice upon him,/ as hath bene done./ Lon- 
don, Printed by Bonliam Norton/ and lohn Bill, 
deputie Printers for/ the Kings moft Excellent Ma- 
ieitie./ M.pc.xviii. Title, having on the reverse a 
woodcut of the Royal Arms; Text 6& pp. Half calf. 
4*0. (10*. 6d. 2276) 

RALEIGH (5ir Walter). Sir Walter/ Rawleighs/ 
Ghost,/ or/ Englands Forewamer./ Dil'couering 
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a fecret Coniultation, newly hol-/den in the Court 
of Spaine./ Together, with his tormenting of Count 
<le/ Gondomar ; and his ftrange affrightment, Con- 
feffion/ and publi^ue recantation: laying open 
many/ treacheries intended for the fubuer-/fion of 
England./ Vtricht,/ Printed by John Sehellem./ 
1626./ Title, reverse blank, and 41 pp. Wanting pages 
7 to 22, inclusive, 4to. (Ss.6d. 2277) 

RALEIGH {Sir Walter). The/ Prerogatiue/ of Par- 
laments/ in England :/ Prooed in a Dialogue (pro 
&/ contra^ betweene a Councellour/ of State and a 
luftice/ oi Peace./ Written by the Worthy (much 
lacked/ and lamented) Sir W. R. K'. deceafed./ 
Dedicated to the Kings Maiefty, and to/ the Houie 
of Parlament now allembled./ Preferued to be now 
happily/ (in thei'e diftracied Times)/ Publiihed, 
and/ Printed at ffamfturgfc./ 1628./ 4 preL leaves; 
viz. Title, re%yerse blank, *To the King.* 5 pp. Text 66 
pp.halfnwr. 4to. {10s. 6d. 2278) 

RALEIGH {Sir Walter ). The/ Prerogative/ of/ 
Parliaments/ in England :/ Proued in a Dialogue 
(pro &/ contra) betweene a Councellour/ of State 
and a luftice/ of Peace./ Written by the worthy 
(much lacked and/ lamented) Sir Walter Raleigh 
Knight,/ deceafed./ Dedicated to the King's Ma- 
ieilie, and to the/ Houfe of Parlament now aflem- 
bled./ Preferued to be now hapmly/ (in thefe dif- 
traaed Times)/ Publiflied, and/ Printed at Midel- 
burge./ 1628./ 4 prel. leaves; viz. Title^ reverse 
blank, * To the King.' 5pp : Text 66 pp. halfmor. 
4to. {7s. 6d. 2279) 

RALEIGH (5ir Walter). Tvbvs Historicvs :/ An 
Hiiloricall Perl*pe6live ;/ Difcovering all the Em- 
pires and King-/domes of the World, as they/ flou- 
riflit refpedlively under/ the foure Imperiall/ Mo- 
narchies./ Faithfully compofed out of the moil 
ap-/proved Authours,and exa6tly di-/ffefted accord- 
ing to the fup-/putation of the tieft/ Cbronologers./ 
(With a Catalogue of the Kings and Emperours 
of/ the chiefe Nations of the World. ^/ By the late 
famous and learned Knight/ Sir Walter Raleigh./ 
London,/ Printed by Thomas Harper, for Benjamin 
Fiiher, 1636./ 13 unnumbered leaves ; vis. Title, re- 
verse blank, *• To the most lUuftrious and hopefuU 
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Prince Charles/ etc, 1 page^ the reverse blank ; * The 
Publilher's Advertifement to the Reader.' 3pp, the 
reverse blank ; * Tubus Hilloricus.* running title * Sir 
Walter Raleigh's/ Chronologicall Tables.' 9 pp. 
the reverse blank ; * A Catalogue of the Kings and 
£m-/perours of the chiefe Nations/ of the World.' 
7 pp. the reverse blank, 4to, (10«. 6d, 



RALEIGH (Sir Walter). The/ Prince,/ or/ Max- 
ims/ of/ State./ Written/ by Sir Walter Ravyley./ 
and prefented to Prince Henry./ London, Printed, 
MOCXLii.. 3 prel. leaves and 46 pp. Half morocco, 
4to, {7s. 6d. 2281) 

RALEIGH (Sir Walter). Judicious/ and/ Seleft 
Eflayes/ and/ Observations,/ By that Renowned 
and/ Learned Knight./ Sir Walter Raleigh./ upon/ 
The firft Invention of Shipping./ The Mifery of 
Invafive Warre./ The Navy Royall and Sea- 
Service./ With his/ Apologie for his voyage to 
Guiana./ London,/ Printed by T. W. for Humphrey 
Mofeley/ and are to be Sold at the Princes Armes in/ 
St. Pauls-Church-yard, 1650./ 5 pi-el, leaves and 
42 pp ; Title, 4 pp, and 31 unpaged leaves; 1 blank 
leaf; Title and 46 pp ; Title and 69 pp. With Par- 
trait. CkUf extra by Riviere, 12mo. (12s. 6d. 2282) 

RALEIGH (5ir Walter). The Cabinet-Council :/ 
Containing the Chief Arts/ of/ Empire,/ And Mys- 
teries of/ State ;/ discabineted/ In Political and Po- 
lemical Aphorifms,/ CTOunded on Authority, and 
Experience;/ And illuflrated with the choiceft/ 
Examples and Hillorical/ Obfervations./ By the 
Ever-renowned Knight,/ Sir Walter Raleigh,/ 
Publifhed By John Milton, Efti ;/ London, Printed 
by Tho. Newcomb for Tho. Jonn-/fon at the fign of 
the Key in St. Pauls Churchyard,/ near the Weft- 
end. 1658./ 4 prel. leaves and 199 pp. Portrait 
of Raleigh. Old calf. 16mo. (10s. 6d. 2283) 

RALEIGH (Sir Walter). The/ Life/ of the/ Valiant 
and Learned/ Sir Walter Raleigh, Knight./ With 
his/ Tryal/ at/ Winchester./ The Third Edition./ 
London,/ Printed for George Dawes, and Richard 
Tonfon within Grays- Inn-/ Gate next Grays-Inn- 
Lane, moclxxxvii. Title and 41 pp. half mor. 
Folio. (10s. 6d, 2284) 
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RALEIGH (5»r Walter). An Introdu6tion to a/ 
Breviary of the/ HiPtory of England/ With the/ 
Reign/ of/ King William the I./Entitled the/ Con- 
queror./ Written hy Sr. Walter Raleigh, Kt. And/ 
Dedicated to the then Earl of Salisbury./ Lmdany/ 
Printed for Sam. Keble at the Great-TurkB-/Head 
in Fleet-itreet. And Dan. Brown/ at the Black- 
Swan and Bible without/ Temple-Bar. 1693./ 4 
prel. leaves including the Portrait, and 77 pp. Calf. 
Small Svo. (6s. 6d. 2385) 

RAMSAY (David). The History of the Revolution 
of South-Carolina, from a British Province to an 
Independent State. By David Ramsay, M.D. 
Membier of the American Congress. In Two Vo- 
lumes. Trenton: Printed by Isaac Collins, m.dcc. 
Lxxxv. Two Volumes. Vol. I. xxand 453 pp. Map 
and Sketch at pp. 1, and 145. Vol. II. xx and 574 
pp. ShetcJies and plan at pp. 52, 58, and 326. 
8w. (10«.6d. 2286) 

RAMSAY (David). The History of the American 
Revolution. By David Ramsay, M.D. of South- 
Carolina. A New Edition. In Two Volumes. 
Ixmd&n: John Stookdale, 1793. Two Volumes. 
Volume I. 2 prel. leaves and 357 pp. Volume II. 
xiiand^eOpp. Svo. (8*. 6d. 2287) 

R A N DA LL ( John ) . A brief Account of the Rise. 
Principles, and Discipline of the People caira 
Quakers, In America, and elsewhere. Extra^ed 
from A System of Geography Latelv Publilh*d. 
By John Randall. Bristol: Sam. Farley, 1747. 24 
pp. 12mo. (4«. 6d. 2288) 

RANGEL (Joseph Francisco Dimas). Discurso 
fisico sobre la Formacion de las Auroras Boreales. 
Por D. Joseph Francisco Dimas Rangel, Reloxero 
en esta Corte. [Colophon] Con las Licencias Nece- 
sarias: Impreso en Mexico en la Oficina de los 
Herederos del Lie. D. Joseph de Jauregui, Calle de 
San Bernardo. Anode 1789. * i. to vii.' pp. Half 
fiwr. 4to. ii0s.6d. i289) 

RAYNAL rABBE). A Philosophical and Political 
History of the British Settlements and Trade in 
North America. From the French of Abb6 Raynal. 
In Two Volumes. Edinburgh : C. Macfarquhar, 
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M.DCc.Lxxvi. TwoVolutMS. Yo\.I,Z40pp, Mapof 
North America. Vol. II. 231 pp. 12mo. (7t.6d. 2290) 

RAYNAL (Abbe). Revolution de rAm^rique, 
par M. L'Abb^ Raynal, Auteur de rHiftoire Phi- 
lofophique & Politique des Etablilfemens, & da 
Commerce des Europeens dans les deux Indes. A 
LondreSf Lockier Davis. if.i>cc.Lxxxi. xvi andlSS 
pp. With Portrait of RaynaL Half morocco, 
8w. (4s, 6d. 2291) 

RAYNAL (Abbe). The Revolution of America. By 
the Abb^ Raynal, Author of the Philosophical and 
Political History of the Establishments and Com- 
merce of the Europeans in both the Indies. Dub' 
lin : C. Talbot, m^dcc^lxxxi. xx and 244 pp. Old 
calf, 12mo. (5». 2292) 

RAYNAL (Abbe). The Revolution of America. 
By The Abb6 Raynal, Author of the Philosophical 
and Political History of the Establishments and 
Commerce of the Europeans in both the Indies. 
London : Lockyer Davis, mdcclxxxi. xvi and 181 
pp. Svo, {4s. 6d. 2293) 

RAYNAL (Abbe). The Revolution of America. 
By The Abb6 Raynal, Author of the Philosophical 
and Political History of the Establishments and 
Commerce of the Europeans in both the Indies. A 
New Translation. London : Lockyer Davis, m.dcc. 
Lxxxi. 2 prel. leaves and 199 pp. Half morocco, 
12mo. {3s. 6d, 2294) 

REAL Compania de Comercio Para las Islas de 
Santo Domingo, Puerto- Rico, y la Margarita, que 
se ha dignado su Magestad conceder con diez Ke- 
giftros para Honduras^ vProvincias de Guathemala, 
al Comercio de la Ciudad de Barcelona, y fu Efta« 
blecimiento en la mifma, baxo el Patrocinio de 
Nueftra Senora de Monlerrate, y de la Real Pro- 
tecion de fu Mageftad. En Madrid : Joseph Rico, 
1755. 2 prel. leaves and text 33 pp. Calf, 
16mo, {14s. 2295) 

REALES Ordenanzas para la direccion, R6gimen y 
Gobiemo del Importante cuerpo de la Mineria de 
Nueva-Espana, y de su Real Tribunal General. 
De Orden de su Magestad. Madrid. Ano de 1783. 
Frontispiece, Title, xivi and 214 pp. In boards, 
FoUo, {12s, 6d. 22%) 
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KEALES (JuRAs). Eutretenimientos de un Prisio- 
nero en las Provincias del Rio d6 la Plata : Por el 
Baron de Jaras Reales, siendo Fiscal de S. M. en 
el Reino de Chile. Barcelona : Jos^ Tomer. 1828. 
TiDO Volumes. Tomo Primero. 4 prel. leaves, viii 
and 33^ pp. Wanting pp. ^5— 302 inclusive. Tomo 
Segundo. 2 prel. leavesj and 391 pp. * Appendice.* 
16 pp. 4to. (12s. 6d. 2297) 

REASONS For Establishinff the Colony of Georgia, 
With Regard to the Trade of Great Britain, the 
Increafe of our People, and the Employment and 
Support it will afford to great Numbers of our OTfn 
Poor, as well as foreign perfecuted Protestants. 
With fome Account of the Country, and the De- 
fign of the Trustees. London: W. Meadows, 
MDCCXxxiii. 39 pp. Plate and Map. Half morocto. 
4to. {i0s.6d. 2298) 

REASONS grounded on facts. Shewing, I. That a 
new Duly on Sugar mull fall on the Planter. II. 
That the Liberty of a dire6t Exportation to Foreign 
Markets will not help him in this Cafe. III. That a 
new Duty will not certainly increafe the Revenue. 
And, IV. That it will probably occafion the Defer- 
tion of our Sugar Iflands. London : M. Cooper, 
M,DCC,xLviii. Title and pp. 3 — 21. Half morocco. 
Bvo. (4s. 6d. 2299) 

RECENTES/ Novi Orbis/ Historic,/ Hoc eft,/ I. 
Inquifitio nauigationis Septentrionalis, an & quo- 
modo ea feliciter perfici poffit, ekque/ figuris aeneis 
demonftrata./ II. Relatio fuper dete6tione noui ad 
Caurum tranfitus ad terras Americanas in Chinam 
at-/que laponem duchiri./ III. Memorialis libellus 
Sereniffimo Hifpa-/niarum Regi oblatus fuper De- 
te6tione quar-/taB orbis terrarum partis cui nomen 
AY-/strahs Incognita, eidfque im-/meniis opibus 
& fertilitate./ IIIl. Rerum ab Hispanis in India 
Occiden-/tali ha6tenus geftarum, libri tres./ Co- 
UmuE AllobrovmJ Apud Petrvm de la Rouiere./ 
Anno MDCXFi./ Title reverse blank, 51 and Text 
480 pp. * Elenchvs, sive Index,* 12 pp. With 2 
copperplate maps. Vellum. Qvo. (31. 3s. 2300) 

RECIO DE LEON ^Juan). [Begins] Ivan Recio 
de Leon Maeffe de Campo, etc, [Account of the 
discovery of a new route for the conveyance of 
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Silver from Potosi in Peru to Spain in lefs than 
half the time aiid expense of the ordinary route]. 
[Madrid, 16^6,'] 10 leave*. Half morocco. Folio. 
(IL 11$, 6d, 2501) 
RECUEIL des Plans deL'AmeriqueSeptentrionale, 
A Paris Chez Le S'. Le Rouge Ingenieur Geographe 
du Roy, Et de S, A. S. M. le Comte de Clermont, 
Rue des Augustins. 1755, Engraved Title and 16 
Plans, 4to, (ns, 6d, 2302) 

REDMAN (John). Dissertatio Medica Inauguralis 
de Ahortu. Qvam favente Deo ter Opt. Max. Ex 
Au6toritate Magnifici Re6ioris D. Joannis Alberti, 
S. S. Theologise Doctoris, ejusdemque facultatis in 
Academia Lugduno Batava Professoris Ordinarii. 
Nee non Ampliffimi Senatus Academici Confenfu, 
& Nobiliilimse Facultatis Medicae Decreto, pro 
Grandu Doctoratus, Summifque in Medicina Ho- 
noribus, & Privilegiis rite, ac legitime confequendis, 
Eruditorum Examini fubjicit Johannes Redman, 
Peniylvanienfis. Ad diem 15 . Julii 1748 hora lo- 
coque folitis. Nulla eft quae pulchriora laborum 
praemia cultoribus perfolvit, quam medica i'api- 
entia. H. Boerhaay. De ufu ratiocin. Mechan. 
in Medicina p. 54. Constantia Triumphans Lug- 
duni Batavorum Apud Conradum Wishoff. 3 prel, 
leaves and 31 pp, half nurrocco, 4to, (7s. 6d. 2304) 

REED (John). An Explanation of the Map of the 
City and Liberties ot Philadelphia. By John 
Reed. Philadelj^hia : Printed for the Author, and 
Sold by Mr. Nicholas Brooks, in Second-Street, 
between Market andChesnut Streets, m.dcc.lxxiv. 
94 pp: * An Alphabetical List of the First Pur- 
chasers Names, etc. 8 and 23 pp: ^ The Date of 
Surveys ' etc. 9 fp. 4to, (18s. 2305) 

REED (Joseph). Joseph Reed Defendant, Ad. 
John Reed.} Argimient for the Defendant in 
Error. 28 pp. 4to, (7$. 6d. 2306) 

REEVES rjoHN). History of the Government of 
the Islana of Newfoundland. With an Appendix ; 
containing the Acts of Parliament made respecting 
the Trade and Fishery. By John Reeves, Esq., 
Chief Justice of the Island. London: J, Sewell, 
1793. 4 prel. leaves and 167 pp, 'Appendix.' 2 
prel. leaves and cxvi pp. Svo. (7s. 6d, 2307) 
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REFLECTIONS on the Importation of Bar-Iron, 
From our own Colonies of North-America. In 
Aniwer to a late Pamphlet on that Subje6t Hum- 
bly Submitted to the Coniideration of the Honour- 
able the House of Commons, March 14, 1757. 23 
pp. Half morocco. 8vo. (10s. 6d. S308) 

REFLECTIONS Moral and Political on Great 
Britain and her Colonies. London: T. Becket. 
M.DCC.LXx. 3 freL leaves and ^ pp, Halfmorotxo, 
8w. (4».6d. 2309) 

REFLECTIONS on the Rise, Progress, and pro- 
bable consequences, of the present contentions 
with the Colonies. By a Freenolder. Edinburgh : 
Printed in the Year mdcclxxvi. it; and 53 pp. 
nmo. {4s. 6d. 2310) 

REFUTATION (A) of the Letter to an Hon"" 
Brigadier-General, Commander of His Majefly's 
Forces in Canada. By an Officer. The Second 
Edition. London: R. Stevens, mdcclx. [See 
Letter]. Half-titlef titU, and 52 pp. Half morocco. 
Bvo. (4s. 6rf. 2311) 

REGIL (Pedro Manuel). Memoria Instructiya 
sobre el comercio general de la Provincia de 
Yucatan, y particular del puerto de Campeche, 
formada por el Senor don Pedro Manuel Regil, 
diputado electo para las Cortes Ordinarias por 
dicha Provincia. La Publica don Angel Alonso y 
Pantiga, diputado de las actuales Cortes, y cura 
Territorial y Castrense de la Parroquia de Cam- 
peche. Madrid : Alio mdcccxiv. En la Imprenta 
de Vega y Companla. Calle de Capellanes. Title ; 
and 56 pp. Folded sheets at pp. 42, and 45 (2). 
Half calf. Svo. (15«. 2312) 

REGIMENTO, & Leys sobre as Missonens do 
Efiado do Maranhad, &l Para, & fobre a liberdade 
dos Indies. Impreffo por ordem de El-Rev 
noflb Senhor. Lisboa Occiaentaly Antonio Manescal, 
M.Dccxxiv. 2 prel. leaves and text 82 pp. Calf, 
Folio. (1/. lis. 6d. 2313) 

REGISTER (A) for The State of Connecticut: 
With an Almanack, For the Year of our Lord, 
1785. Calculated for the Meridian of New-Lon- 
don, Lat. 41. 25. North, By Nathan Daboll, 
I'eacher of the Mathematics at the Academic 
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School in Plainfield. New-London: Printed and 
Sold by T. Green, near the Court-Houee. [17B51. 
48 pp, [Ahnanac] 12 pp. 16mo, (2«. 6d, 2314) 

REGULATIONS (The) Lately Made concerning 
the Colonies, and the Taxes Impoled upon Them, 
confidered. [By George GrenviUe.] London : J. 
Wilkie, 1765. Half-tUU, title, and pp. 3—114. 
Svo, (6s. 6d, 2315) 

RELACAM/ Verdadeira,/ e breve datomada da/ 
Villa de Olinda, Elvgardo Recife na Costa/ do 
Brazil pellos rebeldes de Olanda, tirada de huma 
carta que efcreneo/ hum Religioio de muyta aatho- 
ridade, & que foy teflemunha de villa/ de quafi todo 
focedido : oc al'si o affirma, & jura ; & do mais/ que 
depois diflb focedeo te os dezoito de Abril/ delte 
prezente, & fatal anno de 1630./ [Colophon'] En 
Lisboa. Com todas as Iicen9a8 neceilarias Per 
Mathias/ Rodrigues Anno 1630./ Taixao efta Re- 
la^ao em reis./ 6 unnumbered pagei. Half morocco. 
Folio. (J.l.ll8.6d. 2316) 

RELACAO Abbreviada Da Republica, que os Re- 
ligiolbs Jefuitas das Provincias de Portugal, e 
Helpanha, eliabelecera5 nos Dorainios Ultramarinos 
das duas Monarchias, e da Guerra, que nelles tern 
movido, e fuflentado contra os Exercitos Hefpan- 
hoes, e Portuguezes : Formada pelos regilios das 
Secretarias dos dous refpe6iivos Principaes Com- 
miflarios, e Plenipotentiarios ; e por outros Docu- 
mentos authenticos. Relation Abregee, Concemant 
la Republique que les Reli^ieux, nomm^s J^fuites, 
des Provinces de Portugal & d'Elpagne, ont etablie 
dans les Pays & Domaines d'outre mer de ces deux 
Monarchies, & de la Guerre ou'ils y ont excit^e & 
foutenue centre les Armies Kfpagnoles & Portu- 
gaifes : Dreflee fur les Regiftres de Secretariat des 
deux CommilTaires refpe6tifs Principaux & Pl^ni- 

?)tentiaires des deux Couronnes, & fur d'autres 
ieces authentiaues. [17581. 68 pp. Memoire 
Pour fervir d*adaition & d'eclairciffement a la Re- 
lation abregee, &c. qu'on vient de donner au Public, 
fur Tabominable conduite des J^fuites, dans les 
pays & domaines d'outre-mer d^pendans des Roy< 
aumes d'Efpagne & de Portugal. 30 .pp. Old calf. 
12mo. (ai.6d. 2317) 
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RELACION de lo Svcedido/ en los Galeones y Flota 
de Terrafirme. [1622] Sfolioed leaves. Unbound. 
Folio, (1/. 11«. 6d. 2318) 

RELACION de las Vito-/rias qve Don Diego de 
Arroy o/ y Da^a, Governador y Capitan general 
de la prouinci/ de Cumana^ tuuo en la gran Salina 
de Arraya, a 30. de No-/uiembre, del aiio pafTado 
de 622. y a treze de/ Enero defte ano, contra ciento 
y/ quatro nauios de 01an-/deles./ IColophon'] Con 
Licencia/ En Madrid, For la viuda de Alonfo 
Martin./ [1623] 4 unnumbered pages. Unbound. 
Folio. {11.1s. 2319) 

RELACION/ de Como Martirizaron/ los Hereges 
Olandeses, Gelandeses,/ j Pechilin^ues, en odio de 
nueftra fanta Fe Catolica, al ReIigio-/fo y ob- 
feroante varon el Padre Prefentado fray Alonfo 
Gomez/ de Enzinas, del Orden de nueftra Seiiora 
de la Merced, Reden-/cion de Cautinos, y natural 
de la villa de Cuellar, en la entrada/ que hizieron 
efte mes pail'ado de lunio de 1624. en la cuidad/ de 
Guayaquil, en la Prouincia d^ "Quito, que es en/ 
las Indias, v Reynos del Peru./ [Colophon'] Con 
Licencia, £n Madrid por Juan Delgado. Ano 
1625./ 4 unnumbered pages. Folio. {11. Is. 



RELACION del Svcesso del Armada, y/ excercito 
que fue al focorro del Brazil, defde que entr6 en la 
Bahia de Todos-/ Santos, hafta que entro en la 
ciudad del Saluador, que pofleian los Rebeldes de/ 
planda, facada de vna carta que el feiior don 
Fadrique de Toledo efcriuio a fu/ Mageftad./ 
[1625.J 4i unnumbered pages. Folio. {ILls. 2321) 

RELACION/ y Copia de vna Car/ ta, de las Com- 
panias de/ Infanteria, y de Acauallo, que fu Ma- 

Seftad tiene en/ el puerto de Callao, para defenfa 
el dicho puerto, y/ de la Isla del Brafil. lunta- 
mente fe haze rela-/cion de las nobres de los Capi- 
tanes, y la gen/te que cada vno tiene, con las demas 

?re/uenciones para el dicho efeto./ [Cobphon'] 
Ion Licencia./ Impreflb en Madrid: en casa de 
Ber-/nardino de Guzman. Aiio/ de 1625./ 4 un-- 
numbered pages. Folio. {11. lis. 6d. 2322) 

RELACION de la lomada qve la/ Armada de fu 
Mageftad a hecho al focorro del Brazil, y/ batalla 
que entre ella, y la de los Eftados ae Olada fe 
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die/ron en doze de Septiembre defie ano de 1631. 
en diez y/ ocho grados de altura a la bada del Sur 
de la equinocial,/ y paraje de los Abrojos. [CoU>- 
fHum] Con licencia del leiior Alcalde don Alonfo 
de Bolaiiozy £n SeoUla por Fraucifco de Lyra. 
Ano de 1651./ 4 unnumbered pages. Half vmtocco. 
Folio, {ll.lU,6d, 2323) 

RELACION cierta j Verdadera,/ del famofo luceflb 
y vitoria que tuvo el Capitan/ Benito Arias Mon- 
tano, fobrino del do^til'simo/ Arias Montano, natural 
de £ilremaduray Gover-Znador j Capitan general 
de la Provincia de la nue/va Andaluzia, j cuidad 
de Cumana, y Alcajde de/ la fuerea de Araya, por 
el Rey nueAro fenor, con/tra los enemigos Oladeles, 
a eftavan fortificados/ en una I'alina que eM riberas 
del rio Vnare, que es/ en efta governacion, veynte 
y quatro leguas de la/ ciudad de Cumana, efte ano 
de 1633./ [Colophon'i Con licencia, impreflb en 
Sevilla por Francifco de Lyra,/ Ano de 1634./ 4 
unnumaered pages. Folio. (1/. Is. ' 



RELACION de los/ muertos, y heridos que huuo en 
la Real/ Armada de la guardia de las Indias, las/ 
dos vezes que peleo con el enemigo,/ fobre Pan de 
Cauanas, ano/ de 1638./ 4 unnumbered pages. 
4to. (1/. 1«. 2325) 

RELACION de lo Svcedido a/ la Armada Real de 
la guarda de la carrera de las In-/dias, defde el dia 
que fe hizo a la vela en la Vaia de Ca-/diz, hafta el 
en que dio fondo en el puerto de la Vera Cruz/ en 
la N ueua Efpana. Recopilada de cartas de alg;unas 
per/fonas fidedignas y de au6ioridad, que vinieron 
a manos de/ vna perlona graue defla Ciudad. En 
efte aiio de mil y feir-/ciento8 y treinta y ocho./ 
[Mexico, 1638.] Sfolioed leaves. 4to. (1/. 1«. 2326) 

RELACION. Mverte de Pie de Palo./ Segvnda/ 
Relacion, y mvy co-/ piofa de vna carta que embio 
el/fenor Duque de Medina/ a la contraftacion de/ 
Seuilla./ Dafe cuenta de la batalla que ban tenido 
los Galeones con/ 40 Nauios de Olandefes, fiendo 
General de ellos Pie de/ Palo. Al'si mifmo ie da 
cuenta de fu muerte, con/ perdida de fiete nauios, 
en el cabo de S. Anton./ [Colophon] Con licencia, 
en Madrid, por Antonio Duplaftre,/ Ano 1638./ 
4 unnumbered pages. 4to. (1/. Is. 2327) 
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RELACION/ Verdadera,/ de la Gran Vitoria qve 
han/ alcan9ado ea el Brafil la gente de la Baia 
de/Todos Santos, contra los Olandefes. Dale/ 
cuenta como les mataron dos mil hombres,/ y de la 
gran preifa que lee tomaron, haziendo-/los em- 
oarcar, y dexar el puerto, quitando-/les todo el 
bagaje que/ Ileuauan./ [Colophon] Impreifa con 
licencia en SeuilUif por Nicolas Ko-/driguez, en 
calle de Genoua. Ano de 1638./ 4 unnumbered 
pages, 4to, (It, Is, 2328) 

RELACION/ Verdadera de la/ Refriega qve Tvvie- 
ron/ nueftros Galeones de la Plata en el Ca-/bo de 
fan Anton, con catorze navios/ de Olada, de que 
era general Pie de Pa-/lo, y da la vitoria que dellos 
alcan9ar5,/ fucedido en el mes de Agoilo paiTado 
defte prefente ano de mil y feif-/cient08 y tremta y/ 
ocho./ [Cobphon] Con Licencia./ Impreflb en 
SevUlay por Francifco de Lyra, Ano de 1638./ 4 
unnumbered pages, 4ito, {11. Is, 2329) 

RELACION Verda-/dera del viaje de los Galeones, 
y de las/ dos batallas que ruuieron ibbre Pan de 
Cauanas, con los/ Olandefes, en efle ano de 1638./ 
[Colo]^hon'] Con licencia, en Seuilla por Nicolas 
Rodriguez, en calle de Genoua, en efte aiio de 
1638./ 4 unnumbered pages, 4to, (11, Is, 2330) 

RELACION/ de la Vitoria qve/ Alcanzaron las 
Armas/ Catolicas en la Baia de Todos Santos, 
con-/tra Olandefes, que fueron a fitiar aquella 
Pla-/9a, en 14. de lunio de 1638. Siendo Go-/ 
uemador del Eflado del Brafil/ Pedro de Silua./ 
[Colophori] En Madrid, Por Francifco Martinez, 
aiio 1638./ dfoLioed leaves. Half morocco. 
Folio. {il.lls.ed. 2331) 

RELACION Verdadera de las Pazes/ que Capitvlo 
con el Aravcano Rebelado, el/ Marques de Baides, 
Conde de Pedrofo, Gouemador, y Capitan Gene-/ral 
del Reyno de Chile, y Prefidente de la Real Audi- 
encia. Sacada de/ fus informes, y cartas, y de los 
Padres de la Compania de lefus, que ac6-/panaron 
el Real excerito en la Jornada que hizo para efte 
efeto/ el Ano paflado de 1641./ [Colopnon'] En 
Madrid, por Francilco Maroto, ano de 1642./ 8 
unnumbered pages. Folio, (11, lis. 6d, 23S2) 
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RELACION de Todo lo S7-/cedido en estas Pro- 
vincias de la Nveva/ Efpana, defde la formacion de 
la Armada Real de Barlovento, delpacho/ de Flota, 
y fuceflb della, bafta la I'alida deue primer Avilb 
del ano de/ 1642./ 4 unnumbered pages. Half 
morocco. Folio, (11. iU. 6d, 233S) 

RELACION de/ los Sooorros,/ que ha/remitido a 
Tierra-Firme el Excelentifsi-/mo leiior Conde de 
Lemos, Virrey, Go-/vernador, y Capitan General 
de los Rey-/nos> V Provincias del Peru, para la 
rellau-/racion del Caftillo de Chagre, yj Ciudad de 
Panami, de que fe/ apoder6 el Enemigo/ Ingles./ 
[1671]. 4 unnumbered pages. Half morocco. 
Folb. (U.lls.6d. 2334) 

RELACION de la/ Salvd Milagrosa, qve dio/ el 
Bienaventurado Stanislao Koft Ka, Novicio/ de la 
Compania de lesus, a otro Novicio de/ la mifma 
Compaiiia. en la Cai'a de Provacion/ de San Antonio 
Abaa de la Ciudad de/ Lima, el dia 13. de No- 
yiembre de/ el ano de 1673./ Y conila de la Pro- 
cesso,/ que fe hizo por orden de el feiior Do^r 
Don/ lofeph Davila Falcon. Provifor, y Vicario/ 
General de el Ar9obifpado de Lima en Sede-/va- 
cante, Canonigo Do^r al, y Catredatico/ de Prima 
de Canones en la Real/ Vniveriidad./ Con licencia 
en Madrid : Ano de 1674./ 6 folioed leaves. Un- 
bound. 4to. {11, Is. 2335) 

RELACION/ del Exemplar Castigo qve/ embio 
Dios a la Ciudad de Lima Cabeza del Peru,/ y I'u 
Coda de Barlouento con los efpantofos/ Temblores 
del dia 20. de O^ubre/ del Ano de 1687./ [Cob- 
plum] Con Licencia En LimaJ Por lofeph de 
Contreras. Ano de 1687./ 8 unnumbered pages. 
Folio. (11. Is. 2336) 

RELACION/ de lo Svcedido a la Armada de/ Bar- 
lovento a fines del ano paflado, y/ principios de efte 
de 1691./ Victoria, que contra los Francefes, que 
ocupan la Cofta/ del morte de la Ifla de Santo 
Domingo tuvieron,/ con el ayuda de dicha Armada, 
los Lauzeros, y/ milicia Efpaiiola de aquella Ifla, 
abrafando el/ Puerto de Guarico, y otras Pobla- 
ciones./ Debido todo al influxo, y providentiflimos/ 
ordenes del Excellentiflimo Senor/ D. Gaspar de 
Sandoval, Cer-/da^ Silva, y Mendoza, Conde de/ 
Galve, &c. meritifiimo Virrey^ Govemador, y/ 
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Capitan General de eila Nueva-Efpana./ Con 
licencia de los Superiores en Mexico por los Here- 
deros/ de la Viuda de Bernardo Calderon ano de 
1691./ 16 unnumbered pages. Uncut and unbound, 
4to, (2/. 2«. 2337) 

RELACION./ Del Espantoso Terre-/moto que 
padecio efla Ciadad de los Reyes/ Lima, y fus con- 
tornos el dia 14. de lulio de/ efle prefente ano de 
1699. fas lailimofcs/ efe6tos, de muertes, y ruynas./ 
7 unnumbered pages. 4to. (11. lis. 6d. 2338) 

RELATIONS/ Veritables/ et Cvrievses/ de I'lsle/ 
de Madagascar,/ et dv Bresil./ Auec Thiftoire de 
la derniere Guerre faite au Brefil,/ entre les Portu- 
gais & les HoUandois./ Trois Relations d'Egypte,/ 
& vne du Royaume de Perfe./ A Paris,/ Chez 
Avgvstin Covrbe', au Palais, en la Gallerie/ des 
Merciers, a la Palme./ m. dc. li./ Avec Privilege 
dv Roy. 8 prel. leaves ; the 4th blanky and 307 pp. 
Map at page i. Calf. 4to. {10s. 6d. 2339) 

RELIGIOUS INTELLIGENCE and Seasonable 
Advice from Abroad : Concerning Lay-Preaching 
and Exhortation. Collection I. flL III. IV. J 
from the Connecticut Evangelical Magazine, No. 
Ifi, 2d & 3d. and Mr. Edwards President of 
Princeton CoUege, New Jersey, his thoughts on 
Religion, &c. Edinburgh: T. Ross ana Sons, 
1801-2. 4 Parts. No. I. Title and 6^ pp. No. II. 
60 pp. No. III. via and pp. 3—55. No. IV. 1802. 
Title and 5S pp. l^nw. (6s. 6d. 2340) 

REMARKS On Several Aas of Parliament Rela- 
ting more efpecially to the Colonies abroad; As 
alfo on divene A6ts of Assemblies there : Toge- 
ther with A Comparifon of the Prance of the 
Courts of Law in fome of the Plantations, with 
thofe of Westminster Hall : And a modefl Apo- 
logy for the former, fo far as they materially diner 
from the latter. Wherein is likewife contained, A 
Dii'courfe concerning the 4^ per Cent. Duty paid 
in Barbados, and the Leeward Iflands. Lotuhny 
T.Cooper. 1742. S prel. leaves, signed ^T.M.* and 
125 pp. Half morocco. Qvo. (48. 6d. 2341) 

REMARKS on the French Memorials concerning 
the Limits of Acadia ; Printed at the Royal Prin- 
ting-houfe at Paris, and difbributed by the French 
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Miniilera at all the Foreign Courts of Europe. 
With two Maps, Exhibiting the Limits: One ac- 
cording to the Syftem of the French, as inferted in 
the faid Memorials ; The other conformable to the 
English Rights, as fupported by the Authority of 
Treaties, continual Grants of the French Kings, 
and exprefs paflages of the bell French Authors. 
To which is added, An Answer to the Summary 
Discussion, &c. London: T. Jefferys, mocclvi. 
Title; explanation ofmapSf 1 leaf. Text 110pp. 2 
copperplate maps. Halfmor. 8vo. (10s. 6d. S342) 

REMARKS upon a Letter Publifhed in the London 
Chronicle, or Univerfal Evening Poft, N**. 115. 
Containing an Enquiry into the Causes of the 
Failure of the late Expedition againll Cape Breton. 
In a Letter to a Memoer of Parliament. London : 
M. Cooper, udcclvii. 30 pp. Half morocco. 
Svo. {58. 6d. 2343) 

REMARKS on the Letter addressed to Two Great 
Men. In a Letter to the Author of that Piece. 
London : R. and J. Dodsley, [1759 ?] Title and pp. 
5—64. Half morocco. Svo. (4». 6d. 2344) 

REMARKS on the Review of the Controversy be- 
tween Great Britain and her Colonies. In which 
The Errors of its Author are expofed, and The 
Claims of the Coloneies vindicated. Upon the Evi- 
dence of Hiilorical Facts and authentic Records. 
To which is fubjoined, A Proposal for terminating 
the prefent unhappy Dispute with tlie Colonies ; 
Recovering their Commerce ; Reconciliating their 
Affection; Securing their Rights ; And eftablifliing 
their Dependence on a juft and permanent Basis. 
Humbly fubmitted to the Coniideration of the 
British Legislature. London: T. Becket and P. 
A. De Hondt, mocclxix. Half-title, title and 126 
pp. Half morocco. 6vo. (Js. 6d. *iS46) 

REMARKS on the New Essay of the Pensylvanian 
Farmer; and on the Resolves and Instructions 
Prefixed to that Essay; By the Author of the 
Right of the Britifh Legiflature vindicated. Lan- 
don, T. Becket. mocclxxv. Title and &Z pp. Half 
morocco. 8vo. (48. 6d. 2346) 

REMARKS on the Patriot. Including some Hints 
respecting the Americans: With an Address to 

% u u 



d by Google 



642 Bihlioiheca Americana. 

the Electors of Great Britain. London : Richardson 
and Urquhart. 1775. TitU and 46 pp. Half 
morocco, 8im). (4». 6d, 9S4ir) 

REMARKS on the Principal Acts of the Thirteenth 
Parliament of Great Britain. By the Autlior of 
Letters concerning the Prefent State of Poland. 
Vol. I. [all puhlisiMd'\ Containing Remarks on the 
Acts relating to the Colonies. With a Plan of 
Reconciliation. LoTu^n, Payne, mdcclxxv. xvipp, 
* Contents ' 4, and 500 pp. 8vo. (10«. 6d, 2348) 

REMARKS on the Rescript of the Court of Madrid, 
and on the Manifesto of the Court of Versailles. 
In a Letter to the People of Great Britain. To 
which is added an Appendix, Containing the Re- 
script, the Manifesto, and a Memorial of Dr. 
Franklyn to the Court of Versailles. London : T. 
Cadell, MDccLxxix. 3 pre/, leaves and 91 pp. Half 
morocco, Qvo, (78. 6d, 2349) 

REMARKS on the Review of Inchiquin's Letters, 
published in tlie Quarterly Review ; addressed to 
the Right Honorable George Canning, Esquire. 
By an Inhabitant of New-England. Boston: Pub- 
lished by Samuel T. Armstrong, No. 50, Comhill. 
1815. 176 pp. 8w. (38. 6d, 2350) 

REMEMBRANCER (The), or Impartial Reposi- 
tory of Public Events. London : J, Almon, [and 
J. Debrett]. mdcclxxv. to 1783. Fifteen Volumes, 
Vol. I. 260 pp. With 2 maps of' Boston, Vol. II. 
Part I. for the Year 1776. Title and pp. 5—371. 
Index tt— iw. Vol. III. Part II. For the Year 
1776. Title and 356 pp. Vol. IV. Part III. For 
the Year 1776. Title and 350 pp. Index, 6 pp. 
Without the two maps at pp, 261, 290. Vol. V. For 
the Year 1777. Portrait of Franklin, TitU and 314 
pp. Index Qpp, Vol. VI. For the Year 1778. Title 
and 374 pp. Index 7 pp. Vol. VII. For the Year 
1778, and Beginning of 1779. Title and 400 pp. 
Index 6 pp. Vol. VIII. For the Year 1779. TitU 
and 386 pp. Index 4 pp. Catalogue of Booh, etc. 8 
pp. Vol. IX. For the Year 1780. TitUand384pp. 
Index 6 pp. Vol. X. For the Year 1780. Part II. 
tv and 380 pp. Catalogue of Books, etc. 8 pp. Vol. 
XI. For the Year 1781. Part I. 2 prel. Uaves, and 
SrSpp, Vol. XII. For the Year 1781. Part II. 
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Title and pp. 3—594 pp. Indexy S pp. Catalogue «f 
Booksyetc. 8 pp. Vol. XUI. For the Year 1782. 
Part 1. TitU and 380 pp. Index 2 pp. , Vol. XIV. 
For the Year 1782. Part II. 2 prel. leaves and 378 
pp. Vol. XVI. For the Year 1783. Part II. 2prei, 
leaves and 3Q0 pp. Qvo. (101. 10s. 2351) 

Vol. 15 and 17 are wanting. See No. 599. 

RENEY (William). A Narrative of the Shipwreck 
of the Corsair ; in the month of January^ 1835. 
On an unknown Reef near the Kingsmill Islands, 
in the South Pacific Ocean ; with a detail of the 
dreadful Sufiferings of the Crew. By William 
Reney, Chief Mate. London, Longman, 1836. 
xvi and 80 pp. 12mo. (2s. 6d. 2352) 

REPONSE a la Declaration du Congres Am^ricain. 
Traduite de 1' Anglos. A Londres. T. Cadell, 
u,Dcc,Lxxvii. TUU, V and 124 pp. Index 4 pp. Old 
tree calf. Qoo. (5s. 6d. 2353) 

REPRESENTACION/ Politico Lecal,/ que haze/ 
a nuestro Seiior Soherano,/ Don Phelipe Quinto,/ 
(que Dios Guarde)/ Rey Poderoso/ de las Es- 
panas,/ y Emperador Siempre Augusto,/ de las 
indias,/ ^ara que se sirva de declarar,/ no tienen 
los Efpanoles Indianos ohice para ohte-/ner los 
empleos Politicos, y Militares de la Ame-/rica ; y 
que deben fer preferidos en todos,/ aisi Ecleu- 
uticos, como Se-/culares./ Don Juan Antonio de 
Ahumada,/ Colegial a6lual de el Mayor de Santa 
Maria de/ Todos Santos de Mexico, y Abogado de 
fu/ Real Audiencia./ 22 Folioed leaves. Unbound. 
Folio. (15s. 2354) 

REPRESENTACION del Ilmo. Sr. Arzobispo de 
Mejico concemiente a algunos sucesos Anteriores 
a la Independencia proclamada en Aquella Capital. 
Habana : 1822. Impreso por Campe en la Oncina 
Liberal. 43 pp. Halfmor. 4to. (Ss. 6d. 2355) 

REPRESENTATION (The) and Memorial of the 
Council of the liland of Jamaica, To the Right 
Honourable The Lords Commiffioners for Trade 
and Plantations. Together with The Addrefles of 
the Govemour and Council, and Town of Kingilon ; 
and AiTociation of the Principal Inhabitants. With 
a Preface, by Mr. Wood. London : W. Wilkins. 
1716. TitU, viU and 46 pp. Svo, (10s. 6d. 2356) 
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REPRESENTATION of the Bosrd of Trade rela- 
ting to the Laws made, Manufactures fet up, and 
Trade carried on, in His Magelly*s Plantations in 
America. Whitehall, January 23, 1733-4. 20 pp. 
Half morocco. Folio. (10s. 6rf. 2367) 

From this precioufi document of the Board of Trade we learn 
that several of the Colonies had, for some time previous, levied 
duties upon the importation of Nej^roes from Africa, (with a 
view probably of riddiiii; themftelves of so odious a traffic). 
" We are of opinion," sajs the Board, " that it would be more 
for the interest of the English Mt rchants that Duties upon 
Negroes should for the future be paid by the Purchaser than by 
the Importer; and His Majesty has, upon our Re'presentation, 
been pleased to send an Instruction to that Effect to all bis 
Goverunurs in America." 

REPRESENTATION from the Commissioners for 
Trade and Plantations, To the Right Honorable 
the Lords Spiritual and Temporal, In Parliament 
Aflembled, In purfuance of their Lordfliips Ad- 
dreffes to His Majefty of the 111 and 5th oi April, 
1734. relating to the State of the Britilh Iflands 
in America, with regard to their Trade, their 
Strength, and Fortifications, and to what may be 
further necelTary for the Encouragement of their 
Trade, and Security of thofe Iflands : As likewife 
to fucn Encouragements as may be neceflary to 
engage the Inhabitants of the Britilh Colonies on 
the Continent in America, to apply their Induilry 
to the Cultivation of Naval Stores of all kinds, and 
of fuch other Produds as may be proper for the 
Soil of the faid Colonies, and do not interfere witii 
the Trade or Produce of Great Britain. London : 
John Baskett, 1734. 19pp. 4to. (10a. 6d. 2358) 

REPRESENTATION (A) on behalf of the People 
called Quakers, to the President and Executive 
Council, and the General Assembly of Pennsyl- 
vania, &c. London : Reprinted by James Phillips, 
M.Dcc.Lxxxii. 15 pp. 12nM>. (4s. 6d. 2369) 

REPRESENTATION (A) on behalf of the People 
called Quakers, to the President and Executive 
Council, and the General Assembly of Pennsyl- 
vania, &c. York: Reprinted by Walker and Pen- 
nington, m.dcc.lxxxii. 12pp. 12mo. (4fi.6<2. 2360) 

REPUBLIK (Die) der Jefuiten, oder dasUmgeft- 
iirzte Paraguay, welches Eine richtij^e Erzahlung 
des Krieges enthalt, den diefe Geimichen ge^en 
die Monarchen Spaniens und Portugals in Amenka 
zu fiihren gewaget. Nach den Sekretariats^Auf- 
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fatzen der bejderfeitigen Konigl. Commiflarien 
und Bevollmachtigten der zwejen Kronen. Auf 
befonders ausdriicklichen Befehl des portugieiifchen 
Hofes an das LicLt gellellt. Amsterdam^ 1758. S6 
pp. Half morocco. 4to. (10s. 6d. 2361) 

RESENDIUS ( Anoelo Andrea). Epitome Rervm 
Gestarrm/ in India a Lufitanis, anno fuperiori, 
iuxta exem^/plum epiftolae, quam Nonius Cugna, 
dux India?/ max. defi^atus, ad regem mifit, ex 
vrbe Cas/nanorio, Ilfl. Idus Odwbria. Anno./ 
M.D.xxx./ Au6lore Anoelo Andrea Refendio Lufi- 
tano./ Louanii apud Seruatium Zaflfenum, Anno/ 
If. D. XXXI. Menle lulio. Ad fi^gnu Regni coelo- 
rum./ 16 leaveSf including title with the reverse 
blank ; signatures A to D in fours. Red morocco^ 
extra, by Mackenzie. 4to. (21. 12s. 6d. 2362) 

RESOLUTIONS (The) of the House of Commons, 
on the great and constitutional questions between 
the Privileges of the House of Commons and the 
Prerogative of the Crown ; From the 17th of De- 
cember 1783, to the 10th of March 1784. Inclu- 
ding the Mover and Seconder, And the Numbers 
in the Divifion on each Motion. £xtra6^ed ver- 
batim from the Records of Parliament. London : 
J. Debrett. m.dcclxxxiv. 2 prel. leaves and 51 pp. 
Half morocco. 8vo. (4s. 6d, 2363) 

REVIEW (A) of All that hath pafs^d between the 
Courts of Great Britain and Spain, Relating to 
Our Trade and Navigation From the Year 1721, 
to the Prefent Covention ; With fome Particular 
Observations Upon it. London: H. Goreham 1739. 
Hay-title, title, and text 60 pp. Half morocco. 
8w. (U.6d. 2364) 

REVIEW (A) of The Rector Dete6ted or the 
Colonel Reconnoitred. Part the First. Williams- 
burg, Printed by Joleph Royle, mdcclxiv, 29 pp. 
Half morocco. Mo. (lOs. 6d. 2365) 

REVIEW (A) of the Government and Grievances 
of the Province of Quebec, since the Conquest of 
it by the British Arms. To which is added An 
Appendix, containing extracts from Authentic 
Papers. Ltmdon: J. Stockdale m,dcc,lxxxviii. 
Half-title, title, and text 111 pp. Half morocco. 
8vo. (5s. 6d. 2366) 
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REYNOLDS (Theophilus). Cursory Observations, 
addressed to the Planters and Others, interested in 
the West India Trade ; in which a more profitable 
mode of Territorial Appropriation is pointed ont, 
and illustrated by example. By Theophilus Rey- 
nolds, L.L.D. Liverpool, F. B. Wright, 1808. 15 
pp. 8vo, {Ss.6d, 2367) 

RIBERA (Diego de). Concentos/ Fvnebres,/ Me- 
tricos/ Lamentos, c^ve explican,/ Demoftraciones 

Sublicas, de reconcidos afe6tos, en/ los Fvnerales 
evidos al Illuftriffimo,/ Reverendiffimo, y Exce- 
lentiffimo Seiior Maellro/ D. Fr. Payo Enriquez/ 
de Ribera,/ Digniffimo Ar^obifpo, que fue de efta 
Ciudad de/ Mexico, Virrey, y Capitan General en 
ella, que/ defcanza en Paz./ Escribelos/ Con me- 
mories de fu empenado agradecimiento,/ el Br. D. 
Diego de Ribera, Presbyter©, y/ los dedica por la 
razon de juilos titulos,/ A]/ Excelentissimo Seiior 
Conde de Paredes/ Marques de la Laguna, Virrey, 
y Capitan General,/ de efta Nueya-/Efpana, y Pre- 
fidente de la Real/ Audiencia, y Cnancilleria./ 
IT Con Licencia/ En Mexico, por la Viuda de Ber- 
nardo Calderon, ano de 1684./ 92 unnumbered 
leaves. 4to. (1/. Is. 2368) 

RIBAS (Andres Perez de\ Historia/ de los Trivm- 
phos de Nuestra/ Santa Fee entre Gentes las mas 
Barbaras,/ y fieras del nueuo Orbe :/ conleg^uidos 
por los Soldados, de la/ Milicia de la Compania de 
lesvs en las Mifsiones/ de la Prouincia de Nueua-/ 
Efpaiia./ Refierense assi mismo las costvmbres,/ 
ritos, y fuperfticiones aue vfauan eilas Gentes :/ fus 

Sueftos, y temples:/ las vitorias que de algunas 
ellas alca^aron con las armas los Ca-/tolicos Ef- 
panoles, quando les obligaron a tomarlas: y las 
dichoi'as/ muertes de veinte Religiofos de la Com- 
nania, que en ya-/rios pueftos, y a manos de varias 
Naciones,/ dieron fus vidas, por la predica-/cion 
del fanto £uan-/gelio./ Dedicada a la mvy Catolica 
Magestad/ del Rev N. S. Felipe Qvarto./ Escrita 
por el Padre Anares Perez de Ribas,/ Prouincial 
en la Nueua Elpaiia, natural de Cordoua./ Ano 
1645./ Con Privilegio./ En Madrid. Por A15fo 
de Paredez, jfito a los Efludios de la C5pania./ — 
(History of the triumphs of our holy faith among 
the most barbarous and savage nations of the zkew 
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world; obtained by the soldiers of the army of the 
Company of Jesus^ in the Missions of the Province 
of N evr Spain. Likewise are reported the customs, 
rites and superstitions which those nations prac- 
tised ; their places and temples ; the victories which 
were obtained over some of them by the arms of 
the Spanish Catholics, when they obliged them to 
take mem ; and the happy deaths of twenty priests 
of the Company, who m various places, and oy the 
hands of various nations gave up their lives for the 
preaching of the holy Gospel. Dedicated to the 
most Catholic Majesty of the King our Lord Philip 
the fourth. Written by the Father Andrew Perez 
de Ribas, Provincial in New Spain, native of Cor- 
dova. In the year 1645. With privilege. Madrid, 
by Alonzo de Paredes, near the Hall of the Com- 
pany.) 16 prel. leaves and text 756 pp* Vellum, 
Folio. (4/. 4». 2369) 

RICHSHOFFER (Ambrosius). Ambroiij Richfz- 
hoffers,/ Brafzilianifch :: und Weft Indianifche/ 
Reiize Befchreibung/ Stra/zburgf Bey Jofzias 
Stadeln, A<». 1677./ 2preL leaves; viz. Portrait of 
Richjhoffer, and Engraved Title : Text pp, 3—182. 
SonnetSy 4 pp. Errata 1 page. Copperplate maps 
and plates at pp, 49, 57, 58, and 129. Boards, 
Small Svo, (12«. 6d. 2370) 

RIGHT (The) of the British Legislature To Tax 
the American Colonies Vindicated ; and the Means 
of Asserting that Right proposed. London: T. 
Becket, mdcclxxiv. Title and 50 pp. Half morocco, 
Svo, (4s. 6d. 2371) 

RIGHTS (The) of Great Britain Asserted against 
the Claims of America : Being an Answer to the 
Declaration of the General Congress. [By James 
Macpherson, Translator of Ossian.] The Second 
Edition. London: T. Cadell, mdcclxxvi. Title and 
92 pp, *■ Appendix ' a folded sheet at page 80. Half 
morocco, 8t;o. (5s. 6d, 2372) 

RIGHTS (The) of Great Britain Asserted against 
the Claims of America : Being an Answer to the 
Declaration of the General Congress. The Third 
Edition, with Additions. London : T. Cadell, 
MDCCLXXVI. Title and 96 pp. Half morocco, 
Qvo. (4$.6(£. 2373) 
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BIGHTS (The) of Great Britain Asserted against 
the Claims of America ; Being aa Answer to the 
Declaration of the General Congress. The Fourth 
Edition, with Additions. London: T. Cadell, 
MDCCLxx VI. 2 'prei. leaves and 103 pp. ' Appendix 
at page 77 y a folded sheet, l%no. (4tf. 6d. 2374) 

RIGHTS (The) of Great-Britain Asserted against 
the Claims of America : Being an Answer to the 
Declaration of the General Congress. The Sixth 
Edition, with Additions. Edinburgh : Printed for 
Charles Elliot. m,dcc,lxxvi. 2 prel. leaves and 98 
pp. *■ Appendix ' at page 92, a folded sheet, 
\2mo, (4«. 6d. 2375) 

RIGHTS (The) of Great Britain Asserted against 
the Claims of America : Being an Answer to the 
Declaration of the General Confess. The Ninth 
Edition. To which is now added, a Further Refu- 
tation of Dr. Price's State of the National Debt. 
London : T. Cadell, mdcclxxvi. 2 prel, leaves and 
131 pp. * Appendix * a folded sheet at page 99, Half 
morocco. 8vo, (4s. 6d, 2376) 

RIGHTS (The) of Great Britain Asserted against 
the Claims of America : Being an Answer to the 
Declaration of the General Congress. The Tenth 
Edition. To which is now added, a Further Refu- 
tation of Dr. Price's State of the National Debt. 
London : T. Cadell, mdcclxxvi. 2 prel, leaves and 
131 pp, * Appendix ' a folded sheet at page 99. 
HalJ morocco. Svo, (4s. 6d, 2377) 

RIO (Antonio del). Description of the Ruins of 
an Ancient City, discovered near Palenque, in the 
Kingdom of Guatemala, in Spanish America; 
translated from the Original Manuscript Report of 
Captain Don Antonio Del Rio : Followed bjrXeatro 
Cntico Americano ; or, a critical investigation and 
research into The History of the Americans, by 
Doctor Paul Felix Cabrera, of the City of New 
Guatemala. London : Henry Berthoud, 1822. xiii 
pp. *Teatro Ciritico' 1 page. Text 128 pp. 17 
plates. 4to. {10s. 6d, 2378) 

ROBERTS (George). The Four Years Voyages 
of Capt. George Roberts; being a Series of Un- 
common Events, Which befell him In a Voyage to 
the Illands of the Canaries, Cape de Verde, and 
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Barbadoefly from whence he was bound to the 
Coail of Guiney. The Manner of his being taken 
by Three Pjrate Ships, commanded by Low, Ruf- 
fell, and Springs, who, after having plundered 
him, and detamed him 10 Days, put him aboard 
his own Sloop, without Provisions, Water, &c. and 
with only two Boys, one of Eighteen, and the 
other of Eight Years of Age. The Hardships he 
endur*d for above 20 Days, 'till he arriv'd at the 
liland of St. Nicholas, from whence he was blown 
off to Sea (before he could get any Suilenance) 
without his Boat and biggeil Boy, whom he had 
fent afliore ; and after Four Days of Difficulty and 
Difirefs, was Shipwreck'd on the Unfrequented 
Ifland of St. John, where after he had remained 
near two Years, he built a Veffel to bring himfelf 
off. With a particular and curious Defcription and 
Draught of the Cape de Verd Iflands ; their Roads, 
Anchoring Places, Nature and Produ6tion of the 
Soils ; The Kindnefs and Hofpitalify of the Natives 
to Strangers, tlieir Religion, Manners, Cuiloms, 
and Superftitions, &c. Together with Obfervations 
on the Minerals, Mineral Waters, Metals, and 
Salts, and of Nitre with which (ome of thefe Iflands 
abound. Written by Himself, And interfpers'd 
with many Pleafant and Profitable Remarks, very 
inilru6iive for all thofe who ufe this Trade, or who 
may have tlie Misfortune to meet with any of the 
like Diftreffes either by Pyracy or Shipwreck. 
. A dorn'd with feveral Copper Plates. London: A. 
Bettesworth, and J. Osborn, 1726. 3 preL leaves 
and 458 pp. 4 Plates and Draught of all the Cape de 
Verd Islands. Old calf . Qvo. {Ss. 6d. 2379) 

ROBERTS (William). An Account of the First 
Discovery of Florida. With a Particular Detail of 
the feveral Expeditions and Descents made on that 
Coaft. Colleded from the bell Authorities By 
William Roberts. Illuftrated by a general Map, 
and fome particular Plans, together with a geogra- 
phical Delcription of that Country, By T. Jefferys, 
Geographer to His Majesty./ London : T. Jefferys, 
MDCCLXiii. via pp. Contents 2 and 102 pp. 7 Maps 
and Plans. 4to. (8«. 6d. 



ROBINSON (John). Essayes;/ or,/ Observations/ 
Divine and/ Morall./ Collected ovt of/ holy 
Scriptures, Ancient and/ Modeme Writers, both 
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di'/vioe and humane./ As alfo, out of the great 
volume/ of mens manners : Tending to the/ fur- 
therance of knowledge and vertue./ By lohn 
Robinson./ The fecond Edition, with two Tables, 
the one of/ the Authours quoted ; The other of the 
mat-/ters contained in the Obfervations./ JLoruion,/ 
Printed by I. D. for I. Bellamie, at the/ three 
golden Lyons in Cornhill neere/ the Royall Ex- 
change. 1638./ 16 prel, leaves and 566 pp. Old 
calf, 12mo. (2/. 12s. 6d. «381) 

ROBINSON (John). A/ Ivstification/ of/ Separa- 
tion/ from the Church of England./ Againft Mr 
Richard Bernard his inve^ve,/ intituled:/ The 
Separatists schifme./ By John Robinson./ Printed 
in the yeere 1639./ 382 pp. followed by 3 leaves of 
Table, Fine copy in old calf , 4to, (51, 5s, 2382) 

ROBINSON (John). A/ Ivst and Necessary/ 
Apologie/ of certam/ Christians,/ No leffe con- 
tumelioufly then com-/monly called Brovrnists,/ 
or Barrovvists./ By M'. lohn Robin-/son, Paftor 
of the English/ Church at Leyden./ Publiflied firft 
in Latin in his and/ the Churches name over which 
he/ was fet: After tranflated into En-/glifli by 
himfelf, and now republifhed for/ the fpeciall and 
common good of/ our own countrymen./ [^Leyden ?] 
Printed in the yeer of our Lord,/ m,dc,xliiii./ 72 
pp, including the Title, Red morocco extra, by Bed- 
ford, ^4mo, (51. 5s, 2383) 

ROBINSON (Matthew). Peace the best Policjr or 
Reflections upon the Appearance of a Foreini 
War, the present state ot Affairs at Home and tke 
Commission for Granting Pardons in America. In 
a Letter to a Friend by Matt. Robinson M. ? Lon- 
don: J. Almon, MDCCLXxvii. Title and 112 pp. 
Half morocco. Qvo. (4s. 6d. 2384) 

ROBINSON (William). Several/ Ejpistles/ Given 
forth by Two of the/ Lords Faithful Servants,/ 
Whom he fent to/ New-England,/ to/ Bear Wit- 
nefs to his Everlafting Truth./ And were there 
(by the Priefts, Rulers, and Profeffors)/ after cruel 
and long Imprifonment, and inhumane/ Whippings 
and Baniflmient, put to death ; for/ no other (Jaufe, 
but for keeping tne/ Commandments of God, and/ 
Teftimony of Jefus./ William Robinfon./ William 
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Leddra./ Here is alfo prefixed W. R. his Tefti- 
mony of his Call to/ that Service, for obedience 
unto which, he under-/went the wrath of Men. 
but hath obtained/ Everlaflin^ Peace and Ren 
with God. London, Printed m the Year, 1669. 
11pp. 4to. {11. U. 2385) 

ROBSON (Joseph), An Account of six years resi- 
dence in Hudson's-Bay, From 1733 to 1736, and 
1744 to 1747. Bv Joseph Robson, Late Surveyor 
and Supervifor of the Buildings to the Hudfon*8- 
bay Company. Containing a Variety of Facts, 
Observations, and Discoveries, tending to ihew, I. 
The vaft Importance of the Countries about Hud- 
son's-Bay to Great Britain, on Account of the 
extenfive Improvements that may be made there 
in manj^ beneficial Articles of Commerce, parti- 
cularly in the Furs and in the Whale and Seal 
Fisheries. And, II. The interefted Views of the 
Hudfon's-bay Company; and the abfolute Neceffitr 
of laying open the Trade, and making it the Obie& 
of ^^ational Encouragement, as the only Method 
'of keeping it out of the Hands of the French. To 
which is added an Ap})endix; containing, I. A 
Ihort Hiftory of the Difcovery of Hudfon s-bay ; 
and of the Proceedings of the English there fince 
the Grant of the Hudlon's-bay Charter : Together 
with Remarks upon the Papers and Evidence pro- 
duced by that Company before the Committee of 
the Honourable Houfe of Commons, in the Year 
1749. II. An Eitimate of the Expence of building 
the Stone Fort, called Prince oi Wales's-fort, at 
the entrance of Churchill-river. III. The Sound- 
ings of Nelfon-river. IV. A Survey of the Courfe 
of Welson-river. V. A Survey of Seal and Gillam's 
Iflands. And, VI. A Journal of the Winds and 
Tides at Churchill-river, for Part of the Years 
1746 and 1747. The Whole illuftrated. By a 
Draught of Nelson and Haves's Rivers ; a Draught 
of Churcbill-river ; and Plans of York-Fort, and 
Prince of Wales*s Fort. London: J. Payne. 
MDCCLii. Title f vi and 84 pp, * Appendix ' 95 pp. 
3 Maps. Old calf, Svo, (7s. 6d, 2386) 

ROCHEFORT (Cesar de). [Engraved titUi] His- 
toire/ Naturelle et Morale/ des/ lies Antilles de/ 
TAmerique./ A Rotterdam,/ Chez Amout Leers. 
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Marcfaant librair. 1658./ [Printedtitle] UisUyatel 
Naturelle et Morale/ des/ lies Antilles/ de I'Ame- 
rique./ Enrichie de plufiears belles figures des 
Raretez les plus/ coniiderables qui y font d'ecrites./ 
Avec vn Vocabulaire Caraibe./ A KoterdamJ Chez 
Amould Leers,/ M.Dc.Lviii :/ First Edition, SpreL 
leaves; viz. Two titles, ' Epistre/ Signed ' L. D. P.* 
4 pp; * Preface,' 6 pp ; * Avertissement/ 2 pp; 
Text 527 pp ; * Table/ 12 pp. Fine copy. Vellum. 
4to, (1/. 10«. 6d. 2387) 

ROCHEFORT (Cesar de). [Engraved title^ His- 
toire/ Natvrelle et Morale/ Des/ lies Antilles de/ 
TAmerique/ [Prtnt«i title] Histoire/ Naturelle et 
Morale/ des/ Ilea Antilles/ de TAmerique./ En- 
ricbe d'un grand nombre de belles Figures en taille 
douoe,/ des Places &t dee Raretez les plus confide- 
rables,/ qui y font decrites./ Avec un Vocabulaire 
Caraibe./ Seconde Edition./ Reveue & augmentee 
de plufieurs Defcriptions, & de quelques/ eclair- 
ciflemenSy qu'on defiroit en la precedente./ A 
RoterdamJ Chez Amout Leers,/ m.dc.lxv./ 18 
prel. leaves; viz. Two titles ; ' Epistre,' 11 po. Signed 
* De Rochefort ' ; * Preface,* 5 pp; ^ Avertisse- 
ment.' 4 pp; * Copies Lettres,' 12 pp ; Text 583 
pp; 'Table,* 13 pp: Copperplates at pp. 53, 332, 
412. VeUum, 4to. (1/. 1<. 2388) 

ROCHEFORT (Cesar de). Le Tableau/ de/ L* Isle 
de Tabago,/ on de la/ Nouvelle Oiialchre,/ L'unc 
des Ifles Antilles de/ I'Amerique,/ Dependante de 
la fouverainet^ des Hauts &/ Puiifsns Seigneurs 
les Eftats Generaus/ des Provinces Unies des 
Fais-bas./ A Leydef Chez Jean Le Carpentier/ 
clalocLXY./ 8 prel. leaves and 144 pp. Vellum. 
8w. (155. 2389) 

ROCHEFORT (Cesar de). Relation/ de L'Isle/ 
de Tabago,/ ou de la/ Nowelle OValcre,/ IVne 
des Isles Antilles/ de rAmeriqve./ Par le Sieur 
de Rochefort./ A ParisJ Chez Lovys Billaine, 
au fecond/ Pilier de la Grand' Sale du Palais. 
M. DC. Lxvi./ Auec Permiffion./ 8 prel. leaves and 
128 pp. Old calf, litno, (10s. 6d. 2390) 

ROCHEFORT (Cfsar de). Histoire/ Natvrelle/ 
des/ lies Antilles/ de rAmericjve :/ Par Mr. De 
Rochfort./ A Lyon^/ Chez Christofle Fovrmy,/ rile 
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Merciere, a la Bibliotheque./ m.dc.lxvii./ Two 
volumes. Tome Premier, S3 prel, leavei, t/i« last 
blanky and 566 pp. Copperplates at pp, 13, 995. 
Tome Second, 3 prel. leaves and 680 pp. Copper- 
plate at page 115. Old calf . 12nu>. {12s. 6d. 2391) 

ROCHEFORT (Cesar de). Hiftorifche/ Befchrei- 
bun?/ Der/ Antillen Infeln in/ America gelegen/ 
In uch begreiffend derolelben/ Gelegenheit, da- 
rinnen befindlis/chen uaturlichen Sachen, fampt 
deren/ Einwohner Sitten iind Gebrauchen mit/ 
46. KopffeHliicken gezieret./ von/ dem Herm'de 
Rochefort,/ zum zwejten mahl in Franzofis:/ fcher 
Sprach an den Tag ge'/geben,/ nunmebr aber/ in 
dieTeuti'che iiberl'etzet./ Frankfurt J InVerlegung 
M^ilhelm Serlins, Buchdnis/ckers und Bnchhand- 
lers. 1668. Two Volumes. (Buch I.) 11 prel. 
leaves, including frontispiece, and 430 pp. ' Innhalt.' 
11 pp. CopperpUttes at pp. 29, 104, 105, 106, 107, 
109, 111, 118, 119, 123, 124, 126, 138, 141, 142, 
143, 148, 149, 153, 156, 162, 166(2), 180,182, 
189, 192, 195, 205, 215, 233, 264, 271, 301, 307(2), 
311, 321, 335, 353. (Buch II.) 6 prel. leaves, 33 
and 514 pp. 12mo. (7s. 6d. 2392) 

ROCHEFORT (Cesar de). [Engraved title] His- 
toire/ Naturelle et Morale/ Des/ lies Antilles de/ 
TAmerique/ Derniere Edition reveue et/ aug- 
ment^e./ [Printed titUi] Histoire/ Naturelle et 
Morale/ des/ lies Antilles/ de TAmerique,/ En- 
richie d'un grand nombre de belles Figures en 
taille douce, qui/ reprelentent au naturel les Places, 
& les Raretez les plus/ confiderables qui j font 
d^crites./ Avec un Vocabulaire Caraibe./ Der- 
niere Edition./ Reveue & augment^e par TAutheur 
d'un Recit de I'Eftat prefent des/ celeores Colonies 
de la Virginie, de Marie-Land, de la Caroline, du/ 
nouveau JDuch^ d' York, de Penn-Sylvania, & de la 
nouvelle An-/gleterre, fitu^es dans TAmerique 
feptentrionale, & oui rele-/vent de la Couronne du 
Roy de la CTand' Bretagne./ Tir6 fidelement des 
memoires dies babitans des memes Colonies,/ en 
faveur de ceus, qui aurojent le deflein de s*y/ 
transporter pour s y 6tablie./ A Rotterdam,} Cbez 
Reimer Leers,/ m.dc.lxxxi./ 18 prel. leaves, includ- 
ing the engraved and printed titles. Text 583 pp ; 
Table, 13 pp. Second title, * Recit/ de TEstat/ Pre- 
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sent des/ Celebres Colonies/ etc, 43 pp. Large 
folding plates at pp. 53, 332, and 413. Fine copy m 
old red morocco, 4to, (il. Is. ^93) 

ROCHEFOUCAULD-LIANCOURT (Due de la). 
Voyage dans les Etats-Unis d'Am^rique, fait en 
1795, 1796 et 1797. Par La Rochefoucauld-Lian- 
court. A Paris Du Pont, Buisson, Charles Pon- 
ffens, L*an VII de la R^publique. (1799) Eight 
Volumes, Tome Premier, xxiv and 365 pp. Map 
atpase 1. Tome Second. Half-titUy titlSf iv and 349 
pp. Tome Troisieme. Half-title^ title, iv and 384 pp. 
Tome Quatrieme. Half-titlcy title, Hi and 349 pp. 
Map at page 1. Tome Cincjuieme. Half-titley title, 
w and 400 pp. Tome Sixieme. Half-title, title. Hi 
and 336 pp. * Tableau,' etc. at page 266, a folded 
sheet. Tome Septieme. Half title, title, iv and 366. 
Map at page 155. Tome Huitieme. Half -title, title, 
and 244 pp; folded sheets at page 172, numbered 
I— VI. Calf extra. 8»o. (1/. 1». 2394) 

RODRIGUES DE MELLO (Joseph). Josehpi 
Rodngues de Mello Lusitani Portuensis de Rus- 
ticis Brasiliae Rebus Carminum Libri IV. Accedit 
Prudentii Amaralii Brasiliensis de Sacchari Opificio 
Carmen. Rom<e mdcclxxxi. Ex Typograpbia Fra- 
tram Puccinelliorum. viii and 206 pp. 4 copper' 
plaUs at the end. Vellum. Svo. (12s. 6d. 2395) 

RODRIGU EZ (Antonio) . Relacion/ de las Fiestas/ 
qve ala Immacv-/lada Concepcion dela Virgjen 
IV. Senora fe bizieron en la Real Ciudad de Lima 
en/ el Peru, y principalmente delas q bizo la Con/ 
gre^acion dela Expe6tacion del Pano/ en la C6- 
pcmia de lefus ano 1617./ Dirigida al Excelen- 
tissimo/ Senor Principe de Efquilacbe Virrey deftos 
Reynos./ Por el Bacbiller Antonio Rodrigvez/ de 
Leon Profeffor delos derecbos Pontificio y Cefareo./ 
IT Con licencia impreffo en Lima por Francifco del 
Canto./ Acofta de luan Femanaez Higuera mer- 
cader. Ano 1618./ 2 prel. leaves; viz. Title, the 
reverse blank, * Erratas,' and *Tassa:* 1 page; 
* Aprobacion,' 1 page ; Text SO folioed leaves. 
4to. (l/.lls.6d. 2396) 

RODRIGUEZ (Makuel). Senor./ [Bc^ns] Manuel 
Rodriguez de la Compaiiia de Isevs, Procurador/ 
general por las Provmcias de Indias, dize : etc. 
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rEmlin^l liberal Mano, j Catolico zelo de V. 
MagefUa. ^ unnumbered -pages. Half morocco. 
Folio, (11, U. 2397) 

RODRIGUEZ LAMEGO (Manuel). 4./ Assi- 
ento/ y Capitvlacion (^ve/ se tomo con Manvel 
Rodrigvez/ Lamego, lobre la renta y proaifion 
general de efclauos/ ne^os que le nauegan a las 
Indias por tiempo/ de ocho aiios, y precio de ciento 
y veinte mil/ du cados cada aiio./ Ano de 1623./ 
17 folioed leaves, Halfmor, Folio, (11. Is, 2398) 

ROEBUCK (John). An Enquiry, whether The 
Guilt of the Present Civil War in America, ought 
to be imputed to Great Britain or America. By 
John Roebuck, M. D., F. R. S. A new Edition. 
London : John Donaldson, mdcclxxvi. Title and 
69 pp. Half morocco. Qvo. (4s. 6d. 2399) 

ROGERS ^Abraham). Abraham Rogers/ Offne 
Thiir/ zu clem verborgenen/ heydenthum ;/ Oder,/ 
Warhaftige Vorweifung aefz/ Lebens, und der 
Sitten, famt der Religion,/ und dem Gottesdienft 
der Bramines, auf der/ Cuft Chormandel, und 
denen herumlis/genden Landem:/ Mit kurtzen 
Anmerkungen,/ Aus dem Niederlandifchen iiber- 
fetzt./ Samt/ Chrifloph Arnolds/ Auserlefenen 
Zugaben,/ Von den Afiatifchen, Africanifchen, und 
Ame-/ricanifchen ReligionssTfachen, fo in XL / Ca- 
pital verfafft./ Alles/ Mit einem nothwendigen/ 
Regifter./ Number gj In Verlegung, Johann An- 
dreas Endters, und/ Wolfigang iJieCz Jiing-Seel. 
Erben./ m.dc.lxiii./ 8 prel. leaves^ including the 
engraved and printed titles ; Text 998 pp. followed 
by 19 leaves of Register and one page of errata. Nu- 
merous plates. Vellum. Svo, (15s. 2400) 

ROGERS (Robert). A Concise Account of North 
America : Containing A Defcription of the feveral 
British Colonies on that Continent, including the 
Iflands of Newfoundland, Cape Breton, &c. As 
to Their Situation, Extent, Climate, Soil, Produce, 
Rile, Government, Religion, Prefent Boundaries, 
and the Number of Inhabitants fuppofed to be in 
each. Also of The Interior, or Welterly Parts of 
the Country, upon the Rivers St. Laurence, the 
Mississipi, Christino, and the Great Lakes. To 
which is iubjoined, An Account of the feverid 
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Nations and Tribes of Indians refiding in thofe 
Parts, as to their Cuftoms; Manners, Government, 
Numbers, &c. Containing many Uleful and En- 
tertaining Fa^ts, never before treated of. Bj Major 
Robert Rogers. London : Printed for the Author, 
MDCCLXV. via and 264 pp. 800, (9«. 2401) 

ROGERS (Robert). Journals of Major Robert 
Rogers: Containing An Account of the feveral 
Excurfions he made under the Generals who com- 
manded upon the Continent of North America, 
during the late W ar. From which may be collected 
The moft material Circumltances of every Campaign 
upon that Continent, from the Commencement to 
the Conclufion of the War. To which is added An 
Hiftorical Account of the Expedition againft the 
Ohio Indians in the Year 1764, under the com- 
mand of Henry Bouquet, Efq ; Colonel of Foot, 
and now Brigadier General in America, including 
his Tranra6iions with the Indians, relative to the 
Delivery of the Prifoners, and the Preliminaries of 
Peace. With an Introdudory Account of the 
Proceeding Campaign, and Battle at Bufhy-Run. 
Dublin : R. Acheson, m,dcc,lx,ix. x and 218 pp, 
' An Hiftorical Account of the Expedition againft 
the Ohio Indians, in the year mdcclxiv,'/ etc. xx 
and 99 pp. Old calf . 12mo. (lOs. 6d. 2402) 

ROGERS ( Wood Es ). A Cruising Voyage round the 
World : Firft to the South Seas, thence to the 
East-Indies, and homewards by the Cape of Good 
Hof>e. Begun in 1708, and finiHi'd in 1711. Con- 
taining a Journal of all the Remarkable Tranf- 
adions ; particularly, Of the Taking of Puna and 
Guiaquil, of the Acapulco Ship, and other Prizes; 
An Account of Alexander Selkirk's living alone 
four Years and four Months in an liland ; and A 
brief Defcription of feveral Countries in our Courfe 
noted for Trade, efpecially in the South-Sea. With 
Maps of all the Coaft, from the beft Spanilh Manu- 
fcript Draughts. And an Introduction relating to 
the South-Sea Trade. By Captain Woodes Rogers, 
Commander in Chief on this Expedition, with the 
Ships Duke and Dutchefs of Briftol. London : A. 
Bell and B. Lintot, m.dcc.xii. xxH and 428 pp. 
*■ Appendix,' 56 yp. * Index," 14 pp. 4 map$. Old 
calj. 8w. (10*. 6rf. 2403) 
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ROGERS (WooDEs). A Cruising Voyage round 
the World : FiHt to the South-Sea, thence to the 
East- Indies, and homewards by the Cape of Good 
Hope. Beffun in 1708, and finiih'd in 1711. etc. 
The Second Edition, Corrected. London, Andrew 
Bell and Bernard Lintot, m.dcc.xviii. xixand 428 
pp ; * Appendix,' 67 pp ; Index, 7 pp. Maps at page 
1 ofTeit, and pp. 1, 10, 33, and 51, of Appendix, 
Old calf. Svo. {10s. 6d. 2404) 

ROGERS ^WooDEs). A Cruigine Voyage round 
the Worla: etc. The Second Eaition, Corre&ed. 
London : Bernard Lintot, m.dcc.xxvi. [The same 
as Second lldition, of 1718, except a new title, atid 
having in addition two plates at pp. 62 and 101, repre- 
senting the AUgator and Crocodile, drawn from life 
in London, 1739. Old calf . Qvo. (10s. 6d. 2405) 

ROLLE (Denys). To the Right Honourable the 
Lords of His Majesty's Molt Honourable Priyy 
Council. The Humble Petition of Denys RoUe, 
Efq ; fetting forth the Hardfliips, Inconyeniencies, 
and Grievances, which have attended him in his 
Attempts to make a Settlement in Eafl Florida, 
humbly praying fuch Relief, as in their Lordihips 
Wifdom (hall leem meet. iLondtm 17 — ] 85 pp. 
Flan at page 72. * Grants by the Governor of 
South Carolina,* a folded sheet. * Copies of his 
Excellency Governor Grant's Letters, and alfo 
Copies of the rough Drafts from which Mr. Rolle's 
Letters to the Governor were wrote, containing 
"the full Import of the fame.' 47 pp. Half morocco. 
8vo. (11. Is. 2406) 

ROLT (Richard). A New and Accurate History of 
South-America : Containing A particular Account 
of fome Accidents leading to the Dilbovery of the 
New World ; of the Difcovery made by Columbus, 
and other Adventures; of the feveral Attempts 
made to find out a North East and North-Weft 
Faflage: and what Parts of America are fubject 
to the different European Powers. With A full 
Defcription of the Spanish Provinces of Chili, 
Paraguay, Peru, and Terra Firma. Of Guiana; 
particularly of Surinam belonging to the Dutch, 
and of Cayenne belonging to the French ; of Brazil 
fubjed to the Crown of Portugal ; of that Part of 
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Parajniaj poflefled by the Jesuits, where thy have 
eltabli(hea a New ^lonarchy; and of the various 
Nations of Indians throughout this extenfive Ter- 
ritory : As alio of all the moft remarkable Iflands 
adjacent to its Coafts. Including the Geogra- 
phical, Natural, Political, and Commercial Hiftory 
of every Province : With the Religion, Manners 
and Cuftoros of the Inhabitants. With Disserta- 
tions on the Britilh, Spanifli, Portuguefe, French, 
Dutch, and Indian Settlements. By Mr. Rolt. 
Lmdon : T. Gardner, m.dcc.lvi. 8 preL leaves and 
576 pp. With map of South- America bif Eman Bowen, 
Svo. (7s. 6d. 2407) 

ROMERO DE MELLA (Nicolas). Por/ Don 
Nicolas Romero/ de Mella, Contador de tributos, 
y azo-/gues de la Nueua Espana./ En/ El pleyto 
one trata con el feiior Fifcal./ Sobre/ La reftitucion 
oel dicho oficio ; y en latisfacion de los cargos que 
le hi-/zo el fenor Licenciado Don Pedro de Galuez, 
del Confejo de fu/ Mageftad, en el Supremo de las 
Indias^ el ano de 53./ En la vifita de los Miniftros, 
y Oficiales/ Reales del Reyno de/ Mexico./ [1655] 
iej'olioed leaves. Half mar. Folio, {U. Is. 2408) 

ROSS (John). An Explanation of Captain Sabine's 
remarks on the late Voyage of disco verv to Baffin's 
Bay. By Captain John Ross, R. N. London: 
John Murray, 1819. Half-title, title, and 54 pp. 
8w. (2*. 6d. 2409) 

ROSS (Robert). A Sermon, Preached at New 
Town, December 8th, 1773. On Church Govern- 
ment and Difcipline. By Robert Ross, A.M. 
Paitor of the Church of Chrift in Stratfield. With 
A Preface and an Appendix, Containing Some 
Remarks on the Rev. Mr. David Judson's Reply 
to faid Sermon, New- Haven, Printed by Thomas 
and Samuel Green. [1773.] 58 pp. Unbound, 
8vo, (4s. 6d. 2410) 

ROTHERAM (John). An Essay on Faith, and its 
connection with Good Works. By John Rotheram, 
M. A. Rector of Ryton in the County of Durham, 
and Chaplain to the Lord Bishop of Durham. 
Third Edition. London, Printed: New-York, Re- 
printed and Soldby J. Parker, at the New- Printing- 
office, in Beaver-Street. M.ncc.LXVii. viiiandl^ 
fp, 8iM>. {5s. 6d. 2411) 
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ROUSSIGNAC (Jacques de). The Earth twice 
fliaken wonderfully :/ Or, an/ Analogical Difcourfe 
of Earthquakes,/ its Natural Caul'es, Kinds, and 
Manifold Effedts ;/ occasioned/ By the lall of thefe, 
which happened on the/ Eighth Day of September 
1692. at Two of the Clock/ in the Afternoon./ 
Divided into/ Philofophical Theorems, pick'd out 
of many/ Famous Modem, and Ancient Treatises,/ 
TranOated into Englilh ;/ With Reference to that 
unufual One, that happened in/ Queen Elizabeth's 
Reign, on the fame Day, 8th. of September 1601./ 
at the fame Hour, which was fenfibly felt through- 
out all Europe,/ and fome part of Alia in the fame 
Moment, as much as it is tound out./ A domed,/ 
With an Account of many ftupendous and won- 
derful/ Events in Germany, Italy, and other King- 
doms./ Wherein/ Some Obfervations are made 
upon the Circumftances, wherein/ thefe Two Earth- 
quakes agree, and in others wherein they differ./ 
ByJ.[acque8j D.[e] R.[ou88iniac ?] French Mi- 
mfter./ London : Printed for the Author, at Siou's 
CoUeage, near/ Cripplegate; and to be Sold at 
Mr. Cockrel, Bookfeller, at the Sip/ of the Three 
Legs in the Poultry, and at Mr. Vaillant, French 
Book'/feller, in the Strand, over-againft the French 
Savoy's Church, 169f ./ 4 prel. leaves and 47 pp. 
4to. {78. 6d. 2412) 

ROWLANDSON (Mary\ A tree/ History/ of 
the/ Captivity & Reftoration/ of/ Mrs. M^ry Row- 
landson,/ A Miniiier's Wife in New-England./ 
Wherein is fet forth, The Cruel and Inhumane/ 
Ufage fhe underwent amongft the Heathens, for/ 
Eleven Weeks time : And her Deliverance from/ 
them./ Written by her own Hand, for her Private 
Ufe: And now made/ Publick at the eameft 
Defire of fome Friends, for the Benefit/ of the 
A£9icted./ W hereunto is annexed,/ A Sermon of 
the Poffibility of God's Forfaking a Peo-/ple that 
have been near and dear to him./ Preached by 
Mr. Jofeph Rowlandfon, Husband to the faid Mrs. 
Rowlandfon :/ It being his lalt Sermon./ Printed 
firil at New- England : And Re-printed at London, 
and fold/ by Jofeph Poole, at the Blue Bowl in the 
Long-Walk, by Chrifts-/Church Hofpital./ 1682./ 
S preL ieaoe* and 36 pp. 4lo. (1/. Hi. 6^. 2413) 
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RUIZ DE LEON (Francisco). Hernandia, trir: 
umphos de la Fe, y gloria de las Armas Espanolas. 
Poema Heroyco. Conquista de Mexico, cabeza 
del imperio Septentrional de la Nueva-Espana. 
Proezas de Hernan-Cortes, Catholicos Blasones 
Militares, y grandez as del Nuevo Mundo. Lo 
cantaba Don Francisco Ruiz de Leon, hijo de la 
Nueya-Espaha, j reverente lo consagra a la Sobe- 
rana, CatnoUca Magestad de su Key, y Senor 
Natural Don Fernando Sexto, en la real Catholica 
Magestad de la Reyna Nuestra Senora Dona Maria 
Barbara, (que Dios guarde) j a las dos Mages- 
tades, Por Mano del excellentissimo Seiior Duque 
de Alva, &:c. Con Privilegio. En Mar^ru^ : Viuda 
de Manuel Fernandez, 1755. 10 preU leaves and 
383 pp. Vellum, 4to. (IL lU, 6d. 2414) 

RULES for the St. Andrew's Society in Philadel- 

?hia. Philadelphia : Printed by B. Franklin, and 
). Hall. MDccn. 16 pp, Bvo, (11. 1*. 2415) 

RULING (The) & Ordaining Power of Congrega- 
tional Bishops, or Presbyters, Defended. Being 
Remarks on fome Part of Mr. P. Barclay's Per- 
suasive, lately dillributed in New-England. By 
an Impartial Hand. In a Letter to a Friend. 
Boston: Printed for Samuel Gerriih and Sold at 
his Shop near the Brick Meeting-Houfe in Corn- 
hill, 1724. Title and 45 pp. Svo. (12s. 6d. 2416) 

RUMSEY (James). A Short Treatise on the appli- 
cation 'of Steam, whereby is clearly shewn, from 
actual experiments, that Steam may be applied to 
propel Boats or Vessels of any burthen againil 
rapid currents with great velocity. The fame 
Principles are alfo introduced with Effe6i, by a 
Machine of a fimple and cheap Conilrudtion, for 
the Purpofe of raising Water fufficient for the 
working of Grist-Mills, Saw-Mills, &c. And for 
watering Meadows and other purposes of Agricul- 
ture. By James Rumsey, Of Berkeley County, 
Virgina. Philadelphia, Printed by Joseph James : 
Chesnut-Street. m,dcc,lxxxviii. 26 pp. Uncut. 
Svo. (10s. 6d. 2417) 

RUSSELL (William). The History of America 
from its Discovery by Columbus to the conclusion 
of the late War. With an Appendix, containing 
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an account of the rise and progress of the present 
unhappy contest between Great Britain and her 
Colonies. By William Russell, Esq. of Graj*s- 
Inn. London : Fielding and Walker, mdcclxxviii. 
Two Volutnes. Volume I. iv and 596 pp, 38 numt 
and plates. Volume II. 630 pp. * Dire6Hons for 
placing the Maps and Cuts.' 2 pp. 23 maps and 
plates. 4to. (15s. 2418) 

RUTHERFURD (Samuel). A/ Survey/ of the/ 
Survey of that Summe/ of Church -Difcipline/ 
Penned by Mr. Thomas Hooker,/ Late Paitor of 
the Church at Hartford upon/ Conne6ticot in New 
England./ Wherein/ The Way of the Churches of 
N. England/ is now re-examined ; Arguments in 
fevour/ thereof winnowed ; The Principles of that/ 
Way difcufled ; and the Reafons of moil/ feeming 
ftrength and nerves, removed./ By Samuel Ruther- 
furd, Profeflbr of Divinity in/ the Univerfity of S. 
Andrews in Scotland./ Lwir/on,/ Printed by J. G. 
for Andr. Crook, at the Green Dragon/ in St 
Pauls Church-yara. m. dc. lviii./ 4 pni. leaves and 
mpp. Old calf. 4to. (^I.12s.6d. 2419) 
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A BINE (Edwabd). Remarks on 
the Account of The late Voyage of 
Discovery to Baffin^s Bay, published 
By Captain J. Ross, *R. N. By 
Captain Edward Sabine, Royal Ar- 
tilleiT. Lmtdon : Richard and Ar- 
thur Taylor, 1819. 40p;>. Unbound, 
Qvo, (5e« No. 2409). (36. 6d, 2420) 

SACK (Albert von). A Narrative of a Voyage to 
Surinam ; of a Residence there during 1805, 1806, 
and 1807; and of the Author's return to Europe 
by the Way of North America. By Baron Albert 
von Sack, Chamberlain to his Prussian Maiesty. 
London: G. and W. Nicol, 1810. 7 prel. teaveSf 
including engraved title ; and '28'i pp. Frontispiece, 
Sketch at page 1. Plate at page 101. Half calf, 
4to, {7s, 6d, 2421) 

SACKVILLE (Lord George). The Trial Of the 
Right Honourable Lord George Sackville, At A 
Court Martial Held at the Horfa-Guards, February 
29, 1760, for An Enquiry into his Conduct, Being 
charged with Dilbbedience of Orders, While he 
commanded the Britidi Horle in Germany. Toge- 
ther with His Lorddiip's Defence. London: W. 
Owen, [176^.] viUandS^'ipp, Wanting pp,319'W, 
Hal/morocco, 8vo, (7«. 6d, 2422) 

SAGAN/ Landnama/ vm pvrftu by^ging Iflands 
af/ Nordmonnum./ Symbolum Regium./ Pietas/ 
te &/ lustis/tia./ SluilJwllteJ Dryckt af Hendr: 
Krufe/ A MOCLXXxviii. 5 prel, leaves and 182 pp, 
' Registvr * «te. 10 leaves. Half morocco. 
4to. (2/.2». 2423) 

Chronicle of the ttrat ColoniiaUon of Iceland, by the Norwofl^tons. 
(Northmen;. 
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SAGARD (Gabriel). [Engraved title] Le Grand/ 
Voyage Dv Pays/ des Hurons, Situe en L'As/ 
merique uers la mer douce/ ez demieres confins de/ 
la nouuelle France/ Ou il est traicte de tout/ ce 
qui est du pays et du/ gouuernement des Sauua^s/ 
Auec un Dictionnaire/ de la Langue huronne/ Par 
Fr. Gabriel Sagard/ Recollect de S'. Francois/ de 
la prouince S*. Denis./ A Paris Chez Denys/ 
Moreau rue S'. Jacques a/ La Salamandre 1632/. 
[Printed title] Le Grand Voyages/ dv Pays des 
Hvrons,/ fitue, en 1' A merique vers la Mer/ douce, 
^8 demiers confins/ de la nouuelle France,/ dite 
Canada./ Ou il eft amplement traite de tout ce qui 
eft du pays, des/ moeurs & du naturel des Sauuages, 
de leur gouuernement/ & fagons de faire, tant 
dedans leurs pays, qu'allans en voya-/ges : De leur 
foy & croyance*; De leurs conleils & guerres, 6l 
de quel genre de tourmens ils font mourir leurs 

{)rifonniers./ Comme ils fe marient, & eileuent 
eurs enfans : De leurs Me-/decins, & des remedes 
dont ils vlent a leurs maladies : De/ leurs dances 
& chanfons: De la chafle, de la pefche, & des 
oyfeaux & animaux terreftres & aquatiques gu'ils 
ont. Des/ richeifes du pays : Comme ils cultiuent ^ 
les terres, & accom-/mod'ent leur Meneftre. De 
leur deiiil, pleurs & lamenta-/tions, & comme ils 
enfeueliflent & enterrent leurs morts./ Auec vn 
Di6tionaire de la langue Huronne, pour la com- 
modi-/te de ceux qui ont a voyager dans le pays, 
& n'ont/ Tintelligence d'icelle langue./ Par F. 
Gabriel Sa^rd Tlieodat, Recollet de/ S. Fran9ois, 
de la Prouince de S. Den^s en France./ A Parw, 
Chez Denys Moreav, rue S. lacques, a/ la Sala- 
mandre d' Argent./ m.dc.xxxii./ Auec Priuilege 
du Roy./ 12 prel. leaves and 380 pp ; followed by 2 
blank (eaves, ' Dictionaire de la Langve ' etc. 12 pp; 
and 'Les Mots Francois toumez en Huron,* 66 
unpaged leaves; *• Table des choses,' etc, 14 pp. 
Imperfect, wanting pp. 150 — 173. Old calf, 
Svo, {31. Ss. 2424) 

SAGITTARIUS'S Letters and Political Specula- 
tions. Extracted From the Public Ledger. Hum- 
bly Inscribed To the very Loyal and truly Pious 
Do£ior Samuel Cooper, Paftor of the Congrega- 
tional Church in Brattle Street. Boston : Pnnted : 
By Order of the Select Men and fold at Donation 
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Hall, for the Benefit of the diftrefled Patriots. 
iidcx;lxxv. Title and 127 p}). Calf extra, by Bed- 
ford. 8w. (15». 2425) 

SAINT DOMINGO. Betrachtunsren iiber den ge- 
genwrartigen zulland der franzofifchen Colonic zu 
Ban Domingo. Aus dem Frauzrlifchen iiberfetzt 
und mit einigen Anmerkungen verfehen. Leipzig, 
bey Johann Friedrich Junius. 1779. Two Volumes, 
Erfter Theil, 8 prel. leaves and text 310 pp. Zweyter 
Theily 2 prel. leaves and text 332 pp. Half calf. 
8iw. (78. 6d. 2426) 

SAINT DOMINGO. History of the Island of St. 
Domingo, from its firft Discovery by Columbus to 
the present period. London : Printed for Archi- 
bald Constable and Co. Edinburgh : 1818. xtv and 
446 pp. Qvo. (6s. 6d. 2427) 

SAINT DOMINGO. Histoire de File de Saint- 
Domingue, depuis TEpoque de sa decouverte par 
Christophe Coiomb Jusqu a TAnnee 1818. Pubfi^e 
8ur des documents autbentiques, et suivie de Pieces 
justificativeSy Telles que la Correspondance de 
Toussaint-Louverture avec Buonaparte; le C6r6- 
monial de la Cour d'HaVty; la Constitution de oe 
royaume; I'Almanach royal d'Haity; la Corres- 

Sondance du comte de Limonade, et le Manifesto 
u roi Christophe. A Paris, Delaunay, 1819. 
Half-title, title, ii pp. and text 390 pp. naif-calf. 
8vo. (5s.6d. 2428) 

SAINT JOHN (J. Hector). Letters from an 
American Farmer; describing certain Provincial 
Situations, Manners, and Customs, not generally 
known ; and conveying some idea of the late and 
present interior circumstances of the British Co- 
lonies in North America. Written for the Infor- 
mation of a Friend in England, by J. Hector St. 
John, a Farmer in Pennsylvania. London, Thomas 
Davies, mdcclxxxii. 8 prel. leaves and 318 pp. 
With fi maps. Half calf. Qvo. (5s. 6d. 2429) 

SALLE (Monsieur de la). An/ Account/ of/ 
Monfieur de la Salle's/ last/ Expedition and Dis- 
coveries/ in/ North America./ Prefented to the 
French King,/ And Publiflied by the/ Chevalier 
Tonti, Governor of Fort St. Lo-/uis, m the Pro- 
vince of the Illinois./ Made Kngliih from the 
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Paris Original./ Also/ The Adventures of the 
Sieur de/ Montavban, Captain of the French/ 
Buccaneers on the Coait ot Guinea, in the/ Year 
1695./ UndonJ Printed for J. Tonfon at the 
Judj^e's Head, and S. Buckly/ at the Dolphin in 
Fleet-ftreet, and R. Knaplock, at the/ Angel and 
Crown in St. Paul's Church- Yard. 1698./ Title 
and 211 jtp. * A/ Relation/ of a/ Voyage/ Made by 
the/ Sieur de Montauban, / etc. 44i pp. Half calf, 
Qvo. (15s. 2430) 

SARATE (Augustine). See ZARATE (Augus- 
tine). 

SARMIENTO DE GAMBOA (Pedro). Viage al 
estrecho de Magallanes Por el Capitan Pedro Sar- 
miento de Gambia £n los anos de 1579. y 1580. 
Y Noticia de la Expedicion Que despues hizo para 
poblarle. Kn Madrid : 1768. Ixxtiv and 402 pp. 
3 Plates. * Declaration one De 6rden del Virr6i 
del Peru D. Francisco ae Borja,/ ' etc. Title and 
xxxiiipp. Old calf. 4io. (18«. 2431) 

SCHEDiE/ Ara Prests/ Froda/ Vm Island./ Pren- 
tadar i SkalhoUte af Hendrick Krufe./ Anno 1688./ 
Onthe reverse of the title; * Ad Lettorem.' efc. Text 
14 pp. * Regiitur ' etc ; 4 leaves. Half morocco. 
4to. {ll.lls.6d. 2432) 

SCHMIDEL (HuLDERicus). Vera hittoria,/ Ad- 
mirands cvivs-/ dam nauigationis, quam Hul-/ 
dericus Schmidel, Straubingeufis^ ab Anno 1534./ 
ufque ad annum i.o.34. in Americam vel nouum/ 
Mundum, iuxta Brafiliam & Rio della Plata, con- 
fecit Quid/ per holce annos 19. fuftinuerit, quam 
varias & quam mirandas/ regiones at homines 
▼iderit. Ab iplb Schmidelio Germanice,/ defcnpta : 
Munc vero, emendatis & corre6lis Vrbium, Regio-/ 
num & Fluminum, nominibus, Adiecta etiam tab- 
ula/ Geographica, figuris & alijs notationi-/bu8 
Juibufdam in banc for-/mam redu^ta./ Noriberg^J 
mpenfis Levini H ulfij. 1599./ Title the reverse blank, 
and 101 pp. Portrait of the Author. Copperplate 
etchings at pp. 6, 11, 12, 13, 15, 17, 18, 21, 25, 26, 
32,37,40,63,69,79,97. With the Map. Unbound. 
4(0. {SLSs. 



SCHMIDT (Ulrich). W8rhafllio:e Besr/fchriebunge 
, aller/ vnd mancherley Ibrgfeltigen &chi£:/farteny 
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aucb viler vnbekanten erfundnen Landtfcbafilen, 
Inlus/len, Koni^eichen, vnd Stedten, von derfel- 
bige gelegenheyt, wefen, gebreuchen,/ fitten, Re- 
ligion , Kiinft vnd handtierung. Item von allerlejr 
eewachfz,/ Metallen, Specereyen, vnd anderer 
dins^emehr, lb vonjhnen in vnlere/ Land gef iibrt 
▼nd gebracht werden./ Aucb von mancberlej 
p^efabr, ftreitt vnd fcharmiitzeln, fo ficb zwilchen 
jnen vnd/ den vnfern, beyde zu Wafler vnd Lande, 
wunderbarlich zugetragen. Item von/ erlcbreck- 
licher, feltzamer Natur vnd EygenfchafFt der 
Leuthfrefler, Dergleichen vorhin in keinen/ Cbro- 
nicken oder Hiitorien belchrieben, mit I'chonen 
Concordantzen vnd einem voW/koiunen Regifter, 
zur furderung des geroeinen niitzes/ zufamen ge- 
trafi^en./ Durcb Vlrich Schmidt von Straubingen, 
vnd andem mehr, ibdaielbil/ in eigener Perfon ge- 
gen wertig gewelen, vnd folches ermren./ Getruckt 
zu Franckjurt am Mayn, Anno 1567/. 6 "preL leaves ; 
viz. Title reverse blankj * Den Ehrneften, Furficbti?/ 
gen, Erlamen vnd weifen Herrn, Stetmeiftem vnd/ 
Ratb der loblichen Reichi'zltadt Schwabiicben 
Hall,/ meinen inlbndern giinltigen lies/ben Her- 
ren.y 8 pjp. 1 blank leaf. Text, 110 folioed leaves, 
* Warhafftige vnd liebliche Be?/lchreibung etlicher 
fiirnemen indianifchen Landt^/lchafflen vnd In- 
fulen, die vormals in keiner Chronicken gedacbt,/* 
etc. 59 folioed leaves ; and Colophon leaf the reverse 
blank. Blue morocco extra. Folio, (4/. 4s. 2434) 

SCHOEPF (lo. Davidis). D. Io. Davidis Schoepf/ 
Seren. Marggrav. Brand. Onold. et Cvlmb. Med. 
Avl. et Milit. ("oil. IV] ed. Membr. Materia Medica 
Americana potissimvm Regni V^egetabilis. Erlangae 
Svmtibvs Jo. lac. Palmii. mdcclxxxvii. rviii and 
170 pp, OldralJ, Qvo, {7s, 6d. 2435) 

SCHOMBURGK (Robert H.). A Description of 
British Guiana, Geographical and Statistical : Ex- 
hibiting its resources and Capabilities, together 
with the present and future condition and prospects 
of the Colony. By Robert H. Schomburgk, Esq. 
London: Simpkin, Marfliall and Co. 1840. 2 
prel. leaves and text 155 pp. With map. Cloth, 
Svo. {Ss. 6d, 2436) 

£CHON£R (Joannes). loannis SchO'/neri.Caro- 
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lofltadii Ojpvscv-/lvin Geograpbicym ex DiveF- 
sorvm Li/bris accartis fumma cura & drligentia 
oolle«/£tum, accomodatum ad recenter elas/boratum 
ab eodem globum des/lcriptionis terrenas. [Basel 
1533.] 21 unpaged leaves including title. On the 
reverse of the title is a woodcut of the Globe, Half 
morocco. 4fo. {11, Is, 2437) 

SCHOUTEN (GuLiELMus Cornelius). lovrnal/ 
ov Relation/ exacte dv voyage de Gvill. Schovten,/ 
dans Ics Indes : Par vn uouueau/ deflroit, & par 
les grandes Mers/ Auftrales qu'il a defcouuert, 
vers/ le Pole Antartique./ Ensemble des Nov-/ 
uelles Terres auparauant incognues,/ Ifles, Frui6ls, 
Peaples, & Animauz/ eftranges, qu'il a trouue en 
fon chemin :/ £t des rares obieruations qu'il j a 
fait/ touchant la declinaifon de TAymant./ A 
Paris./ Chez M. Gobert, au Palais eu la gallerie/ 
des prifonniers : Et les Cartes, chez M. Tauemier, 
Graueur du Roy, de/meurant au pont Marchand./ 
M . DC. xviii./ 7 prel. leaves and 232 pp. Maps and 
plates at pp. 9, 57, 73, 103, 113, 137, 153 and 169. 
Calf extra by Bedford, 8vo, {21, ^s, 2438) 

SCHOUTEN (GuLiELMus Corkelius). lovmal/ ov 
Relation/ exacte dv Voyage/ de Gvill. Schovten,/ 
dans les Indes : Par vn nouueau/ deitroir, & par 
les CTandes Mers/ Auftrales qu'il k defcouuert, 
vers/ le Pole Antartique./ Ensemble des Nov-/ 
uelles Terres auparuant incognues,/ Ifles, Frui6ls, 
Peuples, & Animaux/ eftranges, qu'il a trouu6 en 
fon cbemin :/ Et des rares obieruations qu'il y a 
fait/ touchant la declinailbn de I'Aymant./ A 
ParisJ Chez M. Gobert, au Palais en la gallerie/ 
des prilbnniers : Et les Cartes, chez M./ Tauemier, 
Graueur du Roy, de-/meurant au pont Marchand./ 
M.Dc.xix./ 7 prel. leaves and 232 pp. Without the 
maps and plates, Svo, {U,lis.6d, 2439) 

SCHOUTEN (GuLfELMUS Cornelius). Jovrnal/ 
Ou/ Description/ dv merveillevx Voy^e de/ 
G villa vme Schovten, Hollandois natif de/ Hoom, 
fait es ann^es 1615. 1616. & 1617./ Comme (en 
circum-navigeant le Globe ter-/restre) il a aef- 
couvert vers le Zud du deftroit de Magellan vn/ 
nouveau paflage, jui'ques a la grande Mer de Zud./ 
Enfemble,/ Des avantures admirables qui luy font 
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ftdvenues en/ defcouvrant du pluiieurs Tiles, & 
peuples eftranges./ A Amstredam^j Chez Ian 
lamTon, Libraire, demeurant fur I'Eau,/ a la Carte 
Marine. 1619. 4 preL leaves ; viz. Title with capper- 
plate engraving of ships in full sail, the reverse blank ; 
'Preface. Au le6teur debonnaire.' 5 pp; * Sur 
Tamirable navigation de Gvillavme Schovten, Natif 
de Hoorn.* 1 page. Copperplate engraving of the 
Globe with 6 jtortraits and 2 ships: Text 80 pp. 
With copperplate engravings at pp, 14, 24, 41, 46, 
49,51. 4to, (2/. 2«. 2440) 

SCHOUTEN (GuLiELMus Cornelius). Diarivm/ 
vel/ Defcriptio laboriollfliroi, & Moleftiffimi/ Jtin- 
eris, fa^i a/ Gvilielmo Comelii/ SchoTtenio, Hor- 
nano./ Annis 1615. 1616. ^ 1617./ Cum a parte 
Auftrali freti Magellanici, novum du6tum, aut/ 
fTetum,in Magnum Mare Aultrale detexit, totum q/ 
Orbem terrarum circumnavigavit./ Quas Infulas, 
& re^ones, & populos viderit,/ & quae pericula 
fubierit./ Amsterdami, Apud Petrum Kserium. A*. 
1619./ 4 prel, leaves, and 71 pp, 6 maps and plates, 
4to. (2^. 2». 2441) 

SEABURY (Samuel). The nature and extent of 
the Apostolical Commission. A Sermon, preached 
at the Consecration of the Right Reverend Dr. 
Samuel Seabury, Bishop of the Episcopal Church 
in Connecticut. By a Bishop of the Episcopal 
Church in Scotland. London : John, Francis, and 
Charles Riviugton, mdcclxxxv. 32 pp. Unbound, 
4to. {Ss.6d, 2442) 

SEASONABLE Advice, to The Members of the 
Britifh Parliament, concerning Conciliatory Mea- 
sures with America; and an Act of Perpetual 
Insolvency, for Relief of Debtors: With Some 
Strictures on the reciprocal Duties of Sovereigns, 
and Senators. London : J. Bew, m,dcc,lxxv. viii 
and 38 pp. Half morocco. Svo. {5s. 6d, 2444) 

BECKER (Thomas). A Letter To the Right Ho- 
nourable Horatio Walpole, Efq ; Written Jan. 9, 
1750-1, By the Right Reverend Thomas Seeker, 
LL.D. Lord Bishop of Oxford : Concerning Bi- 
shops in America. London : J. and F. Rivington, 
HDCCLxix. 2 prel, leaves and 28 pp. Unbound. 
Bvo. (4s. 6d. 2445) 
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SELKIRK (Earl of). A Sketch of the British Fur 
Trade in North America ; with Observations rela- 
tive to the North- West Company of Montreal. 
Bjtlie Earl of Selkirk. Second Edition, l^trndon: 
James Ridgway. 1816. 3 pre/, leaves and 130 pp. 
Haljcalf. 8vo. (Ss, 6d, 2446) 

SELLER (John). America. A mall Atlas in 28 
copperplate engravings. Calf extra by F. Bedford. 
12mo. (18s. 2447) 

SENTIMENTS (The) of a Foreigner, on the Die- 
putesof Great- Britain with America. Translated 
from, the French. Philadelphia: Printed by James 
Humphreys, Junior ; in Front-Street. m,dcc,lxxv. 
27 pp. Half morocco. Qvo. (4s. 6d. 2448) 

SEPP (Antony). R. R. P. P. Antonij Sepp,/ und 
Antonij Bohm,/ Der Sccietat Jesu Priefiem,/ 
Neusvermehrte/ ReifssBelchreis/bung,/ Wie felbe 
aufs Hifpanien in Para^/quariam kommen./ Und 
Kurtser Bericht der dencks/wurdigften Sachen, 
felbiger Land^r/lchafft, Volckem, und Arbeitung 
der/ P. P. Miilionariorum./ Gezogen,/ Aufs denen 
R. P. Sepp, Soc. Jesu mit/ eigner Hand gefchrie- 



Mit Erlaubnuiz der Obem./ Passau, Drucktsund 
verlegta Georg Adam Holler, 1698./ 336 pp. Old 
calf 12/no. (10s. 6d. 2449) 

SEPULVEDiE (JoANNis Genesii) Cordubensis 
()pera, Cum Edita, Turn Inedita, Accurante Regia 
Historiae Academia. Matriti. Ex Typograpnia 
Regia de la Gazeta. Anno m.dcc.lxxx. Four 
Volumes. Volumen Primum. 8 prel. leaves, cxUv 
pp, 24 pp, 4 leaves, xlvi pp. Portrait of Charles 5lh. 
and 468 pp. ' Monitum ad Lectorem * 2 pp. Vo- 
lumen Secundum. 3 prel. leaves, kvi and 541 pp. 
* Index * 75 leaves. Volumen Tertium. 3 prel. Leaves, 
txviii and 244 pp. ' Index ' 9 leaves, half-title. Sum- 
marium 7 leaves, 134 pp. * Index ' 7 leaves, half-title 
and 399 pp. Index 11 pp. Volumen Quartum. 3 
prel. leaves, and 591 pp. Index 21 pp. Old calf 
4to. (31. 3s. 2450) 

SERGEANT (John). The Caufes and Danger of 
Delusions in the Afikirs of Religion Conlider d and 
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cantioii'd againft, With particular Reference to 
the Temper of the prefeut Times. In a Sermon 
Preach'd at Springfield, April 4. 1743. In the 
Audience of the alTociated Paftors of the Countj 
of HampOiire. Bv John Sergeant, M. A. Paftor 
of the Cnurch of ChriNt in Stockbridge. PubliUrd 
at the Defire of the Hearers. Hostoriy Printed for 
S. Eliot in Cornhil. 1743. 36 pp. Half morocco, 
8i». {7s,6d, 2451) 

SERGEANT (John). A Letter From the Rev*. 
Mr. Sergeant Of Stockbridge, to Dr. Colman Of 
Boston ; Containing Mr. Sergeant's Propofal of a 
more effe6lual method for the Education of Indian 
Children ; to raile *em if poilible into a civil and 
induftrious People; by introducing the Eng^li(h^ 
Language among them ; and thereby inftilling into 
their Minds and Hearts, with a more lafting 
Impreflion, the Principles of Virtue and Piety. 
Made publick by Dr. Colman at the Defire of Mr. 
Sergeant, with some general Account of what the 

Rev. Mr. Isaac Hollis of has already done 

for the Sons of this Indian Tribe of Houfiatannoc, 
now erected into aTownlliip by the General Court, 
and called Stockbridge. hostouj Printed by Rogers 
and Fowle, for D. Henchman in Cornhill. 1743. 
16 pp. Half morocco, 8oo. (10«. 6d. 2452) 

SERIOUS ADDRESS (A) To thofe Who unneisef- 
farily frequent the Tavern, and Often fpend the 
Evening in Publick Houles. By feveral Minillers. 
To which is added, A private tetter on the Sub- 
jedt, by the late Rev. Dr. Increafe Mather. Boston^ 
"N. E. Printed for S. Gerrifli, at the lower end of 
Cornhill. 1726. Title, iv, and SO pp. Unbound, 
Qvo. <Js.6d, 2453) 

SEVERAL Conferences Between fome of the prin- 
cipal People amongft the Quakers in Penns;^lvania, 
and the Deputies trom the Six Indian Nations, In 
Alliance with Britain; In Order to reclaim their 
Brethren the Delaware Indians from their De- 
fection, and put a Stop to their Barbarities and 
Hoililities. To which is prefixM (As introductory 
to the faid Conferences) Two Addresses from the 
faid Quakers; one to the Lieutenant-Governor, 
and the other to the General- Aflembly of the Pro-, 
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vince of Fennfylvania ; as alfo the Lieotenant^ 
Governor's Declaration of War againft the laid 
Delaware Indians, and their Adherents. Newcastle 
upon Tyne : I. Thompson and Company, mocclyi. 
28 pp. ^vo, {106, ed, 12454) 

SEW ALL (Joseph). The Holy Spirit Convincing 
the World of Sin, of Righteoufnels, and of Judg- 
ment, confidered in Four Sermons : The two former 
delivered at the Tuelday - Evening Ledlure in 
Bratde-Street, January 20th & March 3: The 
other at the Old-South-Church in Boston, April 17 
& 26, 1741. By Jofeph Sewall, D.D. boston: 
Printed hy J. Draper, for D. Hehchman in Comhil. 
1741. Titie;viandiS^pp, 12too. (10*. 6d. 2456) 

SEWALL (Samuel). Phaenomena (^uaedam/. Apoc- 
alyptica/ Ad Afpeftum Novi Orhis configurata./ 
Or, fome few Lines towards a delcription of the 
New/ Heaven/ As It makes tothofe who ftand upon 
the/ New Earth/ By Samuel Sewall fometmie 
Fellow of Harvard Colledge at/ Cambridge in 
New-England./ Massachvset ;/ Boston, Printed by 
Bartholomew Green, and John Allen,/ And are to 
lie fold by Richard Wilkins, 1697./ 4 prel. leaves ; 
viz. Title the reverse btaiiky * To the Honorable, Sir 
William Asbvrst Knight, Governour; and the 
Company For the Propagation of the Gospel to 
the Indians in New-England, and places adjacent, 
in America.* 2 pp ; * To the Honorable W illiam 
Stoughton Efq. Lieut. Governour and ('ommander 
in Chiefl in and over His Majefties Province of 
the Mauachul'ets Bay in New England.' S pp; 
' Pfalm 139. 7-10.' 1 page. Text 60 pp. Morocco 
by Bedford. 4to, {71. 7s, 2456) 

SEWEL (William). The History of the Rise, 
Increase, and Progress, Of the Christian People 
called Quakers : Intermixed with several Remark- 
able Occurrences. Written Originally in Low- 
Dutch, and alio Tranllated into English, By Wil- 
liam Sewel. The Third Edition, Corre«ed. Phi- 
ladelphia : Printed and Sold by bamuel Keimer in 
Second Street, mdccxxviii. 6 prel. leaves and 694i 
pp, * Index * 16 pp. CalJ extra. Imperfect^ toanting 
2 leaves of the Index. Folio, (2/. 2*. 2457) 

SEWEL (WiLUAM). The History of the Rise, 
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Increase and Progress, of the Christian People 
called Quakers ; with several Remarkable Occur- 
rences intermixed. Written originally in Low- 
Dutch, and alio tranflated into English, fiy William 
Sewel. The Third FMition, corrected. BurlingtoTif 
New- Jersey : Printed and Sold by Isaac Collins, 
M.DCc.Lxxiv. xii and 812 pp, * Index * 16 pp. Old 
calf. Folio. (21. 2s. 2458) 

SEYBERT(Adam). Statistical Annals: Embracing 
Views of the Population, Commerce, Navigation, 
Fisheries, Public Lands, Post-Office Establishment, 
Revenues, Mint, Military and Naval Establish- 
ments, Expenditures, Public Debt and Sinking 
Fund, of the United States of America : Founded 
on Official Documents : Commencing on the Fourth 
of March Seventeen Hundred and Eighty-nine and 
ending on the Twentieth of April Eighteen Hun- 

. dred and Eighteen. By Adam Seybert, M. D. A 
Member of the House of Representatives of the 
United States, from the State of Pennsylvania; 
Member of the American Philosophical Society ; 
H*onorary Member of the Philosophical and Lite- 
rary Society of New-York ; Fellow of the Royal 
Society of Goettingen, &c. Philadelphia : Thomas 
Dobson & Son, 1818. xxviii and 803 pp. Boards. 
4to. (15s. 2459) 

SEYFRIED (JoH. Heinrich). Poliologia,/ Das 
ift:/ Accurate/ Befchreibung/ AUer vornenmften 
in der ganzen Welt/ befindlichen/ Stadten, Schlof- 
fem und Ves/ftungen/ So wol was ihre Erbauung, 
Fortifis/cation, Religion, Herrfchafft und Regies/ 
rungssForm, als auch Die von ihrem Urfprung 
an,/ bis auf gegenwartige Zeit fich ereignete 
kriegssund/ Fried ens, Freud und Leid betreffende 
Begs/benheiten betriffit./ In zweyen abfonderli- 
chen Theilen/ dergeftalt vorgeftellet,/ Dafz im 
erften die beriihmteften Orte in ganz/ Europa, im 
andern aber die in Ada, Africa und/ America 
befindliche, ausfiihrlich nach dem Alphabet/ ab- 
gehandelt werden,/ Und zwar alles und jedes 
mit fonderbarem Fleifz/ zu eines jedem Lefers 
nutzlicher Ergotzung zufamm/getragen, und nun 
zum ansdemmal verbeffert hers/ausgeben durch/ 
Job. Heinrich Seyfried, Hochfiirlll. Durchl./ zu 
Pfalz Sulzbach Hof^kammersRath./ Numl^erg,/ 
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Verleg^ Johann Leonhard Bu^gel, 1695./ Two 
Volumei. Theil I. 14 pre/, leaves with folding map 
of the world ; Text, 480 pp ; and one blank leaf. 
Theil II. 13 prel. leaves and one blank leaf; Text, 
pp, 3— -357. Blue morocco extra gilt, by Hayday. 
8w. (1/. 1«. 2460) 

SHARP (Bartholomew). The/ Voyages/ and/ 
Adventures/ of/ Capt. Barth. Sharp/ And others, 
in the/ South Sea :/ Bein^/ a Journal of the fame./ 
Also/ Capt. Van Horn with his Buccanieres fur-/ 
prizing of la Vera Cruz./ To which is added/ The 
true Relation of Sir Henry Morgan/ his Expedition 
agiunfi the Spaniards in the/ Weft-Indies, and his 
taking Panama./ Together with/ The Prefident 
of Panama's Account of the fame/ Expedition: 
Tranflated out of Spaniih./ And Col. Beefton's 
adjuftment of the Peace bc-/tween the Spaniards 
and Englilh in the Weft Indies./ Publiflied by P. 
A. Esq;./ London/ Printed by B. W. for R. H. 
and S. T. and are to be fold/ by Walter Davis in 
Amen-Comer. mdclxxxiv./ 12 prel. leaves and 
172 pp. Calf, 8w. (15*. 2461) 

SHARP (^Granville). Extract from a Represen- 
tation ot the Injustice and Dangerous Tendency of 
tolerating Slavery ; or Admitting the leaft Claim 
of private Property in the Perlbns of Men in 
England. By Granville Sharp. First printed in 
London, mdcclxix. Title, and pp, 147 — 198. In' 
dex,6pp. Half morocco, 8vo, (4s. 6d. 



SHARP (Granville). A General Plan for la^ne^ 
out Towns and Townships on the New-Acquired 
Lands in the East Indies, America, or ebewnere ; 
In order to promote Cultivation, and raise the 
Value of all the adjoining Land, at the Price of 
giving gratis the Town-Lots, ana, in some Cases 
(as in new Colonies), also the small Out-Lots, to 
the first Settlers and their Heirs so lone as they 
possess no other Land ; and on equitable Condi- 
tions. First Printed in 1794. Second Edition 1804. 
24 />p. With plan, Bvo. {^,6d, 2463) 

SHARP (John). A Sermon Preached at Trinity- 
Church in New- York, in America, Auguft 13, 
1706, At the Funeral Of the Right Honourable 
Katherine Lady Combury, Baroneis Clifton of 
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lieighton Bromfwold, &c. Heirefs to the moft noble 
Charles Duke of Richmond and Lenox, Wife to 
his Excellency Edward Lord Vifcount Combuiy, 
Her Majefty's Captain General, and Governor in 
Chief of the Provinces of New- York, New-Jerfey, 
and Territories depending thereon in America, &c. 
By John Sharp, A.M. Chaplain to the Queen's 
Forces in the Province of New York. London : 
Printed by H. Hills, [1708.] 16 yp. Half morocco, 
8w. (Ji,ed, 2464) 

SHARP (John). A Sermon Preached at Trinity. 
Church in New- York, in America, Auguft 13. 
1706. At the Funeral Of the Right Honourable 
Katherine Lady Combury, Baronefs Clifton of 
Leighton Bromlwold. &c. Heirefs to the moft No- 
ble Charles Duke or Richmond and J^nox^ and 
Wife to his Excellency Edward Lord Vilcount 
Combury, Her Majefty's Captain General, and 
Governor in chief ot the Provinces of New- York, 
New-Jerfey, and Territories depending thereon in 
America, &c. By John Sharp, A.M. Chaplain to 
the Queen's Forces in the Province of New- York. 
London : J, Morphew, 1708. 16 pp. Unbound, 
Qvo. (78. 6d. 2465) 

SHEBBEARE (J.) An Answer to the Queries, 
contained in A Letter to Dr. Shebbeare, Printed 
in the Public Ledger. Auguft. 10. Together with 
Animadversions on Two Speeches In Defence of 
the Printers of A Paper, fubfcribed a South Briton. 
The First pronounced by The Right Hon. Thomas 
Townsend, in the Houfe of Commons, And printed 
in the London Packet of February 18. The Second 
by The Right Learned Counfellor Lee, in Guild- 
hally And printed in the Public Ledger of Au^ufi 
12. In the Examination of which a Companfon 
naturally arifes between the public and private 
Virtues of Their Prefent Majelties. and thofe of 
King William and Queen Mary. Tne Merits, alfo 
of Roman Catholics, and of Diflenters from the 
Church of England, refpe6ting Allegiance and Li- 
berty, and their Claims to National Protection, 
are fairly ftated, from their pail and prefent Tranf- 
aCiions. By J. Shebbeare, M.D. London: S. 
Hooper, Title and text 179 pp. Half morocco, 
8vo. i4a,6d, 2466) 
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SHEBBEARE (J.) An Essay on the Origin, Pro- 
grefs and Eftablifhment of National Society; in 
which The Principles of Government, the Defini- 
tions of phyfical, moral, civil, and religious Li- 
berty, contained in Dr. Price's Obfervations, &c. 
are fairly examined and fully refuted : Together 
with A Juftification of the Leeiflature, in reaucing 
America to Obedience by lorce. To which is 
added An Appendix on the Excellent and admi- 
rable in Mr. Burke's fecond printed Speech of the 
22d of March, 1775. By J. Shebbeare, M.D. 
Londwi : J. Bew, m.dcc.lxxvi. Title and S12 pp. 
Half morocco, Svo. (4s. 6d. 2467) 

SHEBBEARE (J.) An Essay on the Origin, Pro- 
grefs and Eliablifhment of National Socie^; in 
which The Principles of Government, the Defini- 
tions of phyfical, moral, civil and religious Li- 
berty, contained in Dr. Price's Obfervations, &c. 
are fairly examined and fu]ly refuted : Together 
with A Juftification of the Legiilature, in reducing 
America to Obedience by Force. To which is 
added an Appendix on the Excellent and admi- 
rable in Mr. Burke's fecond printed, Speech of the 
22d of March, 1775. By J. Shebbeare, M.D. 
Second Edition. London: J. Bew, mdcclxxvi. 
Title and 2n pp, 8w. (4s. 6d. 2468) 

SHEFFIELD (John Lord), Observations on the 
Commerce of the American States. By John Lord 
Sheffield. A New Edition, much enlarged. With 
an Appendix, Containing Tables of the Imports and 
Experts of Great Britain to and from all Parts. 
Alfo, the Exports of America, &c. With Remarks 
on thofe Tables, and on the late Proclamations, 
&c. London: J, Debrett, mdcclxxxiv. 8 prel. 
leaves and 288 pp. Tables numbered I to XI. * The 
Tonage ' etc, 1 page, Svo, {6s. 6d, 2469) 

SHEFFIELD (John Lord), Observations on the 
Commerce of the American States. By John Lord 
Sheffield. With an Appendix ; Containing Tables 
of tiie Imports and Exports of Great Britain to 
and from all Parts, from 1700 to 1783. Alfo the 
Exports of America, &c. With Remarks on thofe 
Tables, on the Trade and Navigation of Great 
Britain, and on the late Proclamations, &c. The 
Sixth Edition, enlarged. With a Complete Index 
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to the whole. London : J. Debrett, m,dcc,lxxxiv. 
2 preL leaves ; * Introduction * xlvii pp ; * Errata * 
Ipage, Text 345 pp. Tables numbered I to XVI. 

* The Tonage * 1 page ; * Contents ^ 4pp; * Index * 
17 j)p ; *Errata*l pag:«. Svo, i7s,6d. 2470) 

SHELVOCKE (George). A Voyage round the 
World Bv the Way of the Great South Sea, Per- 
form'd in the Years 1719, 20, 21, 22, in the 
Speedwell, of London, of 24 Guns and 100 Men, 
(under His Majefty's Commiilion to cruize on the 
Spaniards in the late War with the Spanilh Crown) 
till Hie was cail away on the Ifland of Juan Fer- 
nandes, in May 1720 ; and afterwards continued in 
the Recovery, the Jesus Maria and Sacra Familia, 
&c. By Capt. George Shelvocke, Commander of 
the Speedwell, Recovery, &c. in this Expedition. 
London: J. Senex, mdccxxvi. 4 prel. leaves; 

* Preface * xxxii pp ; * Contents ' ^pp; Text 468 pp. 
Copperplate map : and plates at pp. 106, 253, and 
404(2). Old calf. 8vo. {10s. 6d. 2471) 

SHEPARD (Thomas). The/ Sincere/ Convert/ 
Difcovering/ the Paucitv/ of true Believers;/ And 
the great Difficultie of/ Saving Converiion./ By 
Tho. Shepheard, fometimes/ of Immanuel Colledge 
in Cambridge./ London J Printed by T. P. and M. 
S. and are/ to be Ibid bv Jolin Sweeting, at the 
Angel/ in Popes-head Alley, 1643./ 9 prel. leaves 
and 266 pp. Old morocco. Qvo. (15s. 2472) 

SHEPARD (Thomas). The/ Sound Beleever./ 
Or,/ A Treatise/ of/ Evangelicall Converfion./ 
Discovering/ The work of Chrifts Spirit, in/ recon- 
ciling of a finner to God./ By Tho: Shepard, 
fometimes/ of Emmanuel CoUedj^e in Cambridge,/ 
Now Preacher of Gods Word/ in New England./ 
London,/ Printed for R. Dawlman 1645./ 3 prel. 
leaves and 352 pp. Old morocco. Qvo. (15s. 2473) 

SHEPARD (Thomas). Theses Sabbaticae./ Or,/ 
The Dodrine/ of the/ Sabbath:/ Wherein/ The 
Sabbaths [1. Moralitj^./ II. Change./ 111. Be- 
ginning./ IV. San6tification./] are clearly/ dif- 
cufled./ Which were firft handled more largely in/ 
fundry Sermons in Cambridge in New-England/ 
in opening of the fourth Commandment./ In un- 

. Ibldmg whereof many Scriptures are cleared, divers 



d by Google 



678 Biblioiheca Americana. 

Cafes of Con-/fcience refolved, and the Morall Law 
as a rule of life to a Believer,/ occaiiondly and 
diitinaiy handled./ By Thomas Shepard, Pallor 
of the Church of/ Chrift at Cambridge in New- 
England./ London, Printed by T. R. and E. M. 
for John Rothwell at Sun and/ Fountaine in Pauls 
Church-yard. 1649./ Four Farts. Part 1. 10 preL 
leaves and 1.52 pp. Second Part. 32 pp. Third and 
Fourth Part. 50 pp. Old calf. 4to. (1/. 1«. 2474) 

SHEPARD (Thomas). Certain/ Select Cases/ Re* 
folved./ Specially, tending to the right/ ordering 
of the hearty that/ we may comfortably walk/ witn 
God in our general/ and particular Callings./ By- 
Thomas Shephard,/ Sometimes of Emanuel-Col- 
ledge/ in Cambridge, Now Preacher of/ Gods 
Word in New-/ England./ London, Printed by 
W. H. for John Rothwell, at the Sun/ and Foun- 
tain in Pauls Church-yard, near/ the little North- 
door. 1650./ 4 prel. leaves and 87 pp. Old calf. 
Svo. {10s. 6d. 2475) 

SHEPARD (Thomas). Subjection/ to/ Chrift/ in 
all his/ Ordinances,/ and Appointments,/ The beft 
means to preferve our/ Liberty./ Together with 
a/ Treatise/ Of Ineffethial Hearing the Word ;/ 
How we may know whether we have heard/ the 
(ame effe6tually : And by what means it may/ be- 



by ^ 



come effectual unto us./ With fome remarkable 
Paflages of his life./ By Tho. Shephard, late 
Paftor of the Church/ of Chrift in Cambridge in 
New-England./ Now published by Mr. Jonathan 
Michell/ Paftor of the faid Church in New-Eng- 
land./ London, Printed for John Rothwell and 
are to be fold by/ Tho. Brewfl»r, at the three 
Bibles, in Pauls Church-/yard neer the Weft end 
1652./ 8 prel. leaves and 195 pp. Table 11 pp. 
Old calf. Svo. (15*. 2476) 

SHEPARD (Thomas). The/ Sound Beleever./ A/ 
Treatise/ of/ Evangelicall Converfion./ Discover- 
ing/ The work of Chrifts Spirit, in/ reconciling of 
a Sinner to God./ By Thomas Shepard,/ fome- 
times of Emmanuel Coledge in Cam-/bridge, now 
Preacher of Gods Word in/ New-England./ Lon- 
don,/ Printed for Andrew Crooke at the/ Green- 
Dragon in Pauls-church-yard,/ m.i>c.uii./ Title^ 
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3 preL pp ; and Text 317 pp. Table 3 pp. Calf. 
8m (12«.6d. 2477) 

SHEPARD (Thomas). Subje6bon to Chrift,/ in 
all his/ Ordinances/ and/ Appointments,/ The beft 
means to prelerve our Libert^./ Together with a/ 
Treatise/ of/ Ineffectual hearing the Word;/ How 
we may know whether we/ have heard the tame 
effe6lually :/ And by what means it may become/ 
effedxial unto usJ With fome remarkable paffages 
of his life/ By Tho. Shephard late Pallor of the 
Church/ of Chrift in Cambridge in New-England./ 
Now publifhed by Mr. Jonathan Michel,/ Paftor 
of the faid Church in New-England./ London, 
Printed for Tho. Brewfter, at the three Bibles in 
Pauls Church-yard. 1654./ 6 prel. leaves and 195 
pp. 'Table '11 pp. Calf. Small Qvo. (15«. 2478) 

8HEPARD (Thomas). The/ Sincere Convert:/ 
Discovering/ The fmall number of true/ Beleevers,/ 
And the peat difficulty of Saving/ Converfion./ 
Wherein is excellently and plainly opened/ thefe 
choice and Divine Principles ;/ Viz. [1. That there 
is a God, and this God is moft glorious./ 2. That 
God made man in a bleffed eftate./ 3. Man's mifery 
by his Fall./ 4. Chrift the only Redeemer by price./ 

5. That few are faved, and that with difficulty./ 

6. That mans perdition is of himlelf./ Whereto is 
now added tne Saints Jewell,/ (hewing how to 
apply the Promifes: And/ the Souls Invitation 
unto Jefus Chrift./ By Tho. Sheppard, fometimes 
of Emanuel/ CoUedge in Cambridge./ Corrected 
and much amended by the Author./ London^ 
Printed by E. Cotes, for John Sweeting,/ at the 
Angel in Popes-head Alley, 1655./ 8 p-el. leaves 
and 247 pp^. Calf. 8w. (10«. 6d. 2479) 

8HEPARD (Thomas). Theses Sabbaticae./ Or;/ 
The Doctrine/ of the/ Sabbath./ Wherein/ The/ 
Sabbaths/ [I. Morality,/ II. Change,/ III. Berin- 
ning,/ IV. San6iification,] are clear-/ly difcuf-/fed./ 
Which were first handled, more largely/ in fun<iry 
Sermons in Cambridg in New-Eng-/land,in open- 
ing of the fourth Commandment./ In unfolding 
whereof many Scriptures are cleared, di-/vers Cafes 
of Confcience refolved, and the Moral/ Law as a 
liile of Life to a Believer, occafional-/iy and dif- 
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tin^ly handled . / By Thomas Shepard, Paftor of the 
Church of/ Christ at Cambridge in New-Enffland./ 
London J Printed by S. G. for John Rothwel at the 
Foun-/tain and Bear in Goldfmiths row in Cheap- 
fide./ 1655./ 14 preL leaves and 320 pp. followed 
by 3 prel. leaves and 32 pp, with 2 prel. leaves, 1 and 
17 pp. Old calf. 8vo. {lOs. 6d. 2480) 

SHEPARD (Thomas). The/ Parable/ of the/ Ten 
Virgins/ opened & applied:/ Being the Sub- 
ftance of divers/ Sermons/ on Matth. 25. 1, — 13./ 
Wherein, the Difference between the Sincere 
Chriilian and/ the moil Refined Hypocrite, the 
Nature and Charadters of Saving/ and of Common 
Grace, the Dangers and Difeafes incident to/ moil 
flouriihing Churches or Chriftians, and other Spi- 
ritual/ Truths of greateft importance, are clearly/ 
diicovered, and praftically Improved./ By/ Thomas 
Shepard/ late Worthy and FaithfuU Paltor of the 
Church of Chrift at/ Cambridge in New-England./ 
Now Publifhed from the Authors own Noties, at 
the defires of/ many, for the common Benefit of the 
Lords people^/ By/ Jonathan Mitchell Minifter at 
Cambridge,/ Tho : Shepard, Son to the Reverend 
Author,/ now Minifter at Charles-Town in New- 
England./ LondonJ Printed bv J. H. for John 
Rothwell, at the Fountain in Goldlmiths-Row in 
Cheap- fide,/ and Samuel Thomfon at the Bifbop's 
Head in Pauls Church-yard. 1660./ Two Parts. 
Part I. 4 prel. leaves and 240 pp. Part II. 203 pp. 
Table. 5 pp. Old calf. Folio. (18«. 248i; 

SHEPARD (Thomas). The/ Sincere Convert,/ 
Discovering/ The fmall number of true/ Beleevers,/ 
And the great diflSculty of Saving/ Converfion./ 
Wherein is excellently and plainly opened/ thefe 
choice and Divine Prmciples :/ Viz. [1. That there 

' is a God , and this God is moft glorious./ 2. That God 
made man in a bleiled eftate./ 3. Mans mifery by 
his fall./ 4. Chrift the only Redeemer by Price./ 

5. That few are laved, and that with diflSculty./ 

6. That mans perdition is of himfelf./ Whereto is 
now added the Saints Jewel, fhewing/ how to 
apply the promife ; And the Souls Invi-/tation 
unto Jefus Chrift./ By Tho. Shepherd, fometimes 
of Emanuel/ Colledge in Cambridge./ Corrected 

. anil much amended by the Author./ Londbn, 
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Printed by Tho : Mabb, for Robert Home,/ at the 
Angel in Popes-head-allej. 1664./ 8 iprtL leaves 
and 216 pp. Half calf, Svo, (10». 6d. 



SHEPARD (Thomas). The/ Sincere Convert:/ 
Difcovering the fmall number of/ True Believers,/ 
And the great diflSculty of/ faving Converfion./ 
Wherein are excellently and plainly opened thefe/ 
choice and Divine Principles:/ Viz. 1. That there 
is a God, and this God is moft glorious./ 2. That 
God made Man in a blefled eftate./ 3. Mans 
mifery by his Fall./ 4. Chrift the onely Redeemer 
byprice./ 5. That few are faved, and that with 
difficulty./ 6. That Mans perdition is of himself./ 
Whereto is now added/ The Saint's Jewel, Ihewing 
how to/ apply the Promifes ; and/ The Soul's In- 
vitation unto/ Jefus Chrift./ By Tho. Shej>pard, 
fometimes oi Emanuel/ College in Cambridge./ 
Corrected and much amendea by the Author./ 
London,/ Printed b^ J. Fleflier for Robert Home 
at Grefham-coUege, in/ the first Court in Bifhopf- 
gate-ftreet. 1667./ 8 prel. leaves and 237 pp. Old 
calf 8vo. (10*. 6d. 2483) 

SHEPARD (Thomas). The/ Sincere Convert:/ 
Difcovering the fmall number of/ True Believers,/ 
And the great difficulty of/ Saving Converfion./ 
Wherein are excellently and plainly opened thefe/ 
choice and Divine Principles:/ Viz. 1. That there 
is a God, and this God is moll glorious./ 2. That 
God made Man in a bleiTed eftate./ 3. Man's mifery 
by his Fall./ 4. Chrift the onely Redeemer by price./ 

5. That few are faved, and that with difficulty./ 

6. That Man's perdition is of himfelf./ W hereto is 
now added/ The Saint's Jewel, (hewing how to/ 
apply the Promifes; and/ The Soul's invitation 
unto/ Jefus Chrift./ By Tho. Sheppard, fometimes 
of Emanuel/ Colledge in Cambridge./ London,/ 
Printed by E. Fleflier for Robert Horn at the 
South En-/trance of the Royal Exchange. 1672./ 
S prel, leaves and 223 pp. Calf Svo, {10s. 6d. 2484) 

SHEPARD (Thomas). The/ Parable/ of the/ Ten 
Virgins/ Opened & Applied :/ Being the Sub- 
ftance of divers/ Sermons/ on Matth. 25. 1, — 13./ 
Wherein, the Difference between the Sincere 
Chriftian and/ the moft Refined Hypocrite, the 
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Nature & Charadters of Saving/ and of Common 
Grace, the Dangers and Difeafes incident to/ moft 
flourifbing Churches or Chriftians, and other Spi- 
ritual/ Truths of greateft importance, are clearly/ 
difcovered, and pra6tically Improved,/ By/ Thomas 
Shepard/ Late Worthy and Faithful Paftor of the 
Church of Chrift at/ Cambridge in New- England./ 
Now publifhed from the Authors own Notes, at 
the defires of/ many, for the common Benefit of 
the Lords people,/ By/ Jonathan Mitchell Miniiler 
at Cambridge./ Tho. Shepard, Son to the Re- 
verend Author,/ now Mimster at Charles-Town, 
in New-England./ Re-printed, and carefully Cor- 
refted in the Year,/ 1695./ Tuo Parts, Part I. 

4 pre/, leaves and 232 jyp. Part II. 190 pp. Table, 

5 pp. Old calf. Folio. {18s. 2485) 

SHEPARD (Thomas). The Sound Believer. A 
Treatise of Evangelicall Converfion. Discovering 
The Work of Chrilt's Spirit, in reconciling of a 
Sinner to God. By Tho. Shepherd, f(Hnetimes of 
Emanuel CoUedge m Cambriage, Now Preacher 
of God's Word in New-England. Aberdeen, Printed 
by James Nicol, 1730. 325 pp. Table 3 pp. 
12IIW. (15«. 2486) 

[SHERMA N (Roger).] A Sermon, of a new kind, 
Never preached, nor ever will be ; Containing a 
Colle6tion of Doctrines, Belonging to the Hopkin- 
tonian Scheme of Orthodoxy ; Or the Marrow of 
the moft Modem Divinity. And an Addrefs to 
the Unregenerate, agreeable to the Doctrines. 
New 'Haven; Printed and Sold by T. and S, 
Green. 28 pp. Halfmor. 12mo. (10s. 6d. 2487) 

SHIPLEY (Jonathan). A Sermon Preached be- 
fore the Incorporated Society for the Propagation 
of the Gofpel in Foreign Parts ; at their Anniver- 
sary Meeting in the rariih Church of St. Mary- 
le-Bow, On Friday February 19, 1773. By the 
Right Reverend Jonathan Lord Biihop of St. 
Asaph. London Printed : Boston^ New -England, 
Re-Printed : And to be Sold by Thomas ana John 
Fleet, at the Heart and Crown in Comhill, 1773. 
17 pp. Half morocco, Svo, (4a. 6d. 2488) 

SHIRLEY (William). A Letter from WUliam 
Shirley, Efq ; Governor of Maflachufet's Bay, To 
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his Grace the Duke of Newcaftle : With A Journal 
of the Siege of Louisbourg, and other Operations 
of the Forces, during the Expedition againil the 
French Settlements on Cape Breton ; Drawn up 
at the Defire of the Council and Houfe of Repre- 
fentatives of the Province of MaiTachufet's Bay; 
approved and attefted by Sfr William PepperrelL 
and the other Principal Officers who commandea 
in the faid Expedition. Publifhed bv Authority. 
London: E.Owen. 1746. 32jDp. naif morocco, 
8w. (Js^ed, 2489) 

SHIRLEY (William). A Letter from William 
Shirley, Efq ; Governor of Maffachufetts-Bay, To 
His Grace the Duke of Newcaftle : With A Journal 
of the Siege of Louilbourg', and other Operations 
of the Forces, during the Expedition againft the 
French Settlements on Cape-Breton; drawn up 
at the Defire of the Council and Houl'e of Repre- 
fentatives of the Province of Maflachufetts-Bay ; 
approved and attefted by Sir William Pepperrell, 
and the other Principal Officers who commanded 
in the faid Expedition. Publifhed by Authority. 
London: Printed 1746. Boston: Re-printed by 
Rogers and Fowle, for Joshua Blanchard, at the 
Bible and Crown in Dock-Square. 1746. 16 jyp, 
8w. (10«. 6d. 2490) 

SHIRLEY (William). The Conduct of Majof 
Gen. Shirley, Late General and Commander in 
Chief of His Majestv's Forces in North America. 
Briefly stated. London : R. and J. Dodsley, 1758. 
viiiandlSl'pp, Half mar, 8ro. (10s. 6d. 2491) 

SHORT/ (A) Account/ of the/ Manifeft Hand of 
God/ That hath Fallen upon Several/ Marfhals and 
their Deputies/ Who have made Great Spoil and 
Havock of the/ Goods of the People of God called/ 
Quakers,/ in the/ Illand of Barbadoes,/ For their 
Testimony againft Going or Sending/ to the Mi- 
litia./ With a Remarkable Account of some others 
of the Perfe-/cutor8 of the fame People in the (ame 
Ifland. Together/ with an Abftract of their Suffer- 
ings./ London, Printed and Sold by T. Sowle, 
near the/ Meeting-boufe in White-hart-court in 
Gracious-street. 1696./ 23 pp. * An Abstract * etc. 
a folded sheet. 4to. (!/.!«. 2492) 
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SHORT (A) Account of the Interest and Conduct 
of the Jamaica Planters. In an Address to the 
Merchants, Traders, and Liverymen of the City of 
London. London : M. Cooper, mdccliv. Title and 
21pp. 8i?o. (4s. 6d. 2493) 

SHORT (A) History jaf the Conduct of the Present 
Ministry, With Regard to the American Stamp 
A61. London: J. Almon, 1766. 21 fyp. Half mo- 
rocco. 6vo, (4s. 6(i. 2494) 

SHORT (A) History of the C!onduct of the present 
Ministiy, With Regard to the American Stamp 
Act. The Second Edition. London: J. Ahnon, 
1766. 21pp. Half morocco. 8vo. (4s. 6d. 2495) 

SHORT (A) Account Of that Part of Africa Inha- 
bited bjjr the Negroes. With Refpe6t to the Fer- 
tility of the Country, the good Dilpofition of many 
of the Natives, and the Manner by which the 
Slave Trade is carried on. Extra6tea from divers 
Authors, in order to Ihew the Iniquity of that 
Trade, and the Ealfity of the Arguments ufually 
advanced in its Vindication. With Quotations from 
the Writings of feveral Perfons of Note, viz. George 
Wallis, Francis Hutcheson, and James Foster, and 
a large Extra<Sl from a Pamphlet, lately publifhed 
in London, on the Subject of the Slave Trade. 
The Third Edition. Philadelphia: Printed Lon- 
don ; Reprinted by W. Baker and J. W. Galabin, 
MDCCLzviii. 80 pp. 6vo. (7s. 6d. 2496) 

SHORT Address to the Government, the Merchants, 
Manufacturers, and the Colonists in America, and 
the Sugar Islands, On the prefent State of Affairs. 
By a Member of Parliament. London, G. Ro- 
binson, MDCCLXXV. TitU and 40 pp. Half morocco. 
Svo. (5s. 6d. 2497) 

SHORT (A) History of the Opposition during the 
Laft Seffion of Parliament. The Third Edition. 
London : T. Cadell, mdcclxxix. 58 pp. Unbound. 
6vo. (4>s.6d. 2498) 

SHORT (A) History of the Oppofition during the 
Laft Seffion of Parliament. The Third Edition. 
London: T. Cadell, mdcclxxix. vi and 58 pp. 
Half morocco. (4s. 6d. 2499) 

SHOWER (John). Practical Reflections on the 
Earthquakes That have happened in Europe and 
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America, But chiefly in the Islands of Jamaica, 
England, Sicily, Malta, &c. With a Particular 
and Hiilorical Account of them, and divers other 
Earthquakes. By John Shower. The Second 
Edition. London : Cook, James, and Kingman, 
Mdccl. Title, via, and 9S pp. Svo, (4s. 6(i. 2500) 

SIGFRID (Isaac). Theological Theses, Containing 
the chief Heads of the Christian Doctrine, Deduced 
from Axioms ; Compofed and publickly defended 
in Prefence and under the Direction of the very 
reverend and moil judicious John Henry Rinj^er, 
V. D. M. And Profeffor of controverfiid Divmity 
in the Academy At Bern. By Isaac Sigfrid, of 
Zoffingen in Bern, and Daniel Wyttenbach, of 
Bern, In Order to obtain the Honour of the S. 
Ministry. 1747. (Tranflated from Latin.) To which 
is added a Dilcourse bv Gerrit Lydekker. A.B. 
New- York. Printed and Sold by oamuel Brown 
at the Foot of Botbaker's-Hill, between the New- 
Dutch Church and Fly-Market. 1766. 6 jyrel. 
leaves and 55 pp. ' A Discourse ' etc. Title andllS pp. 
* Advertifement.' 4 |>p. 8m {10$. 6d. 2501) 

SIGNS (The) of the Times consider'd : Or, The high 
Probability, that the prefent Appearances in New- 
England, and the Weft of Scotland, are a Prelude 
of the Glorious Things promifed to the Church in 
the latter Ages. Edinburgh, T. Lumisden and J. 
Robertson; md.cc.xlii. 3 prel. leaves; Text, pp. 
5—34. 8w. (5s. 6d. 2502) 

SILLERY (Madame). A Selection from the An- 
nals of Virtue, of Madame Sillery : Containing 
the Moft important and Intereftin^ Anecdotes from 
the Histories of Spain, Portugal, China, Japan, 
and America : With fome Account of the Manners, 
Customs, Arts and Sciences of France. Translated 
from the French By Elizabeth Mary James. Bath. 
S. Hazard, m.dcc.xciv. 4 prel. leaves and text 255 
pp. * Subscribers.' and * Errata.* 8 pp. Old calf. 
Qvo. {7s. 6d. 2503) 

SIMON (Pedro). ^J Primera Parte/ De las No- 
ticias hilloriales/ de las Conquiftas de tier/ra firme 
en las Indias/ Occidentales./ Compvesto por el 
Padre/ Fray Pedro Simon Prouincial/ de la Sera- 
fico Orden de San Fran^/cisco, del N ueuo Reyno 
de Granada/ en las Indias, Lector Jubilado en 
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StLs/cn Theologia, y qualificador del San*/ Officio, 
hijo de la Prouincia de Car/thagena en Caftilla, 
Natural de/ la Parrilla Obilpado de/ Cuenca./ 
Dirigido/ A nvestro iniric?/timmo j maior Mo- 
narca/ del Anti^o j nuebo Mun/do Philippo 

Juarto en fu/ Real y supremo Confejo/ de las 
ndias./ [Co/opAon] Con Privilegio,/ Del Rey 
nueftro Senor, en Cuenca por/ iJomingo de la 
Iglesia, A no./ de 1627./ 7 ere/. /eave« including 
engraved title, text 671 pp ; T.ahle 11 /eaves ; TahU 
de Vocables 9 leaves. 2oJthe7 prel. leaves are vxmting, 
VeUum. Folio, (2/. 2504) 

SIMONDE DE SISMONDI (J. C. L.) De Tin- 
t^rSt de la France a Tegard de la Traite des 
N6gres, par J. C. L. Simonde de Sismondi. A 
Geneve, J. J. Paschoud, et a Paris, 1814. 59 pp. 
8w. (2«. 6d. 2505) 

SIVERS (Hbnrich). Bericht/ Von/ Grohnland,/ 
Gezo^en aus zwo Chroniken: Einer alten Ihs::/ 
landilchen, und einer neuen Danifchen; uber- 
gefand/ in Frantzofifcher Sprahche/ An/ Herren 
von der Mote den Wayer von einem/ unbenandten 
Meifler^ und gedruckt zu/ Parihs bey Auguftin 
kurbe m s./ Anno 1647./ Jetzo aber Deutfch 
gegaben^ und, um defto fartiger ihn/ zu gebrauchen, 
unterlchihdlich eingeteihlet/ Von/ Henrich Sivers./ 
Hamburg./ In Verlagung Johan Naumans und 
Jurgen Wolfs./ Gedruckt im Jahr Chrifti/ 1674./ 
3 prel. leaves and 70 pp. with 2 seq. pp. Copperplate 
map of Greenland, engraved by J. Wichman. Half 
Russia. 4to. (15«. 2506) 

SLADE rWiLLiAM). Vermont State Papers ; being 
a (collection of Records and Documents, connected 
v^ith the Assumption and Establishment of Govern- 
ment by the People of Vermont; together with 
the Journal of the Council of Safety, the First 
Constitution, the Early Journals of the General 
Assembly, and the Laws from the Year 1779 to 
1786, inclusive. To which are added the Proceed- 
ings of the First and Second Councils of Censors. 
Compiled and Published by William Slade, Jun : 
Secretary of State. MiddUbury : J. W. Copeland, 
Printer. 1823. xx and pp. 9—568. Calf extra by 
Bedford. 8w. (15*. 2507) 
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SMALLEY (John). The Consistency of the Sin- 
ner's Inability to comply with the Gospel; with 
his inexcusable Guilt in not complying with it, 
illustrated and confirmed ; In two Discourses, On 
John VI*, 44*. By John Smalley, A. M. Paftor 
of a Church in Farmington. Hartford : Printed 
by Green, & Watson, near the Great Bridge. 
M,DCC,LXix. 71 pp. Svo. (4s. 6d, 2508) 

SMITH (Aaron). The Atrocities of the Pirates; 
being a Faithful Narrative of the Unparalleled Suf- 
ferings enduded by the Author during his Captivity 
among the Pirates of the Island of Cuba ; ^with an 
account of the excesses and barbarities of those 
Inhuman Freebooters. By Aaron Smith, (Who 
was himself afterwards tried at the Old Bailey as 
a Pirate, and acquitted.) Lond&n : G. and W. B. 
Whittaker, 1824. xi pp. and text 214 pp. Boards, 
12mo. (4«. 6d. 2509) 

SMITH (John). A Map of Virginia./ With a 
Descripti-/on of the Covntrey, the/ Commodities, 
People, Govem-/ment and Religion./ Written 
by (Japtaine Smith, Ibmetimes Go-/vernour of the 
Countrey./ W^herevnto is annexed the/ proceed- 
ings of thofe Colonies, fince their firlt/ departure 
from England, with the difcourfes,/ Orations, and 
relations of the Salvages,/ and the accidents that 
befell/ them in all their loumies/ and dilcoveries./ 
Taken faithfvlly as they/ were written out of the 
writings of/ Doctor Rvssell. Richard Wiflfin./ 
Tho. Stvdley. WUl. Phetti Place./ Anas Todkill. 
Nathaniel Powell./ leffra Abot. Richard Pots./ 
And the relations of divers other diligent obfervers 
there/ prefent then, and now many of them in 
England./ By VV[illiam]. S[trackey]. At Ox- 
fordj Printed by Jofeph Barnes. 1612./ 4 prel. 
leaves and 39 pp ; Second title and * To the Reader ' 
2 leaveSf and 110 pp. Map of Virginia. Fine copy in 
blue morocco by Bedford. 4to. (12/. 12s. 2510) 

SMITH (John). The/ Generall Historie/ of/ Vir- 
ginia, New-England, and the Summer/ Ides : 
with the names of the Adventurers,/ Planters, and 
Governours from their/ firil beginning An9 : 1584. 
to this/ prefent 1624./ With the Procedings of 
those Several! Colonies/ and the Accidents that 
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befell them in all their/ Joumyes and Difcoveries./ 
Alfo the Maps and Delbriptions of all thofe/ 
Countryes, their Commodities, people,/ Govern- 
ment, Cuftomes, and Religion/ yet knowne./ 
Divided into sixe Bookes./ By Captaine lohn 
Smith fometymes Governour/ in thofe Countryea 
& Admirall./ of New Ensiland./ London./ Printed 
b^r I. D. and/ I. H. for Michael/ Sparkes./ 1624./ 
Engraved title and 6 prel, leaves. Text pp. 1 to 96 
ajid 105 to 248 ; and Errata, With the 4 maps com-' 
pUu. Folio. (101. 10s. 2511) 

SMITH (John). A Sea Grammar,/ With/ the 
Plaine Exposition/ of Smiths Accidence for young/ 
Sea-men, enlarged./ Diuided into fifteene Chap- 
ters : What they are you/ may partly conceive by 
the Contents. Written by Cay)taine lohn Smith, 
fometimes/ Governour of Virginia, and Admirall 
of/ New-England./ London,/ Printed by lohn 
Haviland,/ 1627./ 6 prel. leaves and text 86 pp. 
4to. (31. Ss. 2512) 

SMITH (John). The/ True Travels,/ Ad ventvres,/ 
and/ Observations/ of/ Captaine lohn Smith,/ In 
Europe, Afia, Afirica, and America, from Anno/ 
Dommi 1593. to 1629./ His Accidents and Sea- 
fights in the Straights ; his Service/ and Stratagems 
01 warre in Hungaria, Tranfilvania, Wallachia, 
and/ Moldavia, againft the Turks, and Tartars; 
his three fingle combats/ betwixt the Chriltian 
Armie and the Turkes./ After how he was taken 

5rifoner by the Turks, fold for a Slave, fent into/ 
artaria; his defcription of the Tartars, their 
ftranee manners and cuftomes of/ Religions, Diets, 
Buildings, Warres, Feafts, Ceremonies, and/ Liv- 
ing; how hee flew the Bafliaw of Nalbrits in 
Gambia,/ and efcaped from the Turkes and Tar- 
tars./ Together with a continuation of his generall 
Hiftory of Virginia,/ Summer-lies, New England, 
and their proceedings, fince 1624. to this/ prefent 
1629 ; as alfo of the new Plantations of the great/ 
River of the Amazons, the lies of S'. Chriftopher,' 
Mevis,/ and Barbados in the Weft Indies./ All 
written by a6tuall Authours whofe names/ you 
shall finde along the Hiftory./ London,/ Printed 
by J. H. for Thomas Slater," and are to bee/ fold 
at the Blew Bible in Greene Arbour./ 1630./. 6 
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jn'el, leaves and 60 pp. wanting the large copperplate 

engraving in six compartments. Cloth. 

Folio, (lUlU,6d, 2513) 

SMITH (John). Advertisements/ For the unexpe- 
rienced Planters of/ New-England, or any where./ 
Or^/ The Path-way to experience to ere6t a/ Plan- 
tation./ With the jearelj proceedings of this 
Country in Filhing/ and Planting^, fince the yeare 
1614. to the yeare 1630./ and their prefent eftate./ 
Alfo how to prevent the ^eateft inconveniences, 
by their/ proceedings in Virginia, and other Plan- 
tations,/ by approved examples./ With the Coun- 
tries Armes, a defcription of the Coaft,/ Harbours, 
Habitations, Land-markes, Latitude and/ Longi- 
tude : with the Map, allowed by our Royall/ King 
Charles./ By Captaine lohn Smith, fometimes 
Govemour of Virginia, and Admirall of New- 
England./ London,! Printed by lohn Haviland, 
ana are to be fold by/ Robert Milbovme, at the 
Grey-hound/ in Pauls Church-yard. 1631./ 4 
prel, leaves and 40 pp. Map, 4to. {51, 5s, 2514) 

SMITH (John). The/ Generall Historic/ of/ 
Virginia, NewsEneland, and the Summer/ Ifles : 
with the names of the Adventurers,/ Planters, 
and Governours from their/ firft beginning An® : 
1584. to this/ prefent 1626./ With the Procedings 
of those Severall Colonies/ and the Accidents that 
befell them in all their/ Journyes and Difcoveries./ 
Alfo the Maps and Defcriptions of all thofe/ Coun- 
tryes, their Commodities, people,/ Government. 
Cuftomes, and Religion/ yet knowne./ Dividea 
into sixe Bookes./ By Captaine lohn Smith fome- 
tymes Govemour/ in thofe Countryes &c Admirall/ 
of New England./ London./ Printed by I. D. 
and/ I. H. for Edward/ Blackmore/ Anno 1632./ 
Engraved frontispiece J and in every other respect the 
same as the first Edition of 1624, with the 4 maps. 
Folio, (lOi. 10«. 2515) 

SMITH (John). Reifen, Entdeckungen und Un- 
temehmungen des Schifs^Capitain Johann Schmidt 
oder John Smith; welche aen wahren Urfprung 
derer Englifchen Colonien in NordsAmerika be- 
wirkt haben, und ihn deutlich vor Augen ftellen : 
Erdfientheils aus deflelben ligenen Schriften l^ef- 
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chrieben Ton Carl Friediich Scheibler, Paftor zu 
Hansfelde, Zartzig und Schwend in Preuffifch 
Pommeni. Beriitij bei Siegismund Friedrich Hefle. 
1782. 232 pp. and 1 tea/ of Errata, Half calf. 
8w. {10s. 6d. 2516) 

SMITH (John). The Trve Travels, Adventvree 
and Observations of Captaine lobn Smith, in 
Europe, Asia, Africke, and America : Beginning 
about the yeere 1593, and continued to this present 
1629. From the London Edition of 1629. Rieh- 
mond : Republished at the Franklin Press. Wil- 
liam W. Gray, Printer. 1819. Two Volumes. 
Vol. I. 7 prel. leaves and 247 pp. Portrait of Smith, 
plates at pp. 14, 113, map at 149. Vol. II. Fron- 
tispiece ; xi and 282 pp. Calf. Svo. (iSs. 2517) 

SMITH (John). An Authentic Copy of the Minutes 
of Evidence on the Trial of John Smith, a Mis- 
sionary, in Demerara ; Held at the Colony House, 
in George Town, Demerara, on Monday, the 13th 
Day of October, 1823, and 27 following Days ^ on 
a Charge of exciting the Negroes to Rebellion ; 
copied verbatim. From a Report as Ordered to be 
printed, by the House of Commons, 22d of March, 
1824. With an Appendix, including The Affidavit 
of Mrs. Jane Simtn, the Petition presented to the 
House of Commons, from the Directors of the 
London Missionary Society, Letters of Mr. John 
Smith. And other interesting Documents. Lon- 
don : Samuel Burton, 1824. 179 pp. Boards. 
8iN>. (4s. 6^. 2518) 

SMITH (Joshua Hett^. An Authentic Narrative 
of the causes which led to the death of Major 
Andre, Adjutant-General of his Majesty's Forces 
in North America. By Joshua Hett Smith, Esq. 
Counsellor at Law, late Member of the Convention 
of the State of New York. To which is added a 
Monody on the death of Major Andre. By Miss 
Seward. London : Mathews and Leigh, 1808. vH 
and 358 pp. Portraitf map, and plate. Half calf. 
8w. {7s. 6d. 2519) 

SMITH (Joshua Toulmin). The Discovery of 
America by the Northmen in the Tenth Century. 
Bv Joshua Toulmin Smith, Author of '' Progress 
of Philosophy among the Ancients ; " *' Compara- 
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tive view of ancient History, with explanation of 
Chronological Eras;" etc. With Two Maps. 
London: Charles Tilt, 1839. ctt and 344 pp. 2 
maps And i pUUt, 8vo, {48. 6d. 2520) 

SMITH (Samuel). The History of the Colony of 
Nova-C»saria, or New- Jersey : Containing, an Ac- 
count of its First Settlement, Progressive Improve- 
ments, the Original and present Constitution, and 
other events, to the Year 1721. With some parti- 
culars since ; and a short view of its present state. 
By Samuel Smith. Burlingtony in New-Jersey: 
Printed and Sold by James Parker : Sold also by 
David Hall, in Philadelphia. m,i>cc,lxv. x and 574 
pp. Fine e&py. Old calf, Qvo. {21. 2s. 2521) 

SMITH (William). A New Voyage to Guinea: 
Describing The Cufloms, Manners, Soil, Climate, 
Habits, Buildings, Education, Manual Arts, Agri- 
culture^ Trade, Employments, Languages, Ranks 
of Diftmd:ion, Habitations, Diverfions, Marriages, 
and whatever elfe is memorable amon^ the Inhabit- 
ants. Likewise, An Account of their Animals, 
Minerals, &c. With great Variety of entertaining 
Incidents, worthy of Obfervation, that happen'd 
during the Author's Travels in that large Country. 
Illuilrated with Cutts, engraved from Drawings 
taken from the Life. With an Alphabetical Index. 
By William Smith, Efq ; Appointed by the Royal 
African Company to furvey their Settlements, 
make Difcoveries, &c. London: John Nourse, 
MoDcxuv. [1744] iv and 276 pp. Index 8 pp. 
Frontispiece and plates at pp. 8, 147, 148, 151. Tree 
calf. 8w. {7s. 6d. 2522) 

SMITH (William). A Natural History of Nevis, 
And the reft of the Englilh Leeward Charibee If- 
lands in America. With many other Obfervations 
on Nature and Art; Particularly, An Introdu^on 
to The Art of Decyphering. In Eleven Letters 
from the Rev<* Mr. Smith, lometime Rector of St. 
John*s at Nevis, and now Rector of St. Mary's in 
Bedford ; to the ReV Mr. Mason, B.D. Wood- 
wardian Profe0br, and Fellow of Trinity- College, 
in Cambridge. Cambridge : J. Benthan, mdccxlv. 
3 prel. leaves {with errata) and 318 pp. * Index ' 9 
pp. Old calf. 8tw. (&s.6d. 2523) 
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SMITH (William) . Hiatoire de la Nouvelle-York, 
depuis la Decouverte de cette Proyince iusau'a 
notre Si^cle, Dans laquelle on rapporte les a^mel^ 
qu'elleaeus ayecles Canadiens & les Indiens; les 
Guerres qu'elle a foutenues centre ces Peuples ; les 
Tnutes & les Alliances qu'elle a faits avec eux, 
&c. On J a joint Une Defcription G6o?raphique 
du Pays, & une Hiftoire Abr6g^e de fes Haoitana, 
de leur Religion, de leur Gouvernement Civil & 
£ccl6fiaftique, &c. Par William Smith. Tradaite 
de TAnglois par M. E*** A Londres. m.dcc. 
Lxvii. xvi and 415 pp. old calf. 8w. (8*.6d. 2524) 

SMITH (William). A Sermon On the Present 
Situation of American Afiairs. Preached in Christ- 
Church. June 23, 1775, At the Requeft of the Offi- 
cers of the Third Battalion of the City of Phila- 
delphia, and Diiiri^t of Southwark. By William 
Smith, D.D. Provost of the College in that City. 
Philadelphia Printed : London Re-printed, Edward 
and Charles Dilly. m.dcc.lxxv. 2 prel. leaves, to 
and 32 pp. Svo. (Ss. 6d. 2525) 

SMITH (William). The History of the Province 
of New- York, from the first discovery. To which 
is annexed A Defcription of the Country, an Ac- 
count of the Inhabitants, their Trade, Rehgioiis and 
Political State, and the Conllitution of the Courts 
of Juftice in that Colony. By William Smith, 
A.M. London: J. Almon, mdcclxxvi. viii and 
334pp. Calf extra by Bedford. Svo. (15«. 2526) 

SMITH (William). Eulogium on Benjamin Franklin, 
LL.D. Presidentof the American Philosophical So- 
ciety, &c. &c. Delivered March 1, 1791, in Phila- 
delphia, before both Houses of Congress, and the 
American Philosophical Society, &c. By William 
Smith, D.D. One of the Vice-Prefidents of the fiiid 
Society, and Provoft of the College and Academy 
of Philadelphia. London : T. Cadell, mdccxcii. 
Half-title, title, and 39 pp. Svo. (4». 6d. 2527) 

SMYTH (J. F. D.) A Tour in the United States of 
America : Contaming An Account of the Present 
Situation of that Country ; The Population, Agri- 
culture, Commerce, Customs and Manners of the 
Inhabitants; Anecdotes of feveral Members of the 
Congress, and General Officers in the American 
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' Army; and Many other very fingular and interefl- 
ing^ Occurrences. With A Defcription of the In- 
dian Nations, the general Face of the Country, 
Mountains, Forefis, Kivers, and the moil beautiful, 
grand, and pidhirefcjue Views through-out that vaii 
Continent. Likewise Improy ements in Hus bandry 
that may be adopted with great Advantage in 
Europe. By J. F. D. Smyth, Esq. London^ G. 
Robinson, mdcclxxxiv. Txvo volumes. Vol. I. 19 
preL leaves, and 400 pp. Vol. II. 6 prel. leaves and 
4&6pp, 8vo. (8<. 6d. 2528) 

SNOWDEN (Richard). The American Revolu- 
tion : Written in Scriptural, or. Ancient Historical 
Style. By Richard Snowden. Baltimore : Printed 
by W. Pechin, No. 10, Second-street. [ ] 360 
pp. * The Columbiad ; or a Poem on the American 
War, in Thirteen Cantoes. By Richard Snowden. 
Baltimore : Printed by W. Pechin, No. 10, Second- 
street.' 44 pp. Old calf. Small Svo. (10s. 6d. 2529) 

SOBER Remarks on a Book lately Reprinted at 
Bofton, Entituled,AModelt Proof Of the Order and 
Government fettled by Christ and his Apoftles in 
the Church. In a Letter to a Friend. The Second 
Edition. Boston in N. E. Printed for Samuel 
Gerrifh, and Sold at his Shop near the Brick Meet- 
ing-Houfe in Comhill. 1724. 4 prel. leaves and 126 
pp. Svo. (15s. 2530) 

SOLIS Y RIBADENEYRA (Antonio de). His- 
toria/ de la Conqvista/ de Mexico,/ Poblacion, y 
ProgrefiM)s/ de la America Septentrional^ conocida 
por el nombre/ de/ Nveva Espana./ Escriviala/ 
Don Antonio de Solis,/ Secretario de fu Mageilad, 
y su Chronifla/ mayor de las Indias./ Y/ la pone 
a los pies del/ Rey'Nvestro Senor,/ por mano del/ 
Excelentissimo Senor/ Conde de Oropefa./ En 
Madrid./ En la Imprenta de Bernardo de Villa- 
Diego, ImprelTor de fu Mageftad./ Aiio m.dc. 
Lxxxiv./ First Edition. 17 prel. leaves including the 
engraved title containing the portrait of the Author. 
Text 548 pp. * Indice ' 15 pp. old calf. Large Paper. 
Folia. (11. Ss. 2531) 

gOLIS Y RIBADENEYRA (Antonio i>e). His- 
toria/ de la Conqvista/ de Mexico,/ Poblacion^ y 
Progreasos/ de la America Septentrional,/ conocida 
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porel nombre/ de Nveva Espana./ EaeriTiala/ 
uofk Antonio de Soils,/ Secretario de st Magestad, 
7 iv Chronista/ mayor de las Indiaa,/ Dedicaae al 
lllystrissimo Senor/ Don Gvillen de RoeafVll/ y 
Rocaberti, por la gracia de Dioa Tuoonde/ de Bo- 
caberti, Conde de Peralada, y de Albatera, &c./ 
Alio 1691./ Barcehma,! £n la Imprenta de loaeph 
Llopis, ImpTeflbr de Libros ; y a iu cofta./ Vendefe 
en Ui Caia, en la calle de Santo Domingo./ 10 preL 
Uavet and text 548 pp, * Indioe ' 15 pp. Old calf. 
Folio. (15s. 253f) 

S0LI8 Y RIBADENEYRA (Antonio db). Hi»- 
toire/ De la Conqn^te da/ Mezique,/ On de la 



Moetjens,/ Marchand Libraire pr^s la Cour, a la/ 
libraire Fran9oife./ m.dcxcii./ Two Volumet. 
Tom. I. 19 prel. Uavesand4i2 pp, < Table.' 15 pp. 
CopperplaUt at pp. 1, S5, 44, 184, 341, 342, 344, 
345, 350, 365, 409. Tome II. 6 prel. leaves and 
378 pp, 'Table' t5 pp. Copperplates at pp. 176, 
336,371. limo. (l(h.6d. 2533) 

SOLIS Y RIBADENEYRA (Antonio de). His- 
toire de la Conqu6te du Mezique, ou de la Nou- 
Telle Espagne, par Fernand Cfortez, Traduite de 
TElpa^ol de Dom Antoine de Solis, par TAiiteur 
du Tnumvirat. A Paris, Par la Compagnie des 
Libraires. m.dcc.iv. Two Volumes. Tome I. IB prel. 
leaves and 412 pp. * Table ' SO pp. Copperplate Map 
and plates at pp. 1, 35, 44, 184, 341, 345, 346, 346, 
365, 406. Tome II. 6 prel. leaves and 380 ( 379) pp. 
* Table ' 15 pp. Plates at pp. 177, 243, 336, 372. 
Old calf. Small Svo. {7s. 6d. 2534) 

SOLIS Y RIBADENEYRA ([Antonio de). His- 
toria de la Conqyista de Mexico^ Poblacion, y Pro- 
gressos de la America Septentrional, conocida por 
el Nombre de Nueva Espaiia, escriviala Don An- 
tonio de Solis, Secretano de fu Mageiiad, y fo 
Choronifia mayor de las Indias. Demcada al Ez- 
celentissimo Seiior Don Joseph de Solis Val-Der- 
rabano Pacheo Giron Guzman y Luzon, Cavallero 
del Abito de Santiago^ Conde deMontellanOyAde*- 
lantado de la Provincia de Yucatan, Goremador 
del Confejo Real de Caililla, &c. Con Prinlegio ; 
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En Madrid: Antonio Gonzalez de Reye8. 1704. 
19 prel, leaves and text Sb2 pp. * Indioe/ 15 pp, 
FoL. {15», 2S36) 

80LI8 Y RIBADENEYRA (Antonio de). Hia- 
toire de la Conqueste du Mexique, ou de la Nou- 
Telle Espagne. par Fernand Cortez, Traduite de 
TEfoagnol de Dorn Antoine de Soils, par TAuteur 
du Triumvirat. Quatrie'me Edition, A Paris, Par 
la Compagnie des Libraires. mdccxiv. Two Vo- 
lumes. Tome 1. 17 prel, leaves and text 5S7 pp. Table 
19 pp. Map and plates at pp. 1, 43, S43, 412, 435, 
447, 452, 454, 476. 534. Tome II. 7 prel. leaves 
end text 494 pp. Table 15 pp. * Privilege du Roy.' 
5 pp. Pktes at pp. 229, 435, 485. Old calf . 
SmaUSvo. (7s. 6d. 2536) 

SOLIS Y RIBADENEYRA (Antonio de). The 
Histor^of the Conquefl of Mexico bvthe Spaniards. 
Done into English from the Original Spanish of 
Don Antonio de Solis, Secretary and Hiftorio- 
grapher to His Catholick Majefty. By Thomas 
Townsend, Efq ; London : T. Woodward, m.dcc. 
XXIV. Portrait of Cortes. 9 prel. leaves, Text, Books 
1 and 2, 163 pp. Plate and Map at pp. 1 and 31. 
Books 3 and 4, 252 pp. Plates at pp. 50, 69, 70, 
72. JBaofc5, 152 pp. P/ote« at pp. 124 ond 146. Old 
calf. Folio. (10s. 6d. 2537) 

SOLIS Y RIBADENEYRA (Antonio de). The 
History of the Conaueft of Mexico by the Spaniards. 
Done into English from the Original Spanish of 
Don Antonio de Solis, Secretarjr and HUlorio- 
grapher to His Catholick Majefty. By Thomas 
Townsend, Efq ; Illuftrated with Copper Plates. 
Dublin: S. Powell, mdccxxvii. Two Volumes. 
Vol. I. 18 prel. leaves and pp. 25-455. Plates at pp. 
383, 396, 417, 422. Vol. 11. TixUand pp. 457-970. 
With map. Old calf. 12mo. (7«. 6d. 2538) 

SOLIS Y RIBADENEYRA (Antonio de). His. 
toire de la Conqueste du Mexique on de la Nou- 
Telle Espagne, par Fernand Cortez, Traduite de 
rEfbagnol de Dom Antoine de Solis, par TAuteur 
du Triumvirat. Cinquieme Edition. A Paris, Par 
la Comp^nie des Libraires. M.Dcc.xxx. Two Vo- 
lumes. Tome I. 16 prel. leaves and 606 pp. table 
and Privilege 26 pp. Map and Plates at pp. 1, 49, 
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62, 274, 466, 504, 505, 511, 514, 528. Tome II. 
6 pre/, leaves and 560 pp. Table 22 pjp» Plates at pp. 
261,494,549. Old calf. Small Bvo. (7s. 6d. 2539) 

S0LI8 Y RIBADENEYRA (Antonio de). The 
History of the Conquest of Mexico by the Span- 
iards. Tranflated into English from Uie Originai 
Spanish of Don Antonio de Solis, Secretary aai 
Historiographer To His Catholick Majesty, By 
Thomas Townsend, Efq ; Late Lieutenant Colonal 
in Brig. Gen. Newton's Regiment. The whde 
Tranflation Revised and Corrected By Nathanael 
Hooke, Efq ; Tranflator of The Travels of Cyrus, 
and The Life of the Archbishop) of Cambray. Lcn- 
don : T. Woodward, and H. Lintot, mdccxxxvoi. 
Two Volumes. Vol. L 3 prel. leaves, x and 479 pp. 

. Portrait of Cortes : Plates at pp. 1, 52, 359, 393, 4, 
398. Vol. II. xii and 475 pp. Plates at pp. 430, 
465. Old calf. 8uo. {7s. 6d. 2540) 

SOLIS Y RIBADENEYRA (Antonio de). Ano- 
ther copy, the same as above, Printed for * John Os- 
bom.' (7s. 6d. 2541) 

SOLIS Y RIBADENEYRA (Antonio de). The 
History of the Conquest of Mexico by the Span- 
iards. Tranflated from the Original Spanish of Don 
Antonio de Solis, Secretary and Hifiorios^rapher to 
His Catholick Majefty, By Thomas lownsend, 
Efq ; The whole Tranflation Revifed and Corre6bd 
By Nathanael Hooke, Efq ; Author of The Roman 
History, &c. The Third Edition. London: H. 
Lintot; J. Whistonand B. White, mdccliii. Ttoo 
Volumes. Vol. I. xvi and 384 pp. Portrait of 
Cartes and Plates at pp. 1, 17, 290, 318, 321. Vol. 
II. xandS86pp. Plates at pp. 317 and 377. Boards. 
8vo. (7s. 6d. 2542) 

SOLIS Y RIBADENEYRA (Antonio de). His- 
toire de la Conqu^te du Mexique, ou de la Nou- 
velle Espagne. Par Femand Cortez, Traduite de 
rEfpa^^ol de Dom Antoine de Solis, par TAuteur 
du Triumvirat. Sixieme Edition. A Paris, m. dcc. 
Lix. Two Volmnes. Tome I. xxxi and 606 pp. 
Table and Privilege 26 pp. Map and plates at pp. 1, 
49, 274, 504, 5, 511, 514, 529. Tome II. 6 prel. 
leaves and 560 pp. Table 22 pp. Plates at pp. 261, 

. 494,549. Old calf. SmaUSvo. (7s. 6d. 2543) 
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SOLIS Y RIBADENEYRA (Antonio de). His- 
toria de la Conquista de Mexico, Poblacion, y Pro- 
gressos de la America Septentrional, conocida por 
el nombre de Nueva Espaiia. Escrivala Don An- 
tonio de Solia y Rivacfeneyra, Secretario de fu 
Mageftad, y fa Chroniila Mayor de las Indias. En 
Madrid, Juan de San Martin. 1763. l^preL leaves 
and 476 pp. Vellum. 4fo. {10s,6d, 2544) 

SOLIS Y RIBADENEYRA (Antonio de). His- 
toria de la Conquista de Mexico, Poblacion, y Pro- 
gressos de la America Septentrional, conocida por 
el nombre de Nueva Espaiia. Escriviala Don An- 
tonio de Solis y Rivaaeneyra, Secretario de su 
Magestad, y su Chronista Mayor de las Indias. 
En Madrid; Don Antonio Mayoral. 1768. ISpreJ. 
leaves and 549 pp. Vellum, 4to, (10s. 6d. 2545) 

SOLIS Y RIBADENEYRA (Antonio de). His- 
toria de la Conquista de Mexico, Poblacion, y Pro- 
gresos de la America Septentrional, conocida por 
el Nombre de Nueva Espana. Escribifda Don An- 
tonio de Solis y Ribadeneyra, Secretario de su 
Magestad, y su Cronista Mayor de las Indias. 
Dividida en dos Tomos, e Ilustrada con Laminas 
finas. Con las liccntias Necesarias. Barcelona: 
Por Thomas Piferrer. 1771. Two Volumes, Tomo 
I. 12 prel. leaves and 479 pp. Map and plates atpp, 
1, 48, 390, 395, 397, 464. Tomo II. 6 prel. leaves and 
48S pp. Plates atpp. 199yZ64. 8vo, (10s. 6d. 2546) 

SOLIS Y RIBADENEYRA (Antonio de). His- 
toria de la Conquista de Mexico, poblacion y pro- 
gresos de la America Septentrional, conocida por 
el nombre de Nueva Espana. Escribiala D. An- 
tonio de Solis y Rivadeneyra, Secretario de su 
Magestad, y su Chronista Mayor de las Indias. En 
Madrid, D. Antonio Fernandez. 1790. 10 prel. 
Uavesand549pp. Old calf . 4to. (10s. 6d. 254ir) 

SOLIS Y RIBADENEYRA (Antonio de). His- 
toria de la Conquista de Mexico, Poblacion, v Pro- 
gresos de la America Septentrional, conocida por 
el Nombre de Nueva-Espana. Escribiala Don An- 
tonio de Solis, Secretario de su Magestad, y 
Cronista mayor de las Indias. Dividida en Tres 
Tomos. Madrid: mdccxci. Don Placido Barco 
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Lopez. Three Volumss. Tomo I. 16 prel* leaoee 
mnd 557 pp, Indice 9 pp, Tomo 11. S prel. leaves 
and 500 pp. Tomo 111. 2 preL leaves and 364 pp» 
SmaU8w. (lOs.ed. 2548) 

SOLORZANO PEREIRA (Juan de). [En^mved 
titki] Politica Indiana/ de/ el D®'. D. J van de bolor- 
sano/ Pereira Cavallero del Orden de/ Santiago, del 
Confejo del Rey/ N. S'. elos Supremos de Cas/tilla 
y de la/ Indiae/ Dirigida/ Al Rejr Nvestro S',/ ea 
m Real y Supremo Confejo/ de las Indias/ por 
mano del Ex«»o./ S^. Conde de Castrillo/ Prefidente 
defanefmo/ Confejo &c./ Con Privilegio en Mad- 
rid en la Officina/ de Diego diaz de la C^arrera/ 
An'o de 1647./ [Printed title] Politica Indiana./ 
Sacada en Lengva Castellana de/ los dos tomos del 
derecho, i goyierno mynicipal/ de las Imlias Oc> 
cidentales qye mas copiosamente/ escribio en la 
Latina./ El Dotor Don lyan de Solorzano Per- 
eira/ caballero del orden de Santiago, del/ Confejo 
del Rey Nuellro Senor en los Supremos/ deCaftilla, 
i de las Indias./ Por el Mesmo Aytor,/ Diyidida 
en feis Libros./ En los oyales con gran distincion, 
i estydio/ fe trata, i refuelye todo lo tocante al Def- 
cubrimiento, Defcripcion, Adqui-/licion, i Reten- 
cion de las mefmas Indias, i fu goyierno particular, 
al'si cerca/ las Perlbnas de los Indios, i fus Seryicios, 
Tributos, Diezmos, i Encomien-/das, como de lo 
Efpiritual, i Eclefiaftico, cerca de fu Dotrina, Pat- 
ronazgo/ Real, Iglefias, Prelados, Prebendados, 
CurasSeculares, i Regulares, lnaui-/fidore8, Comif- 
farios de Cruzada, i de las Religiones. 1 en lo 
Temporal, cerca/ de todos los Ma^mrados feculares, 
Virreyes, Prefidentes, Audiencias,/ Confejo Su- 

Sremo, i lunta de Guerra dellas, con infercion, i/ 
eclaracion de las muchas cedulas Reales que/ para 
efio fe ban defpacbado./ Anadidas/ mycbas cosas, 
que no estan en los tomos/ Latinos, i en particular 
todo el Libro Sexto, oue en diez i fiete Capitulos 
trata de/ la Hazienda Real de las Indias, Regalias, 
Derechos, i Miembros de que fe/ compone, i del 
modo en (^ue fe adminiftra; i de los Oficiales/ 
Reales, Tnbunales de Cuentas, i Cafa de la/ Con- 
tratacion de Seyilla./ Obra de svmo trabaio, i de 
igyal importancia,/ i utiUdad, no folo para los de las 
Proyinciaa de las indias, lino de las de £fpa-/na, i 
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otras Naciones, de qualquier Profefsion que fean, 
por la gran ya-/riedad de oofas que oomprehendey 
adomada de todas/ letras, i efcrita con el metodo, 
claridad,/ i lenguaje que por ella/ pareoera./ Con 
dos Indices muy dilhntos, i copiofos, uno de los 
Libros, i Capitulos en que fe/ divide : i otro de las 
cofas notables que contiene./ Con Privilegio,/ En 
Madrid. Por Diego Diaz de la Carrera./ AnoM.Dc. 
xLviii./ 24 prel. leaves ; viz. Engraved and printed 
titles 2 leaves ; ' Censyra del Seiior etc. Licencias ' 
etc. 2 leaves; ' Al Rei N" S«>' Don Felipe IV/ etc. 
7 leaves ; ' Al Excelentissimo Senor Don Garcia de 
Haro i Avellaneda/ etc. 3 leaves ; copperplate en- 
graved portrait, 1 leaf; * Al Retrato del Autor defie 
ubro.' etc.l leaf; *A1 Lector.* 3 leaves; 'Indice 
de los Libros,' etc. 5 leaves : Text 1040 pp. * In- 
dicie myy Copioso ' etc. 53 leaves. Vellum. Fine 
copy. Folio. {11. Is. 2549) 

BOLORZANO PEREIRA (Juan de). D, D, to- 
annis/ de Solorzano/ Pereira,/ I.V. D. ex eqvestri 
Militia/ D. lacobi. et in supremis Castellae,/ & 
Indiarum Conliliis Senatoris ;/ de Indiarum Ivre ;/ 
sive/ de jvsta Indiarum Occidentalium/ Inquiii- 
tione, Acquifitione, & Retentione./ Cui acceffit 
aUa ejusdem avthoris/ Diiputatio de Parricidii 
Crimine./ Cum duplici Inmce, prime Librorum 
& Capitum* altero Rerum notabilium abfolu- 
tiffimo./ Editio nouif&ma ab innumeris, quibus 
priores deformatae erant mendis emaculata./ Lug- 
duniyl Sumptibus Lavrentii Anisson./ m. dc. lxxii./ 
Cvm Svperiorvm Permissu./ Two Volumes. Tomvs 
Primvs. 12 prel. leaves and 438 pp. Indexes 44 leaves ; 
fiUowed by 6^ pp. of text, and 8 leaves of Index, 
Tomvs Secvndvs, 6 prel. leaves, and 858 pp. Index 
nUaves. Folio. {10s. 6d. 2550) 

SOME Account of the North -America Indians; 
their Genius. Charadters, Culbms, and Difpofi- 
tionSy towards the French and Enflifh Nations. 
To which are added, Indian Miscellanies, viz. 1. 
The Speech of a Creek-Indian againft the immo- 
derate Ufe of Spirituous Liouors ; delivered in a 
National Affemblv of the CreeKS, upon the breaking 
out of the late War. 2. A Letter from Yariza, an 
Indian Maid of the Royal Line of the Mohawks, 
to the principal Ladies of New- York. 3. Indian 
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Songs of Peace. 4. An American Fable. Col- 
le^ed by a learned and ingenious Gentleman in 
the Province of Penfylvania. London: R.Griffiths, 
[1754] 68 /)p. Half mar. 8w, (10*. 6d. 2551) 

SOM£ Remarks on a Pamphlet, call'd, Reflections, 
on the Conilitution and Management of the Trade 
to Africa, Demonstrating the Author's abufive 
Afperfions therein contained, to be ill-Grounded, 
the Matters of Fa6i wrong Reprefented, and the 
late Management of that Trade fet in a True Light. 
With An Account, of the Needful Charge of the 
Britifh Settlements in Africa; in what manner 
they may be bell Maintain'd, and the Trade carry*d 
on to the Benefit of this Nation, and our Planta- 
tions in America. [London] Printed in the Year, 
MDCCix. 32 pp. Halfmor, 8vo. (4s. 6(i. 2552) 

SOME Considerations on the Conse<][uences Of the 
French Settling Colonies on the Mississippi, With 
refpe£t to the Trade and Safety of the English 
Plantations in America and the Weft-Indies. From 
a Gentleman of America, to his Friend in London. 
LoTidon : J. Roberts, 1720. Half-title, title, and 60 
pp. With map, Halfmor. Qvo. (7$. 6d. 2553) 

SOME Observations on the Afliento Trade, As it 
has been Exercifed by the South-Sea Company ; 
proving the Damage Which will accrue thereby to 
the Britiili Commerce and Plantations in America, 
And particularly to Jamaica. To which is annexed 
A Sketch of the Advantages of that Ifland to Great 
Britain, by its annual Produce, and by its Situation 
for Trade or War. Addressed to His Grace the 
Duke of Newcastle, One of his Majefty's Principal 
Secretaries of State. By a Perlon who refided 
feveral Years at Jamaica. London: H. Whitridge, 
MDCCXxviii. iv and text 38 pp. Half morocco. 
8m (5s. 6d. 2554) 

SOME Observations on Extracts taken out of the 
Report from the Lords-Commiffioners for Trade 
aha Plantations. [London, 1730] 4 pp, folded and 
bound in calf. Folio, {8s. 6d. 2555) 

SOME Considerations Humbly ofier'd upon the Bill 
Now depending in the Houfe of Lords, Relating 
to the Trade between the Northern Colonies and 
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the Sugar-IQands. In a Letter to a Noble Peer. 
[London\f mdccxxxii. 19j>p. Half morocco, 
8i;o. (45.6ci. 2556) 

SOME Fruits of Solitude, in Reflections and Maxims, 
Relating to the Conduct of Human Life. In Two 
Parts. The Eieht Edition. Newport, Rhode- 
Ifland : Printed by James Franklin, at the Town- 
School-Houfe, 1749. 6 jtrel. leaves and 158 pp. 
Table 7 pp, ' More Fruits of Solitude : Being The 
Second Part of Reflections and Maxims, Relating 
to the Conduct of Human Life. Newport j Rhode 
Ifland : Printed by James Franklin, at the Town 
School-Houfe, 1749.' 3 prel. leaves: imperfect, 
toanting all after page 106, 12mo. {lOs.Gd, 2557) 

SOME Observations on the Bill, Intitled, " An A6t 
for granting to His Majeflj an Excife upon Wines, 
and Spirits diililled, fold by Retail or confumea 
within this Province, and upon Limes, Lemons, 
and Oranges." Boston: Printed in the Year, 
1754. Title and text IS pp. Half morocco. 
Small Qvo. (21, ts, 3558) 

SOME Hints to People in Power, on the Prefent 
Melancholy Situation of our Colonies in North 
America. London: J. Hinxman Mdcclxiii. Half 
morocco, 48 pp, 8vo. (5s. 6d, 2559) 

SOME Thoughts on the Method Of Improving and 
Securing the Advantages which accrue to Great- 
Britain from the Northern Colonies. London : J, 
Wilkie, Mdcclxv. 23 pp. Half morocco, 
8vo, (4s. 6d. 2560) 

SOME Important Observations, Occafioned bv, and 
adapted to. The Publick Fast, Ordered by Autho- 
rity, December 18th, A.D. 1765. On Account of 
the Peculiar Circumstances of the prefent Day. 
Now humbly offered to the Publick, By the Au- 
thor. Newport : Printed and fold by Samuel Hall. 
1766. Half-titley title, and pp. 3—61. Half mor, 
4to. (10s. 6d, 2561) 

SOME Candid Suggestions towards Accommodation 
of Differences with America. Offered to Con- 
sideration of the Public. London: T. Cadell, 
MDCCLXxv. 33 pp. Half mor, Qvo, (4s. 6d, 2562) 

SOME Reasons for approving of the Dean of Glou- 
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oester's Plftn, of separating from the Colonies; 
with a Proposal for a farther Improvement. Lon- 
don : N. Conant, m.dcc.lxxy. 52 pp. Half mo- 
8tw. {4s. 6d. 2563) 



SOME Seasonable Observations and Remarks upon 
The State of our Controversy with Great Britain ; 
And on the Proceeding of the Continental Con- 
gress : Whereby many mtereiling Fa6ts are related, 
and Methods propofed for our fafety and an Ac- 
commodation. By a Moderate Whig. America : . 
Printed and fold m the Year mdcclxxv. 14 pp. 
Half morocco. Sw. {7i.6d. 2564) 

SOME Transactions between the Indians and Friends 
in Pennsylvania, In 1791 & 1792. London : James 
Phillips, MDCCXcn. 14 pp. Half morocco. 
8tw. (3s. 6d. 2565) 

SOME Considerations on this question^ Whether 
the British Government acted wisely m gp*anting 
to Canada her present constitution t With aa Ap- 
pendix ; oontaming Documents, &c. By a British 
Settler. Montreal: Printed and Sold by J, Brown/ 
No. 20, St. Fran9ois Xavier Street. 1810. 26 pp. 
Half morocco. 6vo. {4-s. 6d. 2566) 

SOME Account of the conduct of the Religious 
Society of Friends towards the Indian Tribes in 
the Settlement of the Colonies of East and West 
Jersey and Pennsylvania : with a brief narrative 
of their labours for the Civilization and Christian 
Instruction of the Indians, irom the time of their 
settlement in America, to the year 1843. Published 
by the Abori^es Committee of The Meeting for 
Sufferings. London: Edward Marsh, 1844. 2 
prel. leaves and text 247 pp. With two coloured maps, 
Bvo. {4s. 6d. 2567) 

SOMER-ISLANDS. A True/ Relation/ of the/ 
Illegal Proceedings/ of the/ Somer-Islands-Com- 
pany/ in their/ Courts at London^ And the like 
done by their Govemour/ Sir John Heydon, Knight, 
and his Council, in the/ Somer-Islands./ In all 
Humility prefented to tne Honourable Knights,/ 
Citizens and Burgefles Affembled in Parliament./ 
Craving from them to be Relieved from the fol- 
lowing/ Oppressions./ London : Printed in the 
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Year 167B./ Title^ the reverte blank ; ' Contents ' oh 
A 2, 1 page, the reverse blank ; Text pp. 1 to 12 ; Can- 
tents 1 page^ the recto blank ; continuation of text 
(A t) pp, 13 to 26. Calf extra by Bedford. 
4to. {n.^s. 9568) 

SOTO (Fernando de). A/ Relation/ of the/ Invafion 
and Conqueft/ of/ Florida/ by the/ Spaniards Under 
the Command of/ Fernando de Soto./ Written 
in Portuguefe bj a Gentleman/ of the Town of 
Elvas./ Now Englished./ To which is Subjoyned 
Two Journeys of the/ prefent Emperour of China 
into Tartary/ in the Years 1682, and 1683./ With 
fome Difcoveries made by the Spaniards in/ the 
Ifland of California, in the Year 1683./ London: 
Printed for John Lawrence, at the An^el in the 
Poultry/ over againll the Compter. 1686./ 7 pret. 
leaves and 272 pp. Calf Svo. (11. Is. 2570) 

80TWEED REDIVIVUS: Or the Planters Look- 
ing-Glais. In Barleft}ue Verfe. Calculated for 
the Meridian of Maryland. By E. C. Gent. An- 
napolis : Printed by William Parks, for the Author. 
M.DOC.xxx. vUi and text 28 pp. Half morocco. 
4to. (15». 2571) 

80ULES (Francois). Histoire des Troubles de 
L'Am6rique Anglaise, Ecrite fur les M6moires les 
plus authentiques ; D^di^e a sa Majesty Tres- 
Chr^tienne ; Par Francois Soul^s. Avec des Cartes. 
A Paris, Buisson, 1787. Three Volumes. Tome 
Premier. 4 prel. leaves and 379 pp. Tome Second. 
Half'title,title,and365pp. Tome Troisieme. Half- 
title, title, and 420 pp. Svo, {10s. 6d. 2572) 

S0U8A COUTINHO (Francisco de). Propositie/ 
Ghedaen/ Ter Vergaderinge van hare Hoogh 
Mo^. d'Hee-/ren Staten Generael der Vereenigde 
Neaer-/landen, In's Graven- Hage den 16 Au-/ 
guiti, 1647./ Door den Heer/ Francisco de Sousa 
Coutinho,/ Raedt van fijn Coninckl. Majell. van/ 
Portvgal : Sijnen Gouvemeur ende Capiteyn 
Ghenerael van de/ Vlaemfche Eylanden./ Geno 
emt/ Met den felven Tijtel van den Staet van 
Braiil./ Ende/ Ambafladeur by Hare Hoogh 
Moogende./ Gedruckt, Anno 1647./ 4 leaves. 
CalfbyHatfday. 4to. {10s. 6d. 2573) 



d by Google 



704 Bibliotheca Americana. 

SOUTH CAROLINA. A True State of the Cafe 
between the Inhabitants of South Carolina, and 
the Lords Proprietors of that Province ; containing 
an Account of the Grievances under which they 
labour, 4 pp. Folio, (7s. 6d, 2574) 

SOUTH CAROLINA. A New and Accurate Ac- 
count of the Provinces of South-Carolina and 
Georgia : With many curious and ul'eful Obferva- 
tions on the Trade, Navigation and Plantations of 
Great-Britain, compared with her mod powerful 
maritime Neighbours in antient and modem 
Times. London, J. Worrall, 1732. Half-title^ title, 
and76pp. Half morocco, Svo. (lOs. 6d. 257.5) 

SOUTH CAROLINA. A New and Accurate Ac- 
count of the Provinces of South-Carolina and 
Georgia : With many curious and ufeful Obferva- 
tions on the Trade, Navigation and Plantations of 
Great-Britain, compared with her moll powerful 
maritime Neighbours in antient and modem 
Times. London: J. Worrall, 1733. Half-title, title, 
and 76 pp. 8vo. (10s. 6d. 2576) 

SOUTH CAROLINA. An Historical Account of 
the Rise and Progress Of the Colonies of South 
Carolina and Georgia. In Two Volumes. AIoxt 
ander Donaldson, London, m.dcc.lxxix. Two 
Volumes. Vol. I. xiv and 347 pp. Vol. II. ix and 
329 pp. Calf. 8vo. (16s. 6d. 2577) 

SOUTHERNE (Thomas). Oroonoko :/ A/ Tragedy/ 
As it is A6ted at the/ TheatresRoyal,/ By His 
Majesty's Servants./ Written by Tho. Southeme./ 
London:/ Printed for H. Playford in the Temples 
Change. B. Tooke/ at the MiddlesTemplesGate. 
And S. Buckley at the/ Dolphin againft St. Dun- 
ilan's Church in Fleetilreet./ mdcxcvi./ 4 prel. 
leaves and 84 pp. * Epiloge.' 2 pp. Half morocco. 
4to. (7s. 6d. 2578) 

SPAFFORD (Horatio Gates). A Gazetteer of 
the State of New- York; carefully written from 
original and authentic materials arranged on a 
new plan, In Three Parts : Comprising, First — A 
comprehensive geographical ana statistical view 
of tne whole state, conveniently disposed under 
separate heads : Second — An ample general view 
of^each county, in alphabetical order, with topo> 
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graphical and statistical tables, showing the dyil 
and political divisions, population, post-offices, 
&c: Third — A very full and minute topogpn- 
phical description of each town or township, city, 
borough, village, &c. &c. In the whole state, 
Alphabeticallj arranged ; as also its lakes, rivers, 
creeks, with every other subject of topographical 
detail; forming a complete Gazetteer or Geogra- 
phical Dictionary of the State of New York. With 
an accurate Map of the State. By Horatio Gates 
Spafford, A.M. Author of a Geography of the 
United States, a Member of the New- York His- 
torical Society, and a Corresponding Secretary of 
the Society of Arts. Albany: Printed and pub- 
lished by H. C. Southwick, No. 94, State-Street 
1813. 334pp. Appendix, a pp. 8fo. (4s. 6d. 2579) 

SPANIARDS/ 

the/ English 

Discovered,/ , 

Honour to King James, then upon Treaty/ of 
Peace with them, for to infift upon a/ Free Trade 
in the Weft-Indies/ With Ibme Expedients for the 
fub-/iecting of the Spaniard in America, to/ the 
Obedience of England./ N ow tendred to the Con- 
fideration of His Highnefs/ The Lord Protestor, 
and his Council./ London,/ Printed by J. M. for 
Lodowick Lloyd and are to be fold at his/ Shop, 
at the Sign of the Caftle in Comhil, 1656./ 2 prel, 
leaves^ viz. Title and Dedication, signed 'D. K.' 
Text56jyp, Half morocco, 4to, {11, U, 2580) 

SPANISH AMERICA. Observations on tlie pre- 
sent state of Spanish America, and on the most 
effectual method of terminating the present com- 
motions there. By a Spaniard, a Lover of his 
Country. Translated from the Spanish. London : 
R. Wilks, 1817, Title, and text 45 pp. Half mo- 
rocco. Qvo, (3«. 6d. 2581) 

SPANISH EMPIRE (The) in America. Con- 
taining, A fuccinft Relation of the Difcovenr and 
Settlement of its feveral Colonies; a View of their 
refpe6tive Situations, Extent, Commodities, Trade, 
&c. And A full and clear Account of the Com- 
merce with Old Spain by the Galleons. FJota, &c. 
Also of the Contraband Trade with the English, 

2 3a 



d by Google 



706 Bihlioiheca Americana, 

Dutch, French, Danes, uid Fortugti^, With 
An exa^ Defciiption of Parsguaj. Bj an English 
Merchant. London: M. Cooper. ' 1747. ^ jfreL 
ieavesatidSSOpp. Oidealf. Svo. {i(H, 6d. 2582) 

SPARKS (Jared). The Lihrarv of American Bi- 
ography. Conducted By Jared: Sparks. Boston : 
Hilharcl, Gray, and Co. London : Richard James 
Kennett. 1834—9. Ten Volumes, original Editions. 
12mo. {IL 11$. 6d. 2683) 

SPECIMEN (A) of Naked Truth, from a British 
Sailor, A fincere Wellwiflier, to the Honour, and 
Profperity of the prefent Royal Family, and his 
Country. London: W. Webb, mdccxlvi. 30pp. 
Half morocco. 9vo. (4$. 6d. 2584) 

SPEECH (The) of a Creek-Indian, against the 
Immoderate Use of Spirituous Liquors. Delivered 
In a National Aflembly of the Creeks upon the 
breaking out of the late War. To which are 
added, 1. A Letter from Yariza, an Indian Maid 
of the Roval Line of the Mohawks, to the principal 
Ladies of New York. 2. Indian Songs of Peace. 
3. An American Fable. Together with Some Re- 
marks upon the Characters and Genius of the 
Indians, and upon their Cuftoms and Ceremonies 
at making War and Peace. London : R. Griffiths, 
l»,Dcc.Liv. 68 pp, 6m. {See 2551) {7s. 6d. 2585) 

SPt:ECH (The) of Mr. P And feveral 

others, In a certain aueruil Aflembly On a late im- 
portant Debate : With an Introdu^on of the 
Matters preceding it. {^London'] Printed iA the 
Year —^. [1766] Titi? and pp. 5— 34. Unbotind. 
8w. (4«.6d. 2586) 

SJPEECH (A) intended to have been spoken on the 
Bill for altering the Charters of the Colony, of 
Massachusett's Bay. [By Dr. Shipley Bishop of 
St, Asaph.] London: T. Cadell, wDCCLXjav. vii 
and 36 pp. Half morocco. Qw. (4s. 6d. 2587) 

SPEECH (A) intended to have been spoken on the 
Bill for altering the Charters of the Colony of 
Massachusett's Bay. The Second Edition. lAm- 
don : T. Cadell, Mdcci,xxiv. vii and 36 pp. Half 
morocco. Qw. (3«. 6d. 2588) 

SJPIiECU. (A) intend^ tft hfty^ b««i>SRoto on the 
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Bill for alterins^ the Charters of the Colony of 
Matttachusett's-l^j. The Fourth Edition. Lon- 
dtn : T. Cadell, M occ irxxiv. vis and 36 pp. Half 
moroeeo, Bvo, {3i,6(L 2569) 

SP££CH (A) intended to have been spoken on the 
Bill for altering the Charters of the Colony of 
Massachusett's Bay. The Sixth Edition. London, 
Printed. Boston: Reprinted, and Sold by Edes 
and Gill, in Queen-Street, m.dcc.lxxiv. 24 pp. 
Half morocco. 8vo. (4s. 6d. 2590) 

SPEECH (A) never intended to be Spoken, in an- 
swer to a Speech intended to have been Spoken on 
the Bill for altering the Charter of the Colony 
of Massachusett's Ba^. Dedicated to the Bigpht 

Reverend The Lord Bishop of St. A . London : 

J. Knox, MDccLxxiv. wand 34 pp. Errata 1 page. 
Half morocco. Qvo. (4s. 6d. 2591) 

SPEECH (A) never intended to be Spoken, in an- 
swer to a Speech intended to have been Spoken on 
the Bill for altering the Charter of the Colony 
of Massachusett's Ba^. Dedicated to the Right 

Reverend The Lord Bishop of St. A . London : 

J. Knox, MDCCLXXIV. iv and 35 pp. Half mttrocco. 
8w. (45.6rf. 2591») 

SPEECH (The) of a Scots Weaver: Dedicated 
to Richard Glover, Efq. London: W. Nicoll, 
MDCCLXXIV. 65 pp. At the end of the Dedication 
signed * Thermo^a^.* Half morocco, 
8tw. {^6d, 2592) 

SPEECH (A) intended to have been delivered in 
the House of Commons in Support of the Petition 
Orom the General Congress at Philadelphia. By the 
Author of an Appeal to the Justice and Interests 
of Great- Britain. London: m.occ.lxxv. Haij-tiUe, 
titUy and 67 pp. Halfmor. Qvo. (4s. 6d. 2593) 

SPEECH (A) on some PoUtical Topics, The sab- 
stance of which Was intended to nave been De- 
livered in the House of Commons, On Monday the 
14th of December, 1778, When the Estimates of 
the Army were agreed to in the Committee of 
Supply. London: T. Cadell, mdcclxxix. 4 preL 
Uaoesand 71 pp. Half mor. 8vo. (4t. 6d. 2594) 

SP£ILB£RG£N(Jobisvan). Ooft ende Weft^n- 
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difche/ Spieghel/ Waer in Befchreven werden de 
twee laetfte N&^/vigatien, ghedaen inde Jaeren 
1614. 1615.1616. 1617. ende 1618. Dej eene door den 
vermaerden Zee-Helt loris van Speilbergen door 
de/ Strate van Magallanes, ende foo rondtom den 
gantfchen Aerdt-/CIoot, met alle de Batallien foo' 
te Water als te Lande ghefchiet./ Hier fyn mede 
by ghevoecht twee Hiltorien, de eene vande Oost 
ende de andere vande We8t-/Indien,met het ghetal 
der Schepen, Forten, Soldaten ende Gefchut./ De 
andere gnedaen by lacob le Maire, de welcke in't 
Zuyden/ de Straet M agellanes, een nieuwe Straet 
ontdeckt heeft, met de Befchrijvinghe/ aller Lan- 
den, Volcken ende Natien. Alles verciert met 
fchoone Caerten ende figueren hier toe dienitelijck./ 
*t AnutelredamJ By Jan Janffz, Boeckvercooper 
op*t Water inde Pa«-Caert./ Ao. m. dc. xxi./ 4 
preL leaves and pp. 9-192. Copperplates numbered 2- 
18, and 20-25. Vellum, Oblong 4to. (2/. 2s. 2595) 

SPENCER (Thomas) . A True and Faithfiil/ Re- 
lation/ of the/ Proceedings/ of the/ Forces of Their 
Majesties/ K. William and Q. Mary,/ In their Ex- 
pedition againft the French,/ in the/ Caribby If- 
lands/ in the/ West-Indies:/ Under the Conduct of 
His Excellency Chriftopher/ Codrington. Captain 
General and Comman-/der in Chief oi the faid 
Forces,/ In the Years 1689. and 1690./ Written 
by Thomas Spencer, Jun. Secretary to/ the Hon- 
ourable Sir Timothy Thornhil Baronet, to whofe 
Re-/giment he was Muller-Mafter, ana fupplied 
the Place of/ Commiflary./ London, Printed for 
Robert Clavel at the Peacock, at tlie Weft-/Endof 
St. Paul's Church-yard, 1691./ Reverse of title 
blank; Dedication to Admiral Edward Ruaellf 9 
pages. Text 12 pp, in very close type. Fine copy. 
4to. {ll.lU,6d. 2596) 

SPITILLI (Gaspar). Brevis et/ Compendiosa 
Nar-/ratio Missionvm Qva-/rvndam Orientis et/ 
Occidentis./ Excerpta ex (^uibufdam litteris a 
PP. Petro/ Martinez Prouinciali Indiae Orientalis, 
P./ loanne de Atienza Prouinciali Peruans, P. 
Pietro Diaz Prouinciali Mexcicanae Pro-/uincia- 
rum, datis anno 1590 & 1591. Ad/ Reueren. P. 
, Generalem. Societatis lesv./ Et colleda per P. 
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Gafpanim Spitilli/ eiufdem Societatis./ Antvenyut.l 
Excudebat Martinus Nutius ad infigne dua-/rum 
Cjconiarum. Anno 1593./ btpp. Calf extra by 
Riviere, l^mo. (15*. 2597) 

8PIZELIUS (Theophilus). Theophili Spizelii/ 
Elevatio/ Relationis/ Monteziniana;/ de Repertis 
in America/ Tribubus Israeliticis ;/ et Discussio/ 
Argumentorum./ Pro Origine Gentium Amen-/ 
canarum Israelitica/ A/ Menafse Ben Israel/ in 
bNlur nipD Sen Spe/ Israelis/ Conquisitorum/. Cum 
celeberrimi viri/ Johannis Buxtorfii/ de Judaico 
isto conata ad/ Theophilum Spizelium/ Epistola./ 
Batilea./ A pud Joannem Konig, 1661./ 13 prei. 
leaves and text 128 pp. Calf extra b\^ Riviere, 
Stnall^vo. (185. 2598) 

SPOTORNO (Giambattista). Delia Origine e 
della Patria di Cristoforo Colombo libri tre di 
Don Giambattista Spotorno Barnabita, Genova 
1819. Andrea Frugoni, 247 pp. Uncut, naif' mor. 
8vo. {10s. 6d. 2599) 

SPRENGEL ( Matthias Christian). Briefe iiber 
Portugal, nebft einem Anhang iiber Braiilien. Aus 
dem Franzofiichen. Mit Anmerkungen beraus- 
eegeben von Matthias Cbrift. Sprengel, Profeflbr 
der Gefchichte in Halle. Leipzigy in der Wey- 
gandfchen Buchhandlung, 1782. 6 prel. leaves and 
290 pp. half calf. SmaUQvo. (4«. 6d. 2600) 

STADEN (Hans). Warhaftig/ Hiftoria vnd bef- 
chreibung eyner Landt^/fcbafft der Wilden, Nacke* 
ten, Grimmigen Menl'chfrefler/ Leuthen, in der 
Newenwelt America ^elegcn, vor vnd nacn/ Chrifti 
^eburt im Land zli Heflen vnbekant, bil'z vff dife 
rj./ nechil vergansfpne jar. Da fie Hans Staden von 
Homs/berg aufz Heffen durch Icin ejgne erfarung 
erkant,/ vnd yetzo durch den truck en ti^ gibt./ 
Dedicirt dem Durchlenchtigen Hochgebomen 
herm,/ H. Philipfen Landtgraff zii Heflen, Graff 
zii Catzen/ elnbogen, Dietz, 2iegenhain vnd Nidda, 
feinem G. H./ Mit eyner vorrede D. Job. Dry- 
andri, genant Eychman,/ Ordinarij Profedbris Mfe- 
dici zii Marpurgk./ Inhalt des 'Biichlins vol^et 
nach den Vorreden./ Getruckt zii Marpurgy im jar 
u. D. Lvii./ IColopkon] Zii MarpurgimKleeblatt, 
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bei/ Andres Kolben, yff FailDndit. 1557./ 8 fteL 
Uavet; vii. Title the reverte btankf *Dem Darch- 
leuchtigenynd Hoch^/ffebomen Fiiriten vnd Hemiy 
Herrn Philipfen/ Landtgrauen zii Heffen, Granen 
zu/ Catzenelnbogen, Diez, Ziegenhain/ ynd Nidda, 
re. Meinem/ gnedigen Fiirften/ vnd Herm/Ji pp. 
* Dem Wolgebomen hem H. Philipfen/ Graff zii 
Nai&w vnd Sarpriick tc. meinem m Gne::/di^en 
Hem. Wiinlcht D. Dryander viel hevls/ mit erbie- 
tunge feiner Dienfte./ 10 pp, ' Inhalt des biicbs */ 
1 page. ' Was hilfit ' etc. underneath a targe wood- 
cut of a Shiv in full sail ; *■ Die Landtfchafft mit den 
renanten nauingen/ etc. a jolded woodcut map of 
' Amerika ooer rrasilien.' Text tn 81 leaveSy ngna- 
ture$ & to tin fourSy v in five ; many woodcuts with 
the text. Fine copy. VeUum. 4to. {Sl.Ss. 9601) 

STADEN (Hans). Varhaftige./ be^/fchreibung 
eyner Landfchaffe derwilden/nacketen/ grimmigen 
menfchenfrefler leuthen, in der newen/ welt Ame- 
rica gelegen. Vor ynd nach Chrifti geburt imland/ 
zii Heflen ynbekant, bifz yff\ dife zwey negft ver- 
gangene jar,/ Dafie Hans Staden von Hombere 
aufz Heiien durch lein/ eygne erfarun^ erkant, vna 
ytzt durch den truck an tag gibt. Vnd zum andem 
mal fleiffig corrigirt vnd gebeffert./ Dedicirtdem 
Durchleuchtigen hochgebomen fiirften/ H. Philip- 
fen lAndtgraue zii Heflen, Graff zii Catzen^s/elu- 
bc^en, Dietz, Ziegenhain vn Nidda, feinem G. H./ 
Miteyner verrede D. loh. Dryandri, genant Eych- 
man,/ Ordinarij Profefforis Medici zii Marpurg./ 
Inhalt des biichlins vol get nach den vorreden./ 
fColop/ion'] Getruckt zii Marpurg im/ Heflen land, 
bei Andres Colben,/ Vff Maris Geburts tag,/ Anno 
M. n. Lvii. Very poor copy. 4to, {^L %8. 2602) 

STAMLER (John). Dialogvs . lohannis Stamler . 
Avgvstn./ De Diversarvm Gencivm Sectis/ et 
Mvndi Religionibvs./ Regiftrii operis refpice in 
fine./ ^Colophon] Impreffum Auguste : per Erthar- 
dum oglin. & Jeorgifi Nadler Cura/ corre6tdne et 
dili^entia venerabilis domini Wolfgangi Aittineer/ 
pfpiteri Au^fteii. ac bonamm Artium zc. Ma- 
ffiflri CoUonienfe/ Anno noftre falutis. 1. 50. &. 8. 
die. S2. menfis May. zc./ 3 vrel. leaves ; viz. Title 
engraved both tides^ ' Reverenao . in . Christo . Fatri . 
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et . Domino.' etc, 1 page ; * f[ Germani . Freidancer . 
et . Trviecrart . ad . Lectorem ' etc. 1 page. Text 
XXXII folioed leaves ; < Registrvm.' 3 pp. Calf by 
Hayday. folio. {ll.lis.6d. 3603) 

STANHOPE (George). The early Converfion of 
Iflanders, a wile Expedient for propagating Chrif- 
tianitf . A Sermon, Preached before the Incor- 
porated Society for the Propagation of the Gofpel 
in Foreign Parts ; at their Anniversary Me6tingin 
the Parifii-Church of St. Mary-le-Bow ; On t'riday 
the 19th of Feb. 1713-14. By George Stanhone, 
D.D. Dean of Canterbury, and Chaplain in Or- 
dinary to Her Majesty. London : J. Downing, 1714. 
39 pp. WUh 2 klans at pp. 36 and 37. Half mor. 
Qvo. (4s. 6d. 3604) 

STATE (The) of the Sugar-Trade; shewing the 
Dangerous Consequences that Mud attend any ad- 
ditional Duty thereon. London: E. Say, 1747. 
24 pp. Hay mor. 4to. (4s. 6d. 2605) 

STATE of the Britifh and French Colonies in North 
America, With Refpe6l to Number of People, 
Forces, Forts, Indians, Trade and other Advan- 
tages. In which are confidered, I. The defencelefs 
Condition of our Plantations, and to what Caufes 
owing. II. Pernicious Tendency of the French 
Encroachments, and the fitteft Methods of fruftrat- 
ing them. III. What it was occaiioned their pre- 
fent Invafion, and the Claims on which they ground 
their Proceedings. With a Proper Expedient pro- 
pofed for preventing future Difputes. In Two 
Letters to a Friend. London : A Millar, mdcclv. 
TitU and 150 pp. Svo. (10s. 6d. 



STATE (A) of the Claim of His Majefty's Bermuda 
Subjedbs to the Right of Gathering Salt at Turks 
Iflands, Referred to by the Governor, Council, tod 
AfTembly of Bermuda, in their Memorial of the 7th 
Day of May, 1790, to the Right Honourable Wil- 
liam Wyndham Grenville, His Majefty's Secretary 
of State for the American Department. London : 
t^rinted in the Year 1790. Title and 26 pp. half 
morocco, 4to. (7«. 6d. 2607) 

STEARNS (Samuel). The American Oracle. Com- 
prehending An Account of Recent Discoveries in 
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the Arts and Sciences, with a variety of Religious, 
Political, Physical, and Philosophical subjects, Ne- 
ceifary to be known in all Families, for the Promo- 
tion of their prefent Felicity and future Happiness. 
By the Honourable Samuel Stearns, LL.D. and 
Doctor of Physic; Astronomer to his Majesty's 
Province of Quebec, and New Brunswic ; also to 
the Commonwealth of Massachusetts, and the State 
of Vermont, in America. London: J. Lacking^on, 
1791. viii and text 6^ pp. Index xviii pp. Bound. 
8w, (78. 6d. 2608) 

8TEDMAN (C.) The History of the Origin, Pro- 
gress, and Termination of the American War. Bj 
6. Stedman, who served under Sir W. Howe, Sir 
H. Clinton, and the Marquis Comwallis. In Two 
Volumes. London : Printed for the Author ; 1794. 
Two Volumes. Vol. I. xv and 399 pp. 7 Plates at 
pp. 127, 195, 210, 214, 352, 362, 377. Vol. II, xv 
and 449 pp. ' Index.' 13 pp. 8 PlaUs at pp. 132, 
185, 210, 329, 342, 358, 400, 412. Old calf. 
4to. ill.lU.6d. 2609) 

STEPHEN (James). The Speech of James Step- 
hen, Esq. In the Debate in tne House of Commons, 
March 6, 1809, on Mr. Whitbread's Motion rela- 
tive to the late overtures of the American Govern- 
ment : With supplementary remarks on the recent 
Order in Council. luondon : J. Butterworth, and 
J. Hatchard, 1809. iv and 126 pp. Half morocco, 
Svo. (4«.6d. 2610) 

STEPHENS (William). The Castle-Builders ; 
or, the History of William Stephens, of the Ifle of 
Wight, Efq ; lately deceafed. A Political Novel, 
Never before publifhed in any Language. London : 
Printed for the Author, mdcclix. xv and 198 pp. 
' Ontents.' pp. ix, and x. Svo. (10«. 6d. 2611) 

STEPHENSON (Marmaduke). A Call/ from/ 
Death to Life,/ and/ Out of the Dark wayes and 
Worlhips of the World where/ the Seed is held in 
Bondage under the Merchants of/ Babylon, Writ- 
ten by Marmaduke Stephenson ;/ Who (together 
with another dear Servant of the Lord called/ Wil- 
liam Robinson) hath ((ince the Writing hereof) 
fuffer-/ed Death, for bearing Witnefle to the fame 
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Truth,/ amongft the Profeflbrs of Boftons Jarifdic- 
tion/ in New England./ With a True Copy of Two 
Letters, which tney Writ to the Lords/ People a 
little hefore their Death./ And alfo the True Copy 
of a Letter as it came to our hands, from/ a Friend 
in New England, which gives a brief Relation of 
the/ manner of their Martyrdom, with fome of the 
Words which they/ ©J^pJ'ew at the time of their fuf- 
fering./ London^ Printed for Thomas Simmons, at 
the Sign of the/ Bull and Mouth near Alderfgate. 
1660./ 32 pp. W/iiMW. 4to. (1/. lis. 6d. 2612) 

STEUART (Adah). Some/ Observations/ and/ 
Annotations/ Upon the/ Anologetical Narration,/ 
Humbly fubmitted to the Honour-/able Houses of 
Parliament;/ The moil Reverend and Learned/ 
Divines/ of the/ AssembW,/ And all the Proteftant 
Churches here/ in this Ifland, and abroad./ Lon- 
dofiy/ Printed for Chriilopher Meredith, and are\o 
be fold in/ Pauls Church-yard at the fign of the 
Crane. 1643./ 4 prel, leaves^ signed * A. S.' and 71 
pp,halfmor, 4to. (7«. 6d. 2613) 

STEUART (Adam). An/ Answer/ to a/ Libell/ 
Intituled^ A Coole Conference/ Betweene the 
cleered/ Reformation/ and the/ Apologetical Nar- 
ration,/ Brought together by a Wei- wilier to both ;/ 
Wherein are cleerefy refuted what ever he bringeth 
a-/gainfl the Reformation cleared, moil humbly 
fub-/mitted to the judgement of the Honorable 
Houfes/ of Parliament, the moil Learned and Re-/ 
verend Divines of the AiTembly,/ and all the Re- 
formed/ Churches./ By Adam Stevart./ Imprinted 
at London, 1644./ 3 prel, leaves and62pp, half mar, 
4to. (7«.6d. 2614) 

STEVENS (John). A New CoUection of Voyages 
and Travels, Into feveral Parts of the World, none 
of them ever before Printed in Engliih. Contain- 
ins^ 1. The Defcription, &c. of the Molucco and 
Philippine IQands, by L. de Argenfola. 2. A new 
Account of Carolina, by Mr. Lawlbn. 3. The 
Travels of P. de Cieza, in Peru. 4. The Travels 
of the Jefuits in Ethiopia. 5. The Captivity of the 
Sieur Mouette in Fez and Morocco. 6. The Travels 
of P. Teizeira from India to the Low-Countries by 
Land. 7. A Voyage to Madagafcar by the Sieur 
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Canolie. In Two Volumes, lUuftrated with fevehd 
Maps and Cuts. London^ J. Knapton, 1711. 7W 
V^btmes, Vol. I. 6 fmL leave* including the col- 
kctwe title* ' Molucco and Philippine Iflands, &€.' 
260 ff. index. 8 pp. * A New Voyage to Caro- 
lina ; ' etc. 3 Tpr^l. leaves and S58 pp. JLatel^ pub- 
Hsk'd etc. 1 page. With map and S plates. Vol. II. 

5 prel. leaves inclvding collective title < Travels of P. 
de Cieza, &c.' !244pp. The contents and Index 11 pp. 
*■ The Travels of the Jesuits in Ethiopia : ' ste. 9 
preL leaves and S64 pp. The contents and Index 16 
pp. * The Travels of the Sieur Mouette,* etc. 115 
pp. The contents and Index 5pp. * The Travels of 
Peter Teixeira/ etc. 81 pp. The contents and Index 

6 pp. * A Voyage to Madagascar, etc. By Francis 
Cauche,' 77 pp. Index. 3 pp. With 2 maps and plate. 
T^arge Papery calf extra, gilt edges by F. Bedford. 
4to. (iO/. 10s. «615) 

8TIG LI ANI (ToMASo). Del/ Mondo/ N vovo/ del 
Cavalier/ Tomafo Stigliani./ Venti Primi Canti./ 
Co i sommarii dell' istesso/ Autore dietro a ciafche- 
dun d^'effi, e/ con vna lettera del medeiimo in fine,/ 
la qual difcorre fopra d' alcuni riceuu-/ti auuerti- 
meti intorno a tutta 1* opera./ Con Priuileeio del 
Sereniifimo di P. P./ in Piacenza por Aleflandro 
Bazacchi. 1617./ 700 pp. < Gli Errori dell Stampa ' 
etc. 6 pp. nmo. (21. ts. 3616) 

STILES (Ezra). A Discourse on the Christian 
Union: The Suhitance of which was delivered 
before The Reverend Convention of the Congrega- 
tional Clergy In the Colony of Rhode-Island ; Af- 
fembled at Bristol April 23. 1760. By Ezra Stiles, 
A.M. Pastor of the fecond Congregational Church 
in Newport. Boston ; N. E. Printed and fold by 
Edes and Gill, mdcclki. 139 pp.. Half morocco. 
8w. (4s. 6d. 2617) 

STILES (Ezra). The United States elevated to 
Glorv and Honor. A Sermon, Preached before 
His Ezcellencv Jonathan Trumbull, Esq. L.L.D. 
Governor ana Commander in Chief, And the 
Honorable The General Assembly of The State of 
Connecticut, Convened at Hartford, At the Anni- 
verlary Election, May 8thy 1783. By Ezra Stiles, 
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D.D. President of Y'ale^ollege. New-Haimi : 
Printed bj Thomas & Samuel Green. m,occ, 
Lxxxm. 96pp,halfmor. 8tM>. {4i.6d, 2618) 

STILES ( EzRA>. A History of three of the Judges 
of King Charles I. Major-General Whalley, Ma- 
jor-General Goffe, and Colonel Dixwell : Who, at 
the Restoration, 1660, Fled to America ; and were 
secreted and concealed, in Massachusetts and Con- 
necticut, for near thirty years. With an Account 
of Mr. Theophilus Whale, of Narraganfett, Sup- 
pofed to have been alfo one of the Judges. By 
President Stiles. Hartford: Printed by Elisha 
Babcock. 1794. 357 pp. ErratUj and Advertisement 
1 page. Portrait of Stiles facing Title, 8 plates at vp. 
129, 77, 80, 114, 126, 136, 202, 345, numbered 1 to 
IX. Calf extra hy Bedford. %vo. {11. Is. 2619) 

STITH (William). The History of the Firft Dis- 
covery and Settlement of Virginia: Being An Essay 
towards a General History of this Colony. By 
William Stith, A. M. Redtor of Henrico Parifli, 
and one of the Governors of William and Mary 
College. Williamjiburg: Printed by William Parks, 
M,occ,xLVii. vUi and 331 pp. ' An Appendix to 
the Firft Part of the History of Virginia, «to. v and 
34^. Old calf. Bvo. (li. lis. 6d. 2620) 

STITH (William). The History of the Firft Dis- 
covery and Settlement of Virginia. By William 
Stith, A.M. Prefident of the College of William 
and Mary in Virginia. Virginia^ Printed : London, 
Reprinted for S. Birt in Ave- Mary- Lane. M.dcc. 
liii. viii and 331 pp. * An Appendix to the First 
Part of the History of Virginia,' etc. v and 34 pp. 
Old calf 8vo. (1/. ll«,6d. 



STODDARD (Solomon). Gospel OrdeW Revived,/ 
Being an Anfwer to a Book lately fet forth by the 
Reverend Air. Increafe Mather, Prefident/ of Har- 
vard Colledge, &c./ Entituled,/ The Order of the 
Gofpel, &c./ Dedicated to the Churches of Chrift 
in New-Eno^land./ By fundry Minifters of the 
Gofpel in New- England./ Printed in the Year 
1700./ 6 prel. leaves ; viz'. * AdvertilementZ/iicin^ 
title; title, * The Epiftle Dedicatory, To the 
Churches of Chrift in N. England.' 8 pp, Teit 
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40 pp. Fine copy in morocco by Francis Bedford. 
4to, (4/. 4s. 26^3) 

The AdvertiMment fadnr ttae title is an follows : ** The Reader I* 
defired to taki* Notice tEat the Prt- r^ j in Bottan is fo miicli under 
tbe aw of the Reverend | Author, whom we aufwt-r, and hia 
Friends that we | couid not obtain of the Printer there to print 
the fol-/ lowinjc Sht^ti^, which is the only true Reafon why we | 
have fent tlieCopv fofar fur its Impreffio'uand where | it printed 
with fome DidScuIty." 

STODDARD (Solomon). The/ Doctrine/ of/ In- 
ftituted Churches/ Explained and Proved/ from 
the/ Word/ of/ God./ by Solomon Stoddard, A.M. 
Minifter of the Gofpel in/ Northampton, Wew- 
England./ London : Printed for Ralph Smith, at 
the Bihle under the Piazza of the Royal/ Exchange 
in Comhil. 1700./ Title and 34 pp, morocco by 
Bedford, 4to. (2/. 12s. 6rf. 2623) 

STODDARD (Solomon). The/ Way for a People/ 
To Live Long in the Land that/ God/ Hath given 
them./ A Sermon/ Preached before His Excel- 
lency,/ The Govemour, the Honoured/ Council and 
Aflembly of the Province/ of the Maflachuletta- 
Bay in New-England,/ on the 26. of May 1703. 
At the Ele6^ion/ of Her Majefties Council 
By Solomon Stoddard, / And Paftor of 

Northampton./ Bonton:/ Printed by Bartholomew 
Green and John Allen, for B / and are to be 

Sold at his Shop under the Weft End of the/ Town 
Houfe. 1703./ Title and 'ibpp, morocco by Bedford. 
4to. (2/. 2s. 2624) 

STODDARD (Solomon). An Answer/ to some/ 
Cafes of Conl'cience/ Relpedling the Country./ Bj 
Solomon Stoddard, A.M. Paftor in Northampton./ 
l^Colophon] Boston in New-England:/ Printed by 
B. Green : Sold by Samuel Gerrilh, at his Shop 
near the/ Brick Meeting-Houfe in Corn Hill. June 
25th. 1722./ 15 pp. morocco extra by Bedford, 
4to. (2/. 2s. 2625) 

STORIES of popular Voyages and Travels; with 
illustrations. Containing abridged Narratives of 
recent Travels of some of the most popular writers 
on South America. With a preliminary sketch of 
the Geography, History, and Productions of that 
Country. New Edition. London: Whittaker, 
Treacher, and Co., moccxxx. Haif-titley title, iv 
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and 259 pp. With Engraved title, map and 3 Plates, 
Umo. {28,6d, 26^) 

STORK (Dr.) An Extract from the Account of 
East Florida, Publiflied bj Dr. Stork, who refided 
a confiderable Time in Augustine, the Metropolis 
of that Province. With the observations of Denys 
Rolle, who formed a Settlement on St. John's river, 
in the fame Province. With his Proposals to Such 
Peribns as ma^ be inclined to fettle thereon. Lon- 
don : Printed m the year mocclxvi. Title and 39 
pp,halfmor» Svo, {7s, 6d, 



STORK (William). A Description of East-Florida, 
with a Journal, kept by John Bartram of Phila- 
delphia, Botanist to his Majesty for The Floridas ; 
upon A Journey from St. Augustine up the River 
St. John's, as far as the Lakes. With Explanatory 
Botanical Notes. lUuftrated with an accurate 
Map of East-Florida, and two Plans ; one of St. 
Augustine, and the other of the Bay of Espirita 
Santo. The Third Edition, much enlarged and im- 
proved. London: W. !Nicoll, mocclxix. 2prel, 
UaveSfViiiandiO pp. ' A Journal/ etc. Title, xiiand 
36 pp. Map and 2 Plans, 4to. (8«. 6d. 2628) 

STORY (Thomas ). A Determination of the Case of 
Mr. Thomas Story, and Mr. James Hoskins, Re- 
lating to an Afiiur of the Pennfylvania Company, 
&c. London: J, Roberts, 1724. 11 pp. Unbound, 
4to, (15«. 2629) 

STOUGHTON (William). An/ Assertion/ for/ 
True and Christian/ Church-Policie :/ Wherein/ 
Certain Politike Objections made against/ the 
Planting of Pastors and Elders in/ every Conm- 
gation are sufficis/ently answered. &c./ By/ Wil- 
uam Stoughton/ Fellow of New Coll. Oxon./ and 
Magistrate of the Colony of MasWsachusets, New 
Eng./ London ;/ Printed in the Yeare, 1642./ 5 
preJ, leaves and 178 pp. The Title Written, Calf, 
4to, {tl.ls. 2630) 

SUAREZDE FIGUEROA (Christoval). Hechos/ 
de Don Garcia/ Hvrtado de Mendo9a,/ [QuatroJ 
Marques de Canete./ A Don Ivan Andres/ Hur- 
tado de Mendo9a/ su hijo Marques de Canete,/ 
Senor de las Villas de Argete/ y su partido, Mon- 
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tero mayor/ del Key nro senor, Guards/ mayor de 
laciudad/ de Cuenca, ett*./ For el Doctor Chris- 
toval/ Suarez de Figueroa./ £n Madrid, en la 
Imprenta Real./ Ano 1616./ Engraved titUy 8 preL 
teaves and 3U pp, old calf. 4to. (2/. 1^. 6d, 2631) 

Mendnu, the 4th MaranU di Canete, was CapCaln General of 
Cbilt;, and afterwards viceroy of Peru. 

SUCCINCT Account of the Treaties »id Negocia- 

tions between Great Britain and the United s^tates 

o£ America, relating to the Boundary between the 

British possessions of Lower Canada and New 

Brunswick, in North America, and the United 

States of America. [Lond<m.'\ 206 pp. Contents 1 

page. Map of North America. 8vo. (Ts. 6d. 2632) 

Privately printed, and having the autograph of the Barl of 
Anglesey. 

SUCCINCT (A) View of the Originof our Colonies, 
with Their Civil State, Founded by Queen Eliza- 
beth, Corroborated by Succeeding Princes, and 
Confirmed by Acts of Parliament; whereby The 
Nature of the Empire eftabliflied in America, And 
the Errors of various Hypotheses formed there- 
upon, may be clearly understood with Obfervations 
on the Commercial, Beneficial and Perpetual Union 
of the Colonies with this Kingdom. Being An 
Extract from an Essay lately publiihed. Entitled 
The Freedom of Speedii and Writing, &c. London : 
MDCCLxvi. Title and 46 pp. Svo. ij8.6d. 2633) 

SUMMARY (A) View of the Rights of British 
America^ Set forth in fome Resolutions intended 
fiw The Inspection of the prefent Delegates of the 
People of Virginia, now in Convention. By a 
Native, and Member of the Houfe of Burgefles. 
Williamsburg, Printed. London, Re-printed for 
G. Kearsly, 1774. 2 prel. leaves, viz. Title and 
Preface; Dedication * To the King ''pp. i> — xvi, 
Signed * Tribunus.* Text pp, 5 — 44. Half morocco. 
8w. (4s. 6d. 2634) 

SUMMARY (A) Account of the present flourishing^ 
State of the Island of Tobago, with a Plan of the 
Island. London: S. Hooper, mdcclxxvii. tv and 
Rp. 7— ao. 8w. (4s. 6d. 2635) 

SUMMERSETT (JikMSs, a Negro). The Oxtginal 
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Report of the celebrated Case of James Summersett 
which decided that American Slaves on reaching 
English ground are Free. Manuscript. 1S2 pp. 
4to. {U.lU.6d. 26S5») 

SUPREMACY (The) of the British Legislature 
over the Colonies candidly discussed. London: J. 
Johnson, mdcclxxv. 2 prel. leaves and 38 pp. Half 
morocco. 8vo. (4<. 6d. ^636) 

SUTCLIFF (Robert). Travels in some parts of 
North America, in the years 1804, 1805, & 1806, 
by Robert Sutcliff. York: C. Peacock, 1811. xi 
and ^S pp. WithGpbtes. Calf. Umo. (5«. 2637) 

SYMMES (Thomas). Utile Dulci. Or, A Joco- 
Serious Dialogue, Concerning Regular Singing: 
Calculated for a Particular Town, (where it was 
publickly had. On Friday 061. 12. 1722.) but may 
ferve fome other places m the fame Climate. By 
Thomas Symmes, Philomuficus. Boston : Printed 
by B. Green, for Samuel Gerrifli, near the Brick 
Meeting Houfe in Cornhill. 1723. Title, it and 
59 pp. Half morocco. Small Svo. {15s. 
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AILFER (Patrick). A True and 
Historical Narrative Of the Colony 
of Georgia In America, From the 
firil Settlement thereot until this 
prefent Period: Containing The 
moft authentick Fafts, Matters and 
Tranfa6tions therein ; together with 
His Majelly's Charter, Repreientations of the 
People, Letters, &c. And a Dedication to his 
Excellency General Oglethorpe. By Pat. Tailfer. 
M.D. Hugh Anderson, M.A. Da. Douglas, ana 
others, Land-holders in Georgia, at prefent in 
Charles-Town in South-Carolina. Charles-Town^ 
South-Carolina : Printed by P. Timothy, for the 
Authors, M.DCCZLi. xviii and 118 pp. naif -mar. 
Bvo. {7s, 6d, 2639) 

TALBOT (Edward Allen). Five Years Residence 
in the Canadas: Including a Tour through Part 
of the United States of America, in the Year 1823. 
By Edward Allen Talbot, Esq., of the Talbot Set- 
tlement, Upper Canada. In Two Volumes. London : 
Longman, 1824. Two Volumes, Vol. I. xvi and 
419 pp. 1 plate. Vol. II. 4mpp. 1 plate. Boards. 
Svo. {7s. 6d. 2640) 

TAMAIO DE VARGAS (Thomas). Restavracion/ 
de la Civdad del Salvador,/ i baia de Todos- 
Sanctos,/ en la Provincia del Brasil./ Por las 
Armas de/ Don Philippe iv. el Grande,/ Rei 
CathoUco/ De las Espanas i Indias, &c./ A Sv 
Magestad/ Don Thomas Tamaio de Vargas/ fu 
Chronifta./ Aiio 1628./ Con Privilegio./ En 
Madrid : Por la vivda de Alonso Martin./ 8 prel. 
leaves, the eighth blanks and 178 folioed leaves, 
* Svmma de lo Particvlar ' etc. 8 pp. Vellum, 
4to, (2/.2«. 264^) 

2 3b 
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TAXATION no Tyranny ; an Answer to the Reso- 
lutions and Address of the American Cong^ss. 
[By Dr. Samuel Johnson.] London, Cadell, 
MOCCLXxv. Halj -title, title, and 91 pp. Half' mor, 
8vo. {4s. 6d. 2642) 

TAXATION no Tyranny ; an Answer to the Reso- 
lutions and Address of the American Congress. 
The Third Edition. London: T.Cadell,MDCCLxxv. 
Half 'title, title, and 91 pp. Svo. (4s. 6d. 2643) 

TAXATION. The Pamphlet, entitled, "Taxatioa 
no Tyranny," candidly considered, and it's argu- 
ments, and pernicious doctrines, Exposed and 
Refuted. London : \V . Davis, [1775.] Half-titU, 
title, and text 132 pp. Calf extra by F. Bedford. 
8w. (2/. 2«. 2644) 

With many manittcript additions and correction!) in the luod^ 
writing of Durlie. 

TAXATION. An Answer to a Pamphlet, entitled 
Taxation no Tyranny. Addressed to the Author, 
and to Persons in Power. London: J. Almon, 
MDccLxxy. 6S pp. Svo. (4s. 6d. 2645) 

TAX ATION, Tyranny. Addressed to Samuel John- 
son, L.L.D. London : J. Bew, m.dcc.lxxv. Title 
and 80 pp. Half morocco. Svo. (4s. 6rf. 2646) 

TEMPLEMAN (Thomas). A New Survey of the 
Globe: Or, an Accurate Mensuration of all the 
Empires, Kingdoms, Countries, States, principal 
Provinces, Counties, & Islands in the World. 
The Area is given in Square Miles, by which the 
Extent, Magnitude, and true Proportion, that one 
Country bears to another, are exactly known. 
The Diftant and Separate Territories, of evenr 
Prince, and State, are colle^d togetner, and lo 
regularly plac'd. that at one View, their whole 
Dominions may be seen. The chief City, or Town, 
of every Kingdom, Province, and Island, the Lon- 
^tude, Latitude, & nearest Distance from London 
m British Miles. The Protestant Kingdoms and 
States, distinguish'd from thofe of the Roman 
Catholicks; a Comparifon between the greatnefs 
and extent of their feveral Dominions, the differ- 
ence ballanc*d and demonftrated. Also the Antient 
Perfian and Roman Empires, compared with the 
present Russian, Turkish and other great Empires : 
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And what Proportion the Known and Habitable 
Earth bears to y« Sean and unknown Parts. A 
Collection of all the Noted Sea-Ports in the World, 
(hewing in what Country they are, & to whom 
Subje^ with their Longitude, Latitude, and dif- 
tance from the Port of London, b^ Sea ; Alfo the 
Settlements & Factories, belonging to the Eng- 
lish, Dutch, French, Portuguele, Spaniards, &c. 
in the East and West- Indies, Africa, and other 
Parts. With Notes Explanatory & Political, 
wherein the Number of People in all y« principal 
Countries and Cities of Europe are severally cal- 

. culated from the Number ot Houses or Bills of 
Mortality. By Thomas Tern pieman of S*. Edmunds- 

' Bury, SuflTolk. Engraved by T. Cole in Great 
Kirby Street Hatton Garden London, [1776?] 
Engraved title, * To the Hon"*** James Reynolds, 
Efq ;' etc. 1 page. Introduction, List of SuhscrU)ert 
and Table x pp. Plates numbered 1 to 35. Old calf. 
Oblong 4tg. {15s. 2647) 

TENNENT (Gilbert). The Neceffity of holding 
fall the Truth reprefented in Three Sermons on 
Rev. iii. 3. Preadied at New- York, April 1742. 
With an Appendix, Relating to Errors lately 
vented by fome Moravians in thofe Parts. To 
which are added, A Sermon on the Prieftly-OfiSce 
of Chrift, And another, On the Virtue of Charity. 
Toofether with A Sermon of a Dutch Divine on 
takmg the little Foxes ; faithfully tranflated. By 
Gilbert Tennent, M.A. Minifter of the Gofpel at 
New-Brunfwick, in New-Jerli^. Boston: Printed 
and Sold by S. Kneeland and T. Green in Queen- 
Street, over againll the Prifon. Mdccxliii. Title, 
vi and 110 pp. *■ Two Sermons ' etc. Title and 37 
pp. ' A Sermon By Abraham Hellenbrock,' etc. 
TitUandSlpp. 8vo. {10s. 6d. 2648) 

TENNENT (Gilbert). Sermons on Important 
Subjects; adapted To the Perilous State of the 
British Nation, lately preached in Philadelphia. 
Bv Gilbert Tennent, A.M. Minifter of the Gospel. 
Philadelphia: Printed by James Chattin, at the 
Neweft-Printing-Office, on the South Side of the 
Jerfey-Market. 1768. xxxvii pp. one blank leaf, 
and text 4it5 pp. Calf extra by F, Bedford. 
8iw. {15s. 2649) 
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TERNAUX-COMPANS (Hehw). Notice sor la 
Colonie de la NoayeUe Saede. Par H. Temaaz- 
Compans. Pom. Aithar Bertrand, 1843. Half- 
title, titie, text 99 pp. and map. Half morocco. 
8i». (5«. «650) 

TESTIMONY (The) of die People caUed Quakers, 

SVen forth bj a Meeting of the ReprefeatatiYes of 
d People, in Pennsjlvania ana New-Jenejr, 
held at Pniladelphia the twenty-fourth Day of the 
fiift Month, 1775. Signed 'James Pemberton.' 
SingU sheet. Folio. (&. 6c2. 2651) 

THACHER (Peter). A Sermon, preached to the 
Society in Brattle Street, Bofion, Noyember 14, 
1790. And occasioned by the Death of The Hon. 
James Bowdoin, Efq. L.L.D. F.R.S. Lately Go- 
yemor of the Commonwealth of Massachusetts. 
By Peter Thacher, A.M. Pastor of the Church in 
Brattle Street. Printed at Boston, by I. Thomas 
and £. T. Andrews, Faust's Statue, ^o. 45, New- 
bury Street. MDCCXCi. 27 pp. Half morocco. 
4to. (4«.6d. 2653) 

THATCHER (B. B.) Indian Biography or an 
Historical Account of those indiyidnals who haya 
been distinguished among the North American 
Natiyes as Orators, Warriors, Statesmen, and 
other remarkable Characters. By B. B. Thatcher, 
Esq. In Two Volumes. New- York: J. & J. Harper, 
1832. Two Volumes. Vol. I. Title and pp. 5—324. 
With plate, and Portrait of Red Jacket. Vol. II. 
Title and pp. b— mo. 12mo. (5s. 2653) 

THEVENOT (Melchbadec). Recueil/ de Voy- 
ages/ de MV Thevenot/ Dedie au Roy./ A 
Paris,/ Chez Estienne Michallet/ rue S. Jaques a 
r Image S. Paul./ m.dc.lxxxi./ Avec Privile^ 
du Roy./ Title, on the reverse * Suite du Recueil.' 
and 16 pp. Map at page 10. ' D^couyerte de quel- 
ques pays et Nations de 1' Amerique Septentrionale.' 
43 pp. with ' Carte, etc. 1673.' ^Voyage d'un Am- 
bassadevr que le Tzaar de Moscoyie enyoya par 
Terre a la Chine V Annee 1653. 18 pp. < Explica- 
tion des Lettres de la Figure iuiyante.' 2 pp. toith 
map. * Discours sur TArt de la Navigation,' etc. 
32 pp. ' Histoire ^t'aturelle de I'Ephemere.' 20 pp. 
* Table ' etc. engraved figures IS pp. with 2 folded 
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plates. ' Histoire Naturelle du Cancellus, on Ber- 
nard rHermite, Reprefentte par Figures.' 8 pp, 
fcith plate. ' Le Caoinet de Mr. Svvammerdam, 
Docteur en Medecine,' etc. 16 pp. Old calf. 
800. (51.59. 2654) 

ThU little voliine Is particularly valued on account of its contaln- 
ioir Father Marquette's Relation of Ills voyaj^e down tlie MiMis- 
•Ippi River in |973» with Uie map of bis route, &c. 

THEVET (Andrew). Historia/ dell' India Ame- 
rica/ detta Altramente/ Francia Antartica,/ di M. 
Andrea Tevet ;/ Tradotta di Francese in/ Lin?va 
Italiana, da/ M. Givseppe Horologgi./ Con Fri- 
▼ilegio./ In Vinegia Appresso Gabriel/ Giolito 
de' Ferrari/ mdlxi./ 16 prel. leaves; viz. Tittey re- 
verse blankj * All' lUystriss. et Eccellentissimo Sig- 
nore, II Signer Paolo Giordano Oraino, Givseppe 
Horologgi/ 14 pp. 'Tavola' 16 pp. Text 363 pp. 
* Registro ' 1 pagtyfollmoed by one leaftvith Printer's 
device. Vellum. Small Svo. (2/. &. 2655) 

THEVET (Andrew), f The New/found worlde. 
or/ Antar6like, wherin is contai-/ned woderful ana 
ftrange/ things, as well of humaine crea^/tures, as 
fiea&s, Fiihes, Foules, and Ser-/pents, Trees, 
Plants, Mines of/ Golde and Siluer: garnished 
with/ many learned aucthorities,/ trauailed and 
written in the French/ tong, by that excellent 
learned/ man, mafter Andrevve/ Thevet./ And 
now neyvly tranflated into Englifhe,/ wherein is 
reformed the errours of/ the anncient Coimo-/gra- 
phers./ % Imprinted at London^/ by Henrie i&n- 
neman, for/ Thomas Hacket./ And are to be fold 
at his (hop in Poules Church/ yard, at the figne of 
the Key./ [Colophon] * % Imprinted at Loncton, in 
Knight'/rider Itrete, by Henry Bynneman, for/ 
Thomas Hacket./ 1568./ 8 prel. leaves ; viz. Title 
in a broad type metal border^ the reverse blanks ' % To 
the right honorable Sir Henrie Sidney. Knight of 
the moft Noble order of the Garter, Lorae Prelident 
of Wales, and Marches of the fame, Lord Deputie 
Generall of the Queenes Maiefties Realme or Ire- 
land. Your humble Orator Thomas Hacket wiiheth 
the fauoure of God, lonf and happy life, encreafe of 
honor, continuall health and felicitie.'4p/>. *% An 
Admonition to the Reader.' 1 page. *• In prayfe of 
the Author.' 1 page, < 1[ To my Lord the Right 
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reuerend Cardinall of Sens, keper of the great 
feales of France : Andrew Theuet mfheth peace 
and felicitie.' 8 pp. Text IS^ folmd Uavet, * < The 
Table of the Chapters of this prefent Boke.* 4 pp. 
Fine copy. 4to. (lOi. 10s. 2656) 

THEY Run and We Run Written on the late En- 
c^agement between Admiral Keppel & the Due de 
Chartres Julj 27«*». 1778 off Ushant. A song, with 
music. Single sheet, half mor. Folio, {3s, 6d, 2657) 

THOM (Adam). The Claims to the Oregon Terri- 
tory considered. By Adam Thorn, Esq., Recorder 
of Rupert's Land. Lojidon : Smith, Elder and Co., 
1844. wand 44! pp, Svo, {^s, 6d. S658) 

THOMAS (Dalby). An/ Hiftorical Account/ of 
the/ Rife and Growth of the/ Weft-India/ Colo- 
nies,/ And of the Great Advantages they/ are to 
England, in refpetl/ to Trade/. Licenced Accord- 
ing to Order/. London,/ Printed for Jo Hindmarih 
at the Golden- Ball, over/ againli the Royal-Ex- 
change. 1690./ S preL leaves and 53 pp. HalJ calf. 
4to. (1/. lis. 6d. 2659) 

THOMAS (Gabriel). An Hiftorical and Geogra- 
phical Account/ of the/ Province and Country/ 
of/ Pensilvania ;/ and of/ Weft-New- Jerfey/ in/ 
America./ The Richnels of the Soil, the Sweetnefs 
of the Situation,/ the Wholefomenefs of the Air, 
the Navigable Rivers, and/ others, the prodigious 
Encreafe of Com, the flourifliing/ Condition of the 
City of Philadelphia, with the ftately/ Buildings, 
and other Improvements there. The ftrange/ 
Creatures, as Birds, Beafts, Fiihes, and Fowls, 
with tlie/ feveral Ibrts of Minerals, Purging Waters, 
and Stones,/ lately difcovered. The Natives, 
Aborigines,/ their Lan-/guage, Religion, Laws, 
and Cuftoms ; 'J he firft Planters,/ the Dutch, 
Sweeds, and Englilh, with the number of/ its In- 
habitants ; As alio a Touch upon George Keith's/ 
New Religion, in his fecond Change fince he left 
the/ Quakers./ With a Map of both Countries./ 
By Gabriel Thomas,/ who refided there about 
Fifteen Years./ London, Printed for, and Sold by 
A. Baldwin, at/ the Oxon Arms in Warwick- Lane, 
1698./ 4 preL leaves followed by fttap and* Hifbry 
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of Penfilvania,' 55 fp. * History of New- Jersey/ 
6preL leaves and 34 pp, 8vo, (1/. Il5. 6d. 2660) 

THOMAS (Pascoe). A True and ImpartialJoumal 
of a Voyaee to the South - Seas, and Round the 
Glohe^ In His Majesty's Ship the Centurion, Under 
the Command of Commodore George Anfon. 
Wherein All the material Incidents auring the 
faid Voyage, from its Commencement in the Year 
1740 to its Conclufion in 1744, are fully and faith- 
fully related, having been Committed to Paper at 
the Time they happen'd. Together with fome 
hiflorical Accounts of Chili, Peru, Mexico, and the 
Empire of China; exa6t Defcriptions of fuch 
Places of Note as were touch'd at. And Variety 
of occafional Remarks. To which is added, A 
large and General Table of Longitudes and Lati- 
tudes, afcertain'd from accurate obfervations, or 
(where thole are wanting) from the beft printed 
Books and Manufcripts taken from the Spaniards 
in this Expedition: Alfo the Variations of the 
Compafs throughout the Voyage, and the Sound- 
ings and Depths of Water along the different 
Coails: And laftly, several curious Observations 
on a Comet feen in the South Seas, on the Coaft of 
Mexico. By Pascoe Thomas, Teacher of the Ma- 
thematicks on board the Centuiion. London, S. 
Birt. MDCCXLV. 8 prel. leaves and 347 pp. Appen- 
dix 39 pp. Old calf. Svo, (10s. 6d. 2661) 

THOMPSON (Thomas). An Account of Two 
Missionary Voyages By the Appointment of the 
Society for the Propagation of the Gofpel in 
Forei^ Parts. The one to New Jersey in North 
America, the other from America to the Coall of 
Guiney. By Thomas Thompson, A.M. Vicar of 
Reculver in Kent. London: Benj. Dod, Mdcclviii. 
2 prel. leaves and 87 pp. bvo. {10s. 6d. 2662) 

THOROWGOOD (Thomas). lews in America,/ 
or,/ Probabilities/ That the Americans are of/ that 
Race./ With the removall of fome/ contrary rea- 
fonings, and earneft de/fires for effetluall endea- 
vours to make them Chriltiau./ Propofed by Thp: 
Thorovvgood, B.D. one of the/ Aliiembly of Di- 
vines./ London, Printed by W. H. for Tho. Slater, 
. (ind are.be to fold/ at his (hop at the figne of the 
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Angel in Duck lane, 1650./ 20 preL leaves; vis. 
TitUj the reverse blank, * To tbe Honovrable Knights 
and Gentlemen that have reiidence in, and relation 
to the County of Norfolk, Peace, from the God of 
Peace.' 14 pp. * The Prefece to the Reader.' 8 pp, 
* An Epiftolicall Difcourfe Of Mr. lohn Dviy, To 
Mr. Thorowgood/ 16 pp. Text 139 pp. Half mo- 
rocco, 4to. (4/. 48. 2663) 

THOROWGOOD (Thomas). Jews/ in/ America,/ 
or/ Probabilities, that thofe Indians are/ Jadaical, 
made more probable by fome Ad-/ditional8 to the 
former Conjedtures./ An Accurate Discourse is 
premifed of/ Mr. John Elliot, (who firft preached 
the Gofpel/ to the Natives in their own Language) 
touching/ their Origination, and his Vindication of 
the/ Planters./ Tho. Thoroweood S. T. B. Nor- 
folciencis./ London,/ Printed for Henry Brome at 
the Gun in Ivie-lane. 1660./ 5 prel, leaves; viz. 
Title, reverse 6/awA;, * To the King's Most Excellent 
Majesty.' 8 pp ,* * To the Noble Knights, Ladies, 
and Gentlemen of Norfolk,' etc. 33 pp. ' Jey ves in 
America. Summe of the firft Treatile.' ^vp; half' 
title, * Jewes in America.' * The learned Conjec- 
tures of Reverend Mr. John Eliot touching the 
Americans,' etc. 28 pp. ' Chap. I. A short Difcourfe, 
concerning the New World, or America." 67 pp. 
4to. (4/.4(. 2664) 

THOUGHTS on Trade in General, our West-Indian 
in Particular, our Continental Colonies, Canada, 
Guadaloupe, and the preliminary Articles of Peace. 
Addressed to the Community. London: John 
Wilkie, MDccLxiii. 86 pp; dated^ December 1762,* 
and signed ^ Ignotug,* half nun-. Qvo, (4s. 6d, 2665) 

THOUGHTS on the Origin and Nature of Govern- 
ment Occafioned by The late Dilputes between 
Great Britain and her American Colonies. Written 
in the Year 1766. London : T. Becket and P. A. 
de Hondt, mdcclxix. 64 pp. Half morocco. 
Svo. {4s. 6d. 2666) 

THOUGHTS on the Cause of the present Discon- 
tents. The Fourth Edition. London, J, Dodsley, 
MDCCLXX. Ttt^ and 118 pp. Half morocco, 
evo. (5s. 6d. 2667) 
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THOUGHTS on tbe Late Transactions respectine 
Falkland's Iflands. [By Dr. Samuel Jonnson.J 
London: T. Cadell, mocclxxi. Title and 75 pp. 
Half morocco, Qoo. {4*.6d, .S668) 

THOUGHTS on the Late Transactions respecting 
Falkland's Iflands. The Second Edition. London: 
T. Cadell, mdcclxxi. Ha If -title , tit by and 75 pp. 
Half morocco, Svo, (4s. 6d, 



THOUGHTS on the Late Transactions respecting 
Falkland's Iflands. London: Printed, New- York: 
Re-printed, by H. Gaine, at his Book-Store and 
Printing-Office, . at the • Bible and Crown, in 
Hanover-Square. M, dcc, lxxi. 48 pp. Half mo- 
rocco. Quo, {78, 6d, fi670) 

THOUGHTS on the Act For making more Effeaual 
Proviiion for the Government of the Province of 
Quebec. London: T. Becket, mdcclxxi v. Title 
anWpp. 5-39. Half morocco, Svo. (5s. 6<2. 2671) 

THOUGHTS upon the Political Situation of the 
United States of America, in which that of Massa- 
chusetts Is more particularly confidered. With 
some Observations on the Constitution for a Federal 
Government. Addressed to the People of the 
Union. By a Native of Boston. Printed at 
Worcester, Massachusetts, by Isaiah Thomas. 
MDCCLxxxviii. 209 pp. (7». 6rf. 9672) 

THOUGHTS On Civilization, And the gradual 
Abolition of Slavery in Africa and the Weft Indies. 
Printed for J. Sewell, No. 32, CornhUl. [London, 
1790?] 12 pp. Halfmor, Sua. (3». 6rf. 2673) 

THOUGHTS on the Canada Bill, now depending in 
Parliament. London : J, Debrett, m.dcc.xci. Half- 
titleftitle,and50pp. half mor. Quo, {4s, 6d, 2674) 

THREE Letters to a Member of Parliament. On 
the Subject of the Present Dispute with our Ame- 
rican Colonies. London, T. Ix)wndes, mdcclxxv. 
Title and 74 pp, Halfmor, 8vo, {4*,6d, 2675) 

THROOP ("Benjamin). Religion and Loyalty, the 
Duty ana Glory of a People ; Illustrated in a 
Sermon. From 1 Peter 2. 1 7. Preached before the 
General Assembly of the Colony of Connecticut, 
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at Hartford, On the Day of the Anniverfary 
Eleftion, May 11th, 1753. By Benjamin Throop, 
A.M. Pailor of a Church in Norwich. New-Lon- 
doui Printed by Timothy Green, Printer to the 
Governor and Company, Mdcclviii. Title and 
pp,5'S7, 12mo. {7$,6d, 2676) 

THUMB (Thomas). The Monster of Monsters : A 
true and faithful Narrative of a moil remarkable 
Phaenomenon lately feen in this Metropolis ; to the 
great Surprize and Terror of His Majesty's good 
§ubje6ts : Humbly Dedicated to all the Virtuofi of 
New-England. ByThomas Thumb, Elq. [Boston], 
Printed in July 1754; 24 pp. lied morocco gilt, 
12mo. (2/. 2s. 2677) 

THYSIUS CAntovius). Antonii Thysii JC./ His- 
toria N avail's,/ Sive/ Celeberrimorvni/ Praeliorum,/ 
quae/ Mari ab antiquifiimis temporibus ufque ad 
Pacem Hi-/fpanicum Batavi, Fcederatiq; Bel^, 
utplurimum vi6iores/ geifcrunt, luculenta defcrip- 
tio./ Lugduni BatavorumJ Ex Officina Joannis 
Maire, clo Ioclvii./ 4 prel. leaves, 305 pp. and 7 
pp. of Index. Calf extra. 4to. {11. U. 2678) 

TITFORD (W. J.) Sketches towards a Hortus 
Botanicus Americanos ; or, Coloured Plates (with 
a Catalogue and concise and familiar description 
of many species) of New and Valuable Plants of 
the West indies and North and South America. 
Also of several others. Natives of Africa and the 
East Indies : Arranged after the Linnaean System. 
With a concise and comprehensive Glossary of 
terms, prefixed, and a general Index. By W. J. 
Titford, M.D. Corresponding Member of the So- 
ciety for the Encouragement of Arts, &c. London : 
Printed for the Author, by C. Stower, Hackney : 
1811. 15 prel. leaves including colored Frontispiece, 
and pp. 4-137. 17 colored plates; Text to plates 
30 pp. English Index, 4 pp. Addenda, iv pp. List 
of Subscribers, 4 pp. 4to. {10s. 6d. 2679) 

TJASSENS ( Joiian). Zee-Politie,/ Der/ Vereenigde 
Nederlanden,/ Vertoont in een Tafel,/ Ende in 
twee Boecken belbhreven./ door/ Johan Tjassens,/ 
Waer achter gevoeclU zijn eenige Saecken tot 
on-/derrechtnge, en Kenniife, tot de Politic die- 

.i nende. In 'sSjaven-Hage,! By Johan Vely Boeck- 



d by Google 



Bihliotheca Americana. 731 

rerkooper, A®. 1669./ 24 prel, leaoe$ and 391 pp. 
Large paper. Vellum, 4to, (2L 2s. 2680) 

TOUCH STONE (A) for the Clergy. To which is 
added, a Poem, wrote By a Clergyman in Virginia, 
In a Storm of Wind and Rain. Printed in the 
Year 1771. 16 pp. 8vo, (4s. 6d. 2681) 

TRACTS (Select) relating to Colonies. Consisting 
of I. An Effay on Plantations. By Sir Francis 
Bacon Lord Chancellor of England. II. Some 
Paifases taken out of the Hiftory of Florence, &c. 
III. A Treatile. By John De Witt Penfioner of 
Holland. IV. The Benefit of Plantations of Colo- 
nies. By William Peun. V. A Difcourfe con- 
cerning Plantations. By Sir Joaiah Child. Lan- 
doriyJ, Roberts. 4 prel, leaves and 40 pp. Unhouiid, 
Svo. (7s. 6d. 2682) 

TRATADO de Amistad, Lf mites y Navegacion con- 
cluido entre el Rey Nuestro Senor y los Estados 
Unidos de America : Firmado en San Lorenzo el 
Real a n de Octubre de 1795. Madrid, 1796. 
Title and 54 pp. In double columnSy in Spanish and 
English, * Modelo del Pasaporte ' (2). Half morocco. 
4to. (7s. 6rf. 2683) 

TRAVELLER'S DIRECTORY (The), and Emi- 
grant's Guide ; containing general descriptions of 
different routes through tne States of New- York, 
Ohio, Indiana, Illinois, and the Territory of Mi- 
chigan, with short descriptions of the Climate, 
Soil, Productions, Prospects, &c. Buffalo: Steele 
& Faxon. 1832. 82 pp. ContenU 2 pp. Boards. 
12ino. (9s. 6d. 2684) 

TRAVELLER'S GUIDE (The) to America; com- 
prehending a concise and accurate description of 
the Western States of Alabama Mississippi, Lou- 
isiana, Tennessee, Kentucky, Michigan, Indiana, 
Missouri, and the Territory of Illinois, with neces- 
sary instructions and advice to Settlers and Emi- 
grants, also, an Account of Upper and Lower 
Canada, With much useful Information concerning 
the State o£ the Country, Soil, Provisions, &c. 
and Two Letters from Mr. Emmett, Containing 
interesting and valuable remarks on the State of 
Society, pointing out those Trades and qualifica- 
tions which prove most advantageous in the United 
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States. Cork: John Bolster, Patrick Street 1818. 
71pp. 12mo. {4*.6d. 2685) 

TRAVELS (The) Of feveral Learned Missionera of 
the Society of Jesus, into Divers Parts of the 
Archipelago, India, China, and America. Con- 
taining a general Defcription of the moft remar- 
able Towns ; with a particular Account of the 
Cuiloms, Manners and Religion of thofe feveral 
Nations, the whole interfpers d with Philofophical 
Obfervations and other curious Remarks. Tranf- 
lated from the French Original publi(h*d at Paris 
in the Year 1713. Londvn : R. GofliDg, mdccxiv. 
8 prel. leaves and 336 pp. IndeXy Books rrinted, etc. 
16 pp. 2 plates at pp. 176 and U5. Old calf . 
Qvo, (7s. 6d. 2686) 

TRAVELS in North America. Dublin: Printed by 
Brett Smith, Mary-Street. 1824. 180 pp. inclu- 
ding Frontispiece and Title ; woodcuts on pp, 93, 123, 
140,145. 12/iu>. (2«.6rf. 2687) 

TREATIES/ (Several)/ of/ Peace and Commerce/ 
Concluded between the late/ King/ Of Blefled Me- 
mory Deceal'ed,/ and other/ Princes and States ;/ 
with/ Additional Notes in the Margin, Referring/ 
to the feveral Articles in each Treaty, and a Table./ 
Reprinted and Publiihed by His Majeilies/ Efpecial 
Command./ London/ Printed by His Majeilies 
Printers, and fold by/ Edward Poole at the Sign 
of the Ship over a-/gainli the Royal Exchange. 
1686./ 2 prel. leaves ; viz. Title, reverse blank, < Table 
of the Treaties.' lpa^«. Text 269 pp. Half morocco. 
4to. {10s. 6d. 



TREATIES. A General Colledion of Tream De- 
clarations of War, Mauifeftos, and other Publick 
Papers, Relating to Peace and War, Among the 
Potentates of Europe, from 1648 to the prefent 
Time. Particularly The Treaty of Muniler 1648. 
The Pyrenean Treaty, with the French King's and 
the Infanta's Renunciation of the Spaniih Domi- 
nions, 1659. The Sale of Dunkirk 1662. The 
Peace betwixt England and France, and England 
and Holland in 1667. The Treaty of Aix-la-Cha- 
pelle. The Triple League 1668. Treatys of Com- 
merce between England, France, Spain and Hol- 
land. Treaty of Nimeguen 1678. Defenfive Alliance 
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betwixt England and Holland 1678./' Declarations 
of War bj the Allys againft France 1688, 1689 and 
1702. The firfl Grand Alliance 1689. Thefeparate 
Peace betwixt France and Savoy 1696. Treaty of 
Refwick 1697. Treatys of Partition 1698, &c. 
The fecond Grand Alliance. Treaty for fecuring 
the Hanover Succeffion. Ufur^tions of France 
fince the Treaty of Munfter. The Riofht of the 
Crown of England to Hudfon's-Bay. With many- 
others, to be feen in the Contents. To which is 
prefix d, An Hiftorical Account of the French 
King's Breach of the mofl Solemn Treatys. Lon- 
don : J. Darby 1710. 4Aand^y^pp, Old calf. 
Svo, {7$,6d. 2689) 

TREATIES. A General Collection of Treabrs, De- 
clarations of War, Manifeftos, and other rublick 
Papers, relating to Peace and War. In Four 
Volumes, etc. The Second Edition. London : J. J. 
and P. Knapton, etc, h.dcc.xxxii. Four Volumes, 
Vol. I. 32 and 448 pp. Vol. II. xiiif Errata i, and. 
560 pp, * The Contra6t of Marriage of the moft 
Chriltian King with the moll Serene Infanta, eldeft 
Daughter of the Catholick King. The 7th of No- 
vember, 1659.* 23 pp. Vol. III. xxxix and 492 pp. 
Vol. IV. 4 prel, leaves and 458 [490] pp, * Cata- 
logue * ete. 13 pp. Old calf, 8w. (1/.1«. 2690) 

TREATISE (A) on the Cotton Trade: In twelve 
Tetters. Addressed to the Levant Company, West- 
India Planters, and Merchants. By Experience. 
Printed for the Author, London ; [17— J. Half- 
title, title, Hi to viand 63 pp, 12mo. Is*, 6d, 2691) 

TREATY/ Of Peace,/ Good Correfpondence & Neu- 
trality/ in/ America,/ Between the moft Serene 
and Mighty Prince/ James 11./ By the Grace of 
God,/ King of Great Britain, France and Ireland,/ 
Defender of the Faith, &c./ And the moft Serene 
and Mighty Prince/ Lewis XIV./ The Moft 
Chriftian Kmg :/ Concluded the fg^h ]3ay of No- 
vemb. 1686./ Publifhed by His Majefties Com- 
mand./ In the Savoy : Printed by Thomas New- 
comb, One of/ His Majefties Printers, moclxxxvi./ 
20 pp. half morocco, 4to. {7s, 6d, 2692) 

TREATY (The) Held with the Indians of the Six 
Nations at Philadelphia, in July 1742. To which 



d by Google 



734 Blhlioiheca Americana* 

is Prefixed An Account of the firft Confederacy of 
the Six Nations, their prefent Tributaries, De- 
pendents, and Allies. London: Re-printed. T. 
SowleRaylton and Luke Hinde, [1743?] xiiand 
36 pp. Half morocco, 8i». (10s. 6^. 2693) 

TREATY of Amity, Commerce, and Navipttion, 
between His Britannic Majesty and the United 
States of America ; by their President, with the 
advice and consent of the Senate, Nov. 19, 1794. 
London: J. Debrett, 1795. 25 pp. Half morocco. 
8tM>. (2s. 6d, 2694) 

TROTT (Nicholas). The Laws of the Britifli Plan- 
tations in America, Relating to the Church and 
the Clergy, R«ligion and Learning. Collected in 
One Volume. By Nicholas Trott, LL.D. Chief 
Juflice of the Province of South-Carolina, Lon- 
don : B. Cowse. Mdccxxi. 13 prel. leaves and 435 
pp. Large paper. Calf. Folio. {11. lis. 6rf. 2695) 

TRVE (The)/ Relation/ of that vvor-/thy Sea Fight, 
which/ two of the Eaft India Shipps, had/ wifli 4 
Portingals, of great force and bur-/then, in the 
Periian Gulph./ With the Lamentable/ Death of 
Captaine Andrew/ Shilling./ With/ other Memo- 
rable Ac-/cidents, in that/ Voiage./ Printed this 
2. of luly./ London./ Printed by I. D. for Na- 
thaniel Newbery and William/ Sheffard, and are 
to be fold in Popes-head Alley./ 1622./ Title, 
and22pp, 4to. (2/. 2s. ^ 



TRUE (A) .State Of the Prefent difference between 
the Royal African Company, and the Separate 
Traders : Shewing The Irregularities and Impofi- 
tions of the Joint-Stock Managers ; the Uieleinefs 
of their Forts; the Expence they are at in the 
Maintenance of the fame ; the Charge of fupjporting 
them in a Condition of Defence; the vait Sums 
they have receiv'd by the Ten per Cent. Duty in 
order thereunto, and what has been mifapply^ to 
their own private Ufes ; the Advantages and Rea- 
fonablenefs of an Open Trade to Africa; and, 
laftly, the Danger of an Exclufive Trade, not only 
to the Traders of South and North Britain, but, to 
our American Plantations. Written by a True 
Lower of his Country, and humbly fubmitted to 
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• the Wife Confideration of Both Houfes of Parlia- 
ment. London : Printed in the Year 1710. 40 pp. 
With plan at page 5, 4to, (10s. 6d. 2697) 

TRUE (A) Account of the Aloe Americana or 
Africana, Which is now in Blossom in Mr. 
Coweirs Garden at Hozton; Which is upwards 
of Twenty Foot high, and has already put forth 
Thirty Branches for Flowers, all upon one Stem, 
Twelve whereof are already fairly Opened and 
Blown out. As also Of Two other Exotick Plants, 
cairdj the Cereus, or Torch-Thiftle, Which have 
likewife put forth their Bloflbms in Mr. Cowell's 
(aid Garden. The like whereof has never been 
feen in P2ngland before. London: T. Warner, 
1729. 4 prel. leaves and text 44 pp. With copper- 
plate of tlie Torch-Thistle at page 40. Half morocco. 
Qvo. (78. 6d. 2698) 

TRUE (A) State of the Case Between the Britilh 
Northern-Colonies and the Sugar Islands In Ame- 
rica, Impartially Confidered, With Refpe6t to the 
Bill now depending in the Right Honourable the 
Houfe of Lords, Relating to the Sugar Trade. 
M.DCC.xxxii. Title and text 46 pp. Half morocco, 
4to. {108. 6d. 2699) 

TRUE (A) and Particular Relation Of the Dreadful 
Earthquake Which happen'd At Lima, the Capital 
of Peru, and the neighbouring Port of Callao, On 
the 28th of October, 1746. With an Account Uke- 
^nfe of every Thing material that paiTed there 
afterwards to the end of November following. 
Publilhed at Lima by Command of the Viceroy, 
And Tranflated from the Original Spaniih, By a 
Gentleman who refided manv Years in thofe 
Countries. To which is added, A Description of 
Callao and Lima before their Deibniction ; and of 
die Kingdom of Peru in general, with its Inhabi- 
tants ; fetting forth their Manners, Culloms, Reli- 
gion, Government, Commerce, &c. Interfberfed 
with Paffages of Natural Hiltory and phjfiological 
Difquilitions ; particularly an Enquiry into the 
Cause of Earthquakes. The Whole illulirated with 
a Map of the Country about Lima, Plans of the 
Road and Town of Callao, another of Lima; and 
feveral Cuts of the Natives, drawn on the Spot 
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by the Tranflator. The Second Edition. London : 
T. Osborney mdccxlviii. xxiii and text 341 pp. 
Map of Lima, and plates numbered 1 to IX, Old calj, 
8w. {7s,6d, f700) 

TRVE (The) Sentiments of America : Contained in 
a Collection of Letters sent from the Hovse of 
Representatives of the Province of Massachysetts 
Bay to several Persons of High Rank in this 
Kingdom. Togjether with certain Papers relating 
to a svpposed Libel on the Governor of that Pro- 
vince and a Dissertation on the Canon and the 
Fevdal Law. London, I. Almon, 1768. Title, 
' The following relblution ' etc, 1 page : Text pp. 
5-158. Half morocco, 8vo, (J$,6d. 2701) 

TRUE (The) Conftitutional Means For putting an 
End to the Disputes between Great- Britain and 
her American Colonies. Londoti, T. Becket and 
P. A. De Hondt, mdcclxiz. Title and 38 pp. 
Half morocco, Svo, {4s, 6d. 2702) 

TRUTH Triumphant or a Defence of the Church of 
England, against The Second Solemn League and 
Covenant, published under the Title of the Glorious 
Combination &c. With Addresses to the Members 
of the Dutch Churches, and To all Friends of Re- 
ligion, Liberty, and Peace. New-York, hocclxix. 
Title, Preface, and text 64 pp. Half morocco, 
4to. (1/. 1*. 2702*) 

TRUMBULL (John). Autobiography, Reminis- 
cences and Letters of John Trumbull, from 1756. 
to 1841 . New- York & London ; Wiley and Putnam. 
New-Haven : B. L. Hamlen. 1841. xvi and 439 
pp» With ^plates. Qvo, {78.6d, 2703) 

TRYON (Thomas). Tryoa*s Letters, Domeftick 
and Foreign, To feveral Perlbns of Quality : Occa- 
fionally diltributed in Subjeds, Viz. Philofophical, 
Theological, and Moral. By Tho. Tryon. Author 
of the Way to Health, Long Life^ and Happinels. 
London: Geo. Conyers, and Ehz. Harris, 1700. 
Title and ^40 pp, Qvo, (10s. 6(2. 2704) 

TRYON (Thomas). Tryon *s Letters upon Several 
Occaiions. viz. 1. Of Hearing. 2. Of Smelling. 3. 
Of Tafting. 4. Of Seeing. 5. Of Feeling. 6. Of 
the Making of Coal-Fires. 7. Of the Making of 
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Bricks, TyleB, &c. 8. Of Religion. 9. OfDropfies. 
10. Of various Opinions in Religion. 11. Of die 
Humanity of Chrift. 12. Of an Afflicted Mind. 
13. Of Faith, Hope and Charity. 14. Of God's 
Permiffion for Killing and Eating of Beafls. 15. 
Of a Soldier's Life. 16. Of the Fountain of Dark- 
ness. 17. Of the Fountain of Love and Light. 18. 
Of Cleannefs. 19. Of Flefti-Broaths. &c. 20. Of 
the Right and Left Hands. 21. Of Corpulency of 
the Body. 22. Of Fevers. 23. Of Education. 24. 
Of Smells. 25. Of Predeftination. 26. Of Death. 
27. Of Judicial Astrology. 28. Of Perpetual Mo- 
tion. 29. Of Mufick. 30. Of Languages. 31. Of 
Times for Eating. 32. To a Planter of Sugar. 33. 
To a Gentleman in Barbadoes. 34. To a Planter, 
about the Manufa6tury of Cotton. 35. Of the 
Making of Sugar. 36. Of the Burial of Birds. S7, 
Of Fermentation. By Tho. Tiyon. Author of the 
Way to Health, Long IJfe, and Happinefs. Lon- 
don: Geo. Conyers, and Eliz. Harris, 1700. 7 
pre/. Uavei and 240 pp. 8vo. (7«. 6d, 2705) 

TUCKER (George). The Life of Thomas Jefferson, 
Third President of the United States ; with parts 
of his Correspondence never before Published, 
and notices of his Opinions on Questions of Civil 
Government, National Policy, and Constitutional 
Law. By George Tucker, Professor of Moral 
Philosophy in the University of Virginia. In Two 
Volumes. London : Charles Knight, mdcccxxxvii. 
Two Volumes, Vol. 1. xxii and 612 pp. Portrait of 
Jefferson, Vol. II. a: and 587 pp. Cloth boards. 
8w. (10«.6d. 2706) 

TUCKER (John). A Sermon Preached at Cam- 
bridge, before bis Excellency Thomas Hutchinson, 
Efq; Governor: His Honor Andrew Oliver, Efq; 
Lieutenant-Governor, The Honorable His Ma- 
jesty's Council, And the Honorable House of Re- 
presentatives, of the Province of the Maflachufetts- 
Bay in New-England, May 29th. 1771. Being 
the Anniverfary lor the Election of His Majestv^ 
Council for faid Province. By John Tucker, A.M. 
Pallor of the Firft Church in Newbury. Boston : 
New -England: Printed by Richara Draper, 
Printed to His Excellency the Governor, and the 
Honorable His Majelly's Council, mocclxxi. 63 
pp. Half morocco. 8vn. {7s, 6d. 2707) 
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TUCKER (Josiah). An Humble Addreea and 
earnest Appeal to those respectable personages in 
Great-Bntain and Ireland, who, by their great 
and permanent interest in Landed property, their 
liberal education, elevated rank and enlarged 
views, are the ablest to judge, and the fittest to 
decide, whether a connection with, or a separation 
from the Continental Colonies of America, be most 
for the national advantage, and the lasting benefit 
of their Kingdoms. By Josiah Tucker, D. u . Dean 
ofGlocester. Glocester: R. Raikes, m.dcc.lxxv. 
93 pp. *■ An Account ' etc, folded sheet at page 49. 
Half morocco, bvo. (4«. 6d. 2708) 

TUCKER (Josiah). An Humble Address and 
earnest appeal to those respectable personages in 
Great-Britain and Ireland, who, by their great 
and permanent Interest in Landed property, their 
liberal education, elevated rank, and enlarged 
views are the ablest to judge, and the fittest to 
decide, whether a connection with, or a separation 
from the Continental Colonies of America, oe most 
for the national advantage, and the lasting benefit 
of these Kingdoms. Second Edition, Corrected. 
By Josiah Tucker, D.D. Dean of Glocester. G/o- 
cester : R. Raikes ; m.dcc.lxxv. 93 pp. * An Ac- 
count ' etc. folded sheet at page 49. Half morocco, 
8vo. {4s. 6d. 2709) 

TUCKER (Josiah). A Letter to Edmund Burke, 
Efq ; Member of Parliament for the City of Bris- 
tol, and Agent for the Colony of New York, &c. 
in answer to his Printed Speech, said to be spoken 
in the House of Commons on the Twenty-Second 
of March, 1775. By Josiah Tucker, D.D. Dean 
ofGlocester. Glocester: R. Raikes ; m.dcc.lxxv. 
5&pp. Half morocco, Qvo, (4«. 6d. 2710) 

TUCKER (Josiah). A Series of Answers to certain 
popular Objections against separating from the 
KcDellious Colonies, and discarding them entirely ; 
being the concluding Tract of the Dean of Glo- 
cester, on the Subject of American Affairs. Glo- 
cester ; R. 'Raikes ; M,Dcc,Lxxvi. 108 pp. Contents 
5 pp. Half morocco, Svo, {4s. 6d, 2711) 

TUCKER (Josiah). Cui Bono? or, an Inquiry, 
what benefits can arise either to the English or the 
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Americans, the French, Spaniards, or Dutch, from 
the greatest Victories, or Successes in the present 
War, being a series of Letters addressad to Mon- 
sieur Necker, late controller General of the Finance 
of France. Third Edition, with an additional pre- 
face. With a plan for a general pacification. Y^y 
Josiah Tucker, D. D. Dean of Glocester. London : 
T. Cadell, m.dcc.lxxxii. Title and pp. v-xxv. 
Text pp. 3-141. Halfmor, 800. {Ts. 6d, 2712) 

TUCKER (Josiah). Four Letters on important 
National Subjects, addressed to the Right Ho- 
nourable the Earl of Shelbumc, His Majesty's 
First Lord Commissioner of the Treasury. By 
Josiah Tucker, D.D. Dean of Glocester. Glocester: 
R. Raikes. m dcc lzxxiii. vii and 119 pp. ^ At a 
Meeting, etc. January 24th, 1783. Resolved, That 
the following Letter, etc. be Printed,' etc. 23 pp. 
Half morocco. 8w. (4s. 6d. 2713) 

TUDOR (WiLLiABi). The Life of James Otis, of 
Massachusetts : Containing also, Notices of some 
contemporary Characters and events from the year 
1760 to 1775. By William Tudor. Boston: Wells 
and Lilly. 1823. «c and 508 pp. With portrait of 
Otis. Half morocco. 8w>. (7s. 6d. 2714) 

TUMULTIBUS (De) Americanis de que Eorum 
conciliatoribus meditatio Senilis. Oionii: E Ty- 
po^rapheo Clarendoniano. J. Fletcher, and D. 
Prince; B. W hite, Londini. mdcclxxvi. ipreL. 
leaves and S6 pp. Halfmor. Svo. (4s. 6d. 2715) 

TUTCHIN (Mr.). The/ Earth-quake/ of/ Jaimaca,/ 
Defcrib'd in a/ Pindarick Poem./ Bj Mr. Tutchin./ 
London yl Printed, and are to be Ibid by R. Baldwin, 
near the/ Oxford-Arms in Warwick-Lane, 1692./ 
8 pp. Half morocco. Folio. {7s. 6d. 2716) 

TWO/ Famovs/ Sea-Fights./ Lately made,/ Be- 
twixt the Fleetes of the King of/ Spaine, and the 
Fleetes of the/ Hollanders./ The one, in the Weft- 
Indyes :/ The other,/ The Eight of this prelent 
mpneth of/ February, betwixt Callis and/ Gravelin./ 
In the former, the Hollander fuffered./ In the 
latter, the Spaniard lost./ Two Relations not vnfit 
for thele Times to animate/ Noble Spirits to attempt 
and accomphih/ brave Anions./ London,/ Printed 
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for Nath : Bvtter and Nic : Bovme,/ with Privi- 
ledge. 1639./ 16 wnnumbered paget. Half morocco, 
4to. (1/. ll«.6rf. 2717) 

TWO Papers On the Subject of Taxino; the British 
Colonies in America. The First entitled, '' Some 
*' Remarks on the mofl rational and effe&ual 
** Means that can be ufed in the prefent Conjunc- 
** ture for the future Security and Prefervation of 
"the Trade of Great- Britain, by prote6iing and 
" advancing her Settlements on the ^'orth Conti- 
" nent of America." The other, " A Proposal for 
"eftabliihing by A€t of Parliament the Duties 
"upon Stampt Paper and Parchment in all the 
" Britilh American Colonies." London : J. Almon, 
1767. 22 pp. Half morocco. 8im>. (J$.6d. 2718) 
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CHTERITZ(Heinrichvon). Kurtze/ 
Eeite Bdchreibun^/ Hr. Heinrich 
vou I'thteritz,/ Lieutenants, Erb- 
rsiffen atiff Model witz/ in Meiflen, 
Tc./ \\ orinnen vermeldet, was er 
mii {lerfelben fiir Un^luck imd/ 
Gliick gehabt, fonderlich wie er 
gefangen nach Weft-Indien gefiibret,/ zur Scla- 
verey verkauffit, und auflf der/ Infel Barbados/ 
Durcb den namen feines Herm Vettem Jobann 
Cbriftoff von Uchteritz,/ uff Medewitz und Spans- 
dorff Erbgefeflen, CammersJunckem auff/ Gottorff, 
wunderlich errettet und erlbfet worden./ Weif- 
Jenfels bey Jobann Chriftian Wohlfarten, Im Janr 
1705./ 32 pp. 4to. (1/. Ij. 2719) 

ULLOA (Antonio de). Noticias Americanas: 
Eutretenimientos Phisicos-Historicos, sobre La 
America, Meridional, y la Septentrional Oriental. 
Comparacion General De los Territorios, Climas, 
y Produciones en las tres especies, Vegetales, 
Animales, y Minerales : Con Relacion Particular 
De las Petrificaciones de Cuerpos Marinos de los 
Indios naturales de aquellos Paises, sus costumbres, 
y usos : De las Antiguedades : Discurso sobre la 
Lengua, y sobre el modo en que pasaron los pri- 
meros Pobladores. Su Autor Don Antonio de 
UUoa, Comendador de Oeana, en el Orden-de 
Santiago, Gefe de Esquadra de la Real Armada, 
de la Real Sociedad de Londres, y de las R^iles 
Academias de las Ciencias de Stockolmo, Berlin, 
&c. En Madrid: Don Francisco Manuel de 
Mena, mdcclxxii. 12 prel. leaves and 407 pp, 
'Erratas/lpage. VeUum. 4/a. (15». 2720) 
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ULTIMAS noticias del Reino de Nueva-Espana. 
[Colophon] ifafrona.— 1821. Diaz de Castro. 8 
jyp. Half morocco. 4to. (2«. 6d, 2721) 

UMFREVILLE (Edward). The Present State of 
Hudson^s Bay. Containing a full description of 
that Settlement, and the aidjacent Country; and 
likewise of the Fur Trade, with hints for its im- 
provement, &c. &c. To which are added, Remarks 
and Ohservations made in the Inland parts, during 
a residence of near Four Years ; a specimen of 
Five Indian Languages ; and a Journal of a Jour- 
ney from Montreal to New-York. By Edward 
Umfreville; Eleven Years in the service of the 
Hudson's Bay Company, and Four Years in the 
Canada Fur Trade. London: Charles Stalker, 
MDCcxc. Half-title, titUy vii and 230 pp. * An Ac- 
count ' etc. at page 82. * Plan of a Butt'alo Pound,' 
at page 160. ' A Specimen of fundry Indian Lan- 
guages/ ««c. at yog « 202. 8i;o. (7s. 6d. 2722) 

USSELYNX (William). Argonavtica Gvstavi- 
ana;/ Das ilt:/ Nothwendige Nach Richt/ Von 
der Yewen Seefahrt vnd/ Kauflfhandlung ;/ So 
von dem Weilandt Allerdurchleuchtigften, Grolz- 
mach::/tigften vnd Siegreicheften Fiirften vnnd 
Herm, Herm Gvstavo/ Adolpho Magno, der 
Schweden, Gothen vnd Wenden Konig Grofzs/ 
Fiirften in Finnlandt, Hertzogen zu Eheften vna 
Carelen, Herrn zu Inger^/manlandt, re. AUerg- 
lorwdrdigften Seeligften Andenckens,/ durch an- 
richtung einer/ General HandeUCompagnie,/ So- 
cietet oder Gefelllchafft,/ In dero Reich vnd 
Landen, zu derl'elben fonderbahrem Auff;s/nehmen 
vnd Flor, aufz hohem Verftandt vnd Rath, vor 
wenig Jahren/ zu ftifften angefangen:/ Anietzo 
aber der Teutfchen Evangelil'chen Nation, infon- 
ders/heit den jenigen welche fich in S. K. M. 
Freundfchafft, devotion, oder Vers/biindnulz be- 
geben, vnd fich diefes grolTen Vortheils, bey fo 
ftattlicher Gelegenheit, gebrauchen/ woUen, zu 
vnermefzlichem Nutz vnd Frommen, ufz Konig- 
licher Mildigkeit, zuneigung vnd Gnade,/ mitget- 

. heilet worden : vnd mit dem forderlichften, v^r- 
mittels gnadiger verleihung defz/ Allerhochften, 
fortgel'etzet vnd voUig zu Werck gerichtet/ lyerden 
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foil./ Daraufz denn ein jedweder claren, CTiind- 
licben, vnd zu feinem Behaff fatfamen Bericht vnd 
Wiflenfchafit dieles Hochwichtigen Wercks ein- 
nehmen, vnd wie daflelbe nicht aU/lein an lich 
felbil fondem auch diefes orths, Chriftlich, hoch- 
ruhmlich, Rechtmaffig vnd hocniitzlich,/ auch 
practicierlich vnd ohne grofle difficulteten fey, zur 
gniige verltehen kan,/ Dabey auch zugleich ver- 
nunnlig erachten vnnd ermeflen mag: Ob jhme 
vnd den feinigen, wel'z/ Standes oder Condition er 
jmmer feyn mochte, diefes hiemit jhme angewiefe- 
nen vorhabenS) zwifchen diefem vnd dem, ge:;/liebt8 
Gott, nachft kommenden Newen Jahrs Tage, durch 
einfchreibung feines Namens vnd einer ^ewiflen 
Poft/ Geldes, es fey fo viel es woUe, fich theilhafftig 
zu machen rathfam vnd thunlich/ erfunden werden 
mochte./ Was aber fur allerhandt vnterfchiedene 
Schrifften, diefe Sacbe betreffendt,/ allhier beyfa- 
men vorhanden; folches wird die nachftfoWende 
Seite zeigen./ Gedruckt zu Franckfurt am Mayriy 
bey Cafpar Riidteln,/ Im Jahr Chrifti 1633. Menfe 
Junio./ Mit der Cron Schweden Freyheit./ 10 
preL leaves; viz. Title, on the reverse * Verzeichnufz 
derer Sachen vnd Schrifften,* etc. * Der Konigli- 
chen May. vnd Reiche Schwes/den Rath/ etc. 3 
fyp, * Kurtzer Extract ' etc. ^ pp. * Ne pagina va- 
caret;* etc. 1 'p°'^^' *^*^* ^^7 ^^^ Privileffivm/ 
etc. 8 pp. * Ampliatio Oder Erweiterung Delz Pn- 
vilegii,' etc. 4 pp. * Formular/ Defz/ Manifest/ 
Vnd/ Vergleichsoder Contractsbriefs/fes,' etc. 66 

9. ' Mercvrivs Germaniae/ etc. 51 yp. Bound. 

'olio. (lOi. 10*. 2723) 

UTENHOVE (Jan). Commentas/riolvs/ Paralle- 
los,/ sive/ Libellvs Affertoriug (quo Principum 
im-/prirai8 duonim, Hifpaniarum icilicet/ & Indi- 
arum Regis auguiliiTimi^/ Regis Philippi inqua 
Secundi, &l Turcici/ Magni Iraperatoris Mahu- 
metis Tertij/ Vires, opes, prouincias, atque forma 
eBS/ bene adminittrandi & regendi tempore/ belli 
atque pacis explicantur, armaq;, &/ arcana dete- 
epntur infinita) nunc/ primum ex lohannis Boteri 
Itali libris/ ideoma verfus in Lati'num ex Italo/ 
fermone, nullius antea ezcufus typis./ CoUmia 
Agrippinay/ Apud Lambertum Andreae. Anno 
11. D. xcvii./ 26 leaves, the 16th and the last blank. 



'F. 
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' Typis Orbis Terrarvm ' on the reverse of 3rd, and 
reeto of the 4th leaves, * Tvrcici Imperii Descriptio ' 
091 the reverse of the 17th and recto of the IQth leaves. 
Half morocco. 4tto. (11. U. 2734) 
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ALDKS (Antovio). Derrotero de 
las Costas de fispana en el Oc^ano 
Atlantico, y de las Jslas Azores u 
Terceras para inteligencia y uso de 
Irs Cartas Esfericas Presentadas al 
Rey Nuestro senor por el Exc"®. 
Sr. Boylio Fr. Don Antonio Valdes, 
Teniente General de la Real Armada, del Conseio 
de Estadoy Secretario de Estado, y del Despacno 
Universal de Marina. Y Construidas de Orden 
de S. M. Por el Brigadier de la Real Arinada Don 
Vicente Tofiiio de San Miguel, Director de las 
Academias de Guardias Marinas, de la Real de la 
Historia, correspondiente de la de las Ciencias de 
Paris, Socio de la de Lisboa, Socio Literato de la 
Sociedad Bascongada, y de m^rito de la de los 
Amigos del Pais de Palma. De Orden Superior. 
Madrid. Por la Viuda de Ibarra, Hijos y Com- 
pania. Aiio mdcclxxxix. TitUy a-viii and 247 pp. 
Large paper. Calf, %vo, (15s. 2725) 

VALLE (Alonso del). Memorial y Carta en aue/ 
el Padre Alonso del Valle Procvrador/ general de 
la Prouincia de Chile, reprefenta a N. muy Reue- 
rendo Padre/ Mucio Vitilefqui, Prepofito general 
de la Compaiiia de lesvs, la ne-/cefsidad (jue fug 
mifsiones tienen de iujetos para los glorio-/los em- 
pleos de fus Apoftolicos/ minifterios./ [At the end"] 
Seuilla y Mar90 12. de 1642./ 10 unnumbered 
leaves. Folio. {ll.lU.6d, 2726) 

VALLETTE (Elie). The Deputy Commissary's 
Guide Within the Province of Maryland together 
With plain and sufficient directions for Testators 
to form, and Executors to perform their Wills and 
Testaments ; for administrators to compleat their 

- Administrations, and for every Person any way 
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concerned in deceased Person's Estates, to proceed 
therein with Safety to themselves and others, by 
Elie Vallette. Register of* the Prerogative. — Anna- 

polis. Printed by Ann C , m dcc — . Engraved 

titUf iv and 248 pp. Index 9 pp. Contents of the Ap- 
pendix 2 pp. * Table of Descent.' at pagg 106. Title- 
page mutilated. Svo. (15s. 2727) 

VANDER DONCK (Adriaen). Beschryvinge/ 
Van/ Nieuvv-Nederlant,/ (Gelijck het tegenwoor- 
dieh in Staet is) Begrijpende de >«aturey Aert, 
gelegentheyt en vruchtbaerheyt/ van het felve 
Landt; mitfgaders de proifiitelijcke ende gewenfle 
toevallen, die/ aldaer tot onaerhondt der Menfche% 
(foo uyt haer felven als van buy ten inge-/bracht) 
gevonden worden. Als mede de maniere en onge> 
meyne Eygenfchap-/pen vande Wilden ofte Natu- 
rellen vanden Lande. Ende een by fonder verhael/ 
vanden wonderlijcken Aert ende het Weefen der 
Bevers./ Daer noch bv-gevoeght is/ Een Difcours 
over de gelentheyt van Nieuw-Nederlandt,/tuffchen 
een Nederlandts Patriot, ende een Nieuw Neder- 
lander./ Befchreven door/ Adriaen vander Donck, 
Beyder Rechten Do6toor, die tegenwoordigh/ noch 
in Nieuw- Nederlandt is./ En hier achter by ge- 
voeght/ Het voordeeligh Reglement vande Ed: 
Hoog. Achtbare/ Heeren de Heeren Burgermeef- 
teren defer Stede,/ betreffende de fakeh van Nieuw 
Nederlandt./ Den tweeden Druck./ Met een per- 
tinent Kaertje van 'tzelve Landt ver9iert,/ en van 
veel druck-fouten gefuyvert./ *t Aemsteldamj By 
Evert Nieuwenhof, Boeck-verkooper. woonende 
op/ *t Ruflandt, in 't Schrijf-boeck, Anno 1656./ 
Met Privilegie voor 15 Jaren./ 4 prel. leaves ; viz. 
Title J on the reverse * Extract uvi Privilege.' etc. 
Four woodcuts of coats ofarmsy * Opdracht, Aen De 
HooglofFeliicke, Wel-wijze en voor zienige Heeren,* 
etc. Signed^ E. Nieuwenhof.* 2 pp. * iVlitsgaders, 
Aen de Erentfelte, Wijfe ende feer Waerdige 
Heeren,' etc. 2 pp. * Aan de Leeser.' 1 page, * Op 
de Voorilanders en de Befchrijvinge.' etc. 1 page. 
Map, * Nova Belgica five Nieuw Nederlandt.' 
Text 100 pp. * Register,' 4 pp. * Conditien,/ Die 
door de Heeren Burgermeesteren der Stade/ Am- 
Iterdam; volgens 't gemaedle Accoort met de 
Weil-lndifche/ Compagnie, ende d'Approbatie van 
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hare Hog : Mog : de Heeren/ Staten General der 
Vereenighde >Jederlanden, daer/ op gevolght, ge- 
prefenteert werden aen alle de gene, die/ als Colo- 
niers na Nieuw-Nederlandt willen vertrecken;/ 
welcke haer fullen hebben te addrefferen aen de 
E. E. Hee-/ren Coenraed Burgh, Raedt ende Ond- 
Schepen, Henrick Roeters, Opper-C'ommifl'aris van 
de Wiffelbanck, Eduart/ Man, Ifaac van Beeck, 
He6tor Pieterfz. ende loan Taylpil, als/ Commif- 
farifen ende Direfteurs, hier toe bv de Heeren/ 
Burgermeefteren vemoemt, &c./ t Amsterdam^ 
Metconient vande Ed. Hoo^. Achtbare Heeren, de 
Heeren Borgermeefteren,/ By Evert Nieuwenhoflf 
Boeckverkooper opt Ruflandt/ in *t laer. 1656./ 
Title f reverse blank, text 5 pp. * Lyfte.' 1 page. Fine 
eopyinblu£mor, extra, by Bedford, 4to. (162. 9728) 

VARENIUS (Bernhardus). Geographia/ Gene- 
ralis,/ In qua affectiones generalep/ Telluris ex- 
plicantur/ Autore/ Bemh: Varenio/ Med: D./ 
Amstelodami./ Ex Officina Elzeviriana. 1671./ 
Engraved title, 19 prel. leaves and 784 pp. Folded 
sheets at pp. 8 (2), 66, 126, 172. Vellum. 
Umo. (10s. 6d. 2729) 

VARGAS (Manuel de). •!• / Relation de los Mila- 
gros qve/ Dios nueftro feiior ha obrado por vna 
Image del gloriofo P. S. Fra/ cil'co de Borja en el 
nueuo Reyno de Granada, facada de los procef/fos 
originales de la inform acion^ aprouacid que dellos 
hizo el Ilui/triiiimo fenor D. Julian de Cortazar 
Ar9obirpo de Santa Ye,/ Por el P. Manuel de 
Vargas de la Compania de lefus./ IColophon'] Con 
Ucencia del Ordinario, En Madrid por Andres de 
Para,/ Anode 1629./ 2Uaves. Folio. {ILL Is. 2730) 

VAUGHAN (Samuel). A Refutation of a False 
Aspersion first thrown out upon Samuel Vaugban, 
Efq. In the Public Ledger of the Twentv-third of 
Auguft 1769, And fince that Time inciuitriouily 
Propagated, with an intent to Injure Him in the 
Eye of the Public. London : E. and C. Dilly, 
MDCCLXix. 2 prel. leaves and 26 pp. Half morocco. 
Svo. {3s. 6d. 2731) 

VAZQUEZ DE MEDINA (Juan). Por/ Ivan 
Vazqvez de/ Medina, vezfno de la Ciudad de Me-/ 
xico, y Teibrero de la Cal'a de/ la moneda dc ella./ 
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En el Pleyto/ con/ D. luan FrancifoQ Centeno, j 
D. luan/ Anl'aldo de Vera./ Sobre/ la confirmacion 
del dicho oficio./ [1662.1 2^fotioed teaves. 
Folio. (12».6rf. 2732) 

VEITIA LINAGE (Joseph de). Norte/ de la con- 
tratacion/ de las Indias/ Occidentales./ Dirigido 
Al Exc"<». Senor/ D. Gaspar/ de Bracamonte/ j 
Gvsman,/ Conde de Peiiaranda, Gentilhombre de 
la Camara del Rey/ Nueftro Senor, de fus Confejos 
de Eftado, y Guerra,/ j de la lunta del Goviemo 
Vniverfal/ deftos Reynos./ Y/ Presidente antes 
del Conseio Svpretno/ de las Indias, ya del de 
Italia./ For/ D. loseph de Veitia Linage,/ Caval- 
lero de la Orden de Santiago, Seiior de la Cafa de 
Veitia,/ del Confejo de fu Mageftad, fu Teforero, 
Juez Oticial de la Heal/ Audiencia de la Cafa de la 
Contratacion/ de las Indias./ Con Privilegio :/ En 
SevilUif Por luan Francilco de Bias, Impreflor 
mayor de dicha Ciudad. Ano 1672./ 16 prel, 
leaves ; Libro Primero 299 pp. Libra Segvndo 264 
pp. Indice 70 pp; and Colophon leaf. Fine copy. 
Folio. {^11. lis. 6d. 2734) 

VELASQUEZ DE CARDENAS, Y LEON (Car- 
LOS Celedonio). Breve Practica, y Regimen del 
Confessonario de Indios, en Mexicano, y Castel- 
lano ; para instruccion del Confessor Principiante, 
Habilitacion, y examen del Penitente. que dispone 
Para los Seminaristas Kl Br. D. Carlos Celedonio 
Velasouez de Cardenas, y Leon, Colegial Real del 
Pontincio, y Real Colegio Seminario, y fu Vice- 
Re6tor, Cauiedratico dos vezes de Philofophia, de 
Mayores, Rhetorica, y Letras Humanas, Exami- 
nador Synodal de efte Arzobifpado, Cura del Par- 
tido de S. Miguel Xaltocan, y Juez Eclefiaitico de 
^1, y fus anexos Quantitlau, y Tultitlan. De Zum- 
pahuacan, Capuluac, y abora de la Concepcion de 
Otumba, Cura por S. M. y Juez EcleOaftico por el 
Ilmo. Sr. Dr. Don Manuel Jofeph Rubio, y Salinas, 
de la Santa Sede Apollolica, del Confejo de S. M. 
Digniiiimo Arzobifpo de Mexico. Y la Dedica al 
Eminentiffimo Senor San Carlos Borromeo, Car- 
denal de Santa Praxede, Vigilantiffimo Arzobil'po 
de Milan. Con las Licencias Necessarias. 12 prel. 
leaves and 54 pp. SmaU Qvo. {41. 4«. 2735) 
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VENEGAS (Miguel). Noticia de la California, 7 
de 8u Conquista temporal, y espiritual hasta el 
tiempo presente. Sacada de la Historia Manu- 
scrita, formada en Mexico ano de 1739. por el Padre 
Miguel Venegas, de la Compania de Jelus; 7 de 
otras Noticias, j Relaciones antiguas, 7 modernas. 
Anadida de algunos Mapas particulares, 7 uno 
general de America Septentrional, Afsia Oriental, 
7 Mar del Sur intermedio, formados fobre las 
Memorias mas recientes, 7 exa^las, que je publican 
juntamente. Dedicada al Re7 ^^">. Senori)orla 
Provincia de Nueva-Efpaha, de la Compania de 
Jefus. En Madrid : Viuda de Manuel Fernandez, 
M.D.ccLYii. Three Volumes, Tomo Primero, 12 
^pre/. leaves and 240 pp. with map at fMjge 1. Tomo 
oegundo, 4 prel, leaves and 564 pp, Tomo Tercero, 
4 prel, leaves and 436 pp. with maps at pp. 194, 236, 
and 436. Old calf extra. 4to. {3L3s. tr36) 

VENEGAS (Miguel). A Natural and Civil History 
of California : Containing An accurate Defcription 
of that Coundy, Its SoiJ^ Mountains, Harbours, 
Lakes, Rivers, and Seas ; its Animals, Vegetables, 
Minerals, and famous Fifliery for Pearls. The 
Customs of the Inhabitants, Their Religion, Go- 
vernment, and Manner of Living, berore their 
Converfion to the Chriilian Religion b7 the mif- 
fionary Jesuits. Together with Accounts of the 
feveral Vo7ages and Attempts made for fettling 
CaUfomia and taking actual Surveys of that 
Countr7, its Gulf, and Coaft of the South Sea. 
Hluftrated witii Copper Plates and an Accurate 
Map of the Country and the adjacent Seas. Tranf- 
lated from the original Spanifh of Miguel Venegas, 
a Mexican Jefuit, publilhed at Madrid 1758. In 
Two Volumes. London^ James Rivington, 1759. 
Two Volumes. Vol. I. 10 prel. leaves and 455 pp. 
Frontiwiece, map at page 13, and plate at page 36. 
Vol. II. 4 prel. leaves and 387 pp. Frontispiece and 
plate at p. 141. Fine copy, calf. 8w. (11. Is. 2737) 

VERNON (Admiral). A New Ballad On the 
TaJcing of Porto- Bello, B7 Admiral Vernon. Lon- 
don: R.Dodsle7,1740. 7pp. Folio. {7s. 6d. 2738) 

VERNON (Admiral). The Genuine Speech Of 
the Tml7 Honourable Adm IV N, 
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to the Sea-Of}icerSy at a Council of War, Just 
before The Attack ofC A. As com- 
municated by a Perfon of Honour then prefent, in 
a Letter to his Friend. London: T. Cooper, 
M,DCCyXLi. Haif'titUy title, and 19 pp. Unbound. 
Qvo, (4s. 6d. 2739) 

VERY (A) short and candid Appeal to Free Bom 
Britons. By An American. London: Printed for 
the Author, mdcclxxiv. Title and 28 pp. Signed ^ 
* A Carolinian.' Half morocco, Qvo, (4s. 6d. 2740) 

VESPUCCI (Amerigo). Alberic® vefpucci^ lau- 
retio/ petri francifci de medicis Salutem plurima 
dicit/ Felix/ Jehan lambert/ [Paris 1505] Title 
with woodcut figures J the reverse blank; text in 9 un- 
numbered pages, signature a. Fine copy in broion 
morocco extra, by hedford, 4to, (21/. 2741) 

VESPUCCI (Amerigo). De ora antarctica/ per re- 
gem Portugallie/ pridem inuenta./ [Colophon] Im- 
preflum Argentine per Mathiam hupfuff. M.v^.v./ 
6 leaves, wiih woodcut of figures and ships on the title, 
sigruiture A. Fine copy with rough leaves, in brown 
morocco extra, by Bedford. 4to, (21/. 2742) 

VESPUCCI (Amerigo). Cum Privilegio/ •!• Paefi 
Nouamente retrouati. Et Nouo Mondo oa A 
berico vefputio Fiorentino intitulato. [Colophon] 
f[ Stampato in Vicentia cu la impenfa de Mgro/ 
Henrico Vicentino : & diligente cura & indu/ ftria 
de Zamaria fuo fiol nel. M.cccccvfi. a/ di. iii. de 
Nouembre. Cum gratia &/ priuilegio p ani. x. 
como 'nella/ fua Bolla appare : che p/ £oa del Do- 
minic Ve/ neto no ardifca T/ primerlo./ Title, re- 
verse blank ; * Tabula Comunis.' 9 pp ; Montalboddo 
Fracan. al fuo amiciffimo loanimaria/ Anzolello 
Vicentino. S.'/ 1 page. Text in 120 leaves, Prima 
Libro to Libro Sexto, signatures a to D in fours, the 
last leaf blank. Two Leaves in facsimile, viz. Title 
andlastleaf of the Table, morocco, 4to. (21/. 2743) 

VESPUCCI (Amerigo), Cosmographiae/ Intro- 
dvctio/ cvm qvibvs/dam Geome/triae/ ac/ Astro- 
no/miae principiis ad/ earn rem necessariis/ Infuper 
quattuor Americi/ Vefpucij nauigationes./ Vni- 
uerfalis CofmographiaB defcriptio tam/ in folido 
qzplano, eis etiam inferis/ quae Ptliolomeo ignota 
a nu/peris reperta funt./ Disthycon^ Cum deus 
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aftra regat, & terrae climata Caefar Nee tellus, nee 
eis fydera maius habent./ 20 unnumbered leavesy 
signatures A, B in 6, and C and D in tour leaves; 
on the reverse of the titUy commencing * l)ivo Maxi- 
miliano Caesari sem/per Avgvsto Gymnasivm/ 
vosagense' etc, ending on the last leaf * Hadtenus 
exequuti capita etc. Finis introda6lioni8.* the re- 
verse blank. Wanting a folded sheet in signature C, 
counted as two leaves^ with a woodcut of the globe, on 
the reverse^ commencing *■ Propofitum ell hoc libello 
quandam Cosmograpnie iutrodudtione fcribere: 
quam nos tarn '/ ending * fignauimus led haec iam 
miffa facientes.y * Qvattvor Amend/ Vespvtii 
Navi/gationes/' etc. [Colophoti] Finitii. iiij. kl. 
Septe/bris Anno fupra rel/quimillefimfi. vij./ 
[^Guatier Lud, St Dit] 32 unnumbered leaves, signa- 
tures A (a) to f, the reverse of the last leaf bUink, 
Unbound. 4to. (lOMO*. 2744) 

VESPUCCI (Amerigo). Cosmographae Introdvs/ 
ctio, cvm qvibvs/dam Geome/triae/ ac/ Astrono/ 
miae principiis ad/ earn rem necessariis./ Inluper 
quatuor Americi Ve?/rpucij nauigationes./ Vni- 
uerfalis Cofmographie del'criptio/ tarn in folido qz 
piano, eis etiam/ infertis que Ptholomeo/ ignota a 
nuperis/ reperta lunt./ Distichon./ Cum deus aftra 
regat, & terrae climata Cajlar/ Nee tellus nee eis 
fydera maius habent./ 18 unnumbered leaves [1st, 
tnd, 5th, and 6lh, are oj the first Edition, May 7th, 
1507 ?] the remainder are of the edition as above. On 
the reverse of the title * Maximiliano Caesari Av- 
gvsto/ Philedivs Vogesigena.' 4to. (8/. 8«. 2745) 

VESPUCCI (Amerigo;. Cofmographie intro/due- 
tio: cum quibufdam Geomes/trie ac Aftronomie 
princi/pijs ad eam rem/ neccflarijs./ Infuper quat- 
tuor Americi Ve/fpucij nauigationes./ Vniuerfalis 
Cofmographie del'criptio/ tarn in folido qz piano, 
eis etiam/ infertis que Ptholomeo/ ignota, a nuperis/ 
reperta funt./ Cum deus aftra regat, et terre cli- 
mata Cefar/ Nee tellus, nee eis fydera maius ba- 
bent./ [Colophon'] Preffit apud Argentora,/ cos 
hoc opus Ingeniofus vir Joannes/ griiniger. Anno 
poft natu fals/uatore fupra fefquimils/lefimu Nono./ 
Joanne Adelpho Mulicho Argentinen Caltigatore./ 
32 leaves, the reverse of the last leaf blank. Sipiatures 
A to F. A, B, D, and E, in fours, C in six, Yin eight 
leaves. Fine copy. Unbound, 4to, (10/. 10s. 2746) 



d by Google 



752 Bihlioiheca Americana* 

VESPUCCI (Amerigo). Paefi nouamente ritrouati 
per/ la Nauigatione di Spagna in Calicut. £t da 
Alber/tutio Velputio Fiorentino intitulato Mon/do 
Nouo : Nouamente Imprefla./ [Colophon^ ([ Stam- 
pata in Venetia per Zorzi de Ruiconi milla-/iieie : 
^f el. M.ccccc.xyii. a di. xyiii. Agolio./ 124 unnum- 
bered leaveiy toith tooodcut of the City of Venice on 
the title ; the reverse of the last leaf blank ; signatures 
A infouTy b to q in eights. Blue morocco extra, 
8w. (31/. 10». 2747) 

VESPUCCI (Amerigo). Paefi nouamente retrouati. 
& Nouo Modo da Alberico Vefputio Flo«/retino 
intitulato./ [Cobphon'] C Stampato in Milano con 
la impenl'a de lo. lacobo & fratelli da/ Ugnano : 
& diligente cura &c induftria de loanne Angelo 
fcinzen/ zeler : nel. M.cccccxix. a di. ▼. de Mazo./ 
Title with woodcut of figures and skips^ on the reverse, 
*Tabvla;' *C Montalboddo Fracan/ etc. 7 pp. 
Text in 79 leaves^ Libro Primo to Libro Sexto, signa- 
tures A ton in fours, the last leaf blank. Vellum, 
440, (21/. 2748) 

VESPUCCI (Amerigo). Vita di Amerigo Vespucci. 
pp, 25 — 35. With portrait of* Americ. Vespucciue.' 
Half morocco, 4to. (Js, 6d. 2749) 

VETANCURT (Augustin de). Arte/ de lengva/ 
Mexicana, / af* dispvesto «|* / Por orden, y mandate 
de N. R^o P./ Fr. Francisco Trevino, Predica-/dor 
TheologOy Padre de la fanta Provincia de Burgos, 
y Commario/ General de todas las de la Nueva- 
Efpana, v por el Reverendo,/ j Venerable Diffini- 
torio de la Provincia del Santo Evangelio./ Dedi- 
cado al Bienventvrado/ 8. Antonio de Padva./ 
Por el P. Fr. Auguftin de Vetancurt hijo de/ la 
dicha Provincia del Santo Evangelio. Predicador 

i'ubilado, ex/ leftor de Theologia, y Preceptor de 
a lengua Mexicana, Vicario/ de la Capilla de S. 
Josepn de los Naturales en el Convento/ de N. P. 
S. Francisco de Mexico./ Con licencia, Mexico 
por Francifco Rodriguez Lupercio. 1673./ 6 preL 
leaves; viz. Title, the reverse blank; ' Approbabion 
del R. P. Pi'oy Bamian de la Sema/etc. 2 pp; 
* Parecer del Doctor, y Maestro Don Antonio de 
la Torre, y Arellano,* etc. 1 page ; * Licencia del 
Ordinario,' 1 page ; * Censvra del Doctor, y Maestro 
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Don Ygnacio de Hojos, Santillana/ etc, 1 -page ; 
Patente de N. M. R. P. Provincial.' 1 page; * Al 
Lector.' 1 page ; * Dedicatoria,' 3 pp ; Text49folwed 
leavet, for 50 ; 2 folm 14. * Instrvccion Breve 
Para^ adminiftrar los Santos Sacrametos/ de la 
Confeilion, Uiatico, Matrimonio, y Vela-/cione8 en 
la la lengua Mexicana.' 13 pp ; ' Catecismo Mexi- 
cano.*3pp. 4/o. (5/. 5s. 2750) 

VETANCURT ( Augustin de). Teatro/ Mexicano/ 
Descripcion Breve/ de los Svcessos Exemplares,/ 
Historicos,/ Politicos,/ Militares, y Religiofos del 
nuevo mundo/ Occidental de las Indias,/ Uedicado/ 
Al El'pofo de la que es del mifmo Dios Efp^l'a,/ Padre 
putative del Hijo, one es Hijo del milmo/ Dios 
Christo, Dios, y horn ore verdadero./ Al que con el 
i'udor de fu reioro fustent6 al que/ todo lo luilenta : 
Al que fue Angel de Guarda dfe/ la Ciudad de Dios 
mila^o de fu Omnipotencia,/ y abifmo de la gracia./ 
Mana Seiiora Nvestra./ Al fflorioso Patriarca de la 
casa de Dios Senor S. Josepn./ Dispvesto/ Por el 
R. P. Fr. Avgvstin de Vetancvrt, Mexicano, hijo 
de la mifma Provincia, Difinidor a£^ual, Ex-Le6tor/ 
de Theologia, Predicador Jubilado General, y fu 
Chronifta/ Apoftolico, Vicario, y Cura Miniftro, por 
fu Mageftad, de/ la Iglefia Parrochial de S. Joseph 
de los Naturales/ de Mexico./ Con Licencia de los 
Svperiores./ En Mexico por Dona Maria de Bena- 
vides Viuda de luan de Kibera, Aiio de/ 1698./ 6 
prel. leaves. Parts 1 and 2, 66 pp, and 168 pp; In- 
dice 2pp; * Tratado de la Ciudad de Mexico,' etc. 
56 pp. Followed by the title to the Second Volume : 
' Chronica/ de la/ Provincia del Santo Evan^elio/ 
de Mexico./ Quarta parte del Teatro Mexicano 
de los/ fucceflbs Religiofos./ Compuesta/ por el 
Reverendo Padre/ Fray Auguftin de Vetancur, 
Mexicano, hijo de la mifma/ Provincia, Definidos 
aftual, Ex-Le6lor de Theologia,/ Predicador lubi- 
lado General, y fu Chroniiia Appostolico,/ Vicario 
y Cura Miniftro, por fu Magestad,/ de la Iglefia 
Parrochial de San Joseph/ de los Naturales de 
Mexico./ etc. Con licencia de los Svperiores./ En 
Mexico, por Dona Maria de Benavides Viuda de 
luan de Kibera. Ano de/ 1697./ 6 prel. leaves and 
138 pp ; * Menologio Franciscano de los varones 
massenalados, que con fus vadas exemplares,' etc. 
1 page, the reverse blank, and 156 pp. Two volumes. 
Vellum. Folio. {6Ll6s.6d. 2751) 

2 3d 
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VIAGE, 7 SYcesso de los Cara-/uelone8, Galeoncetes 
de la guarda de Cartagena dt> las/ Indias, j fu cofta. 
Y la ^randiofa vidoria que ban tenido c5tra los 
Coflarios Piratas en aquel Mar,/ eile ano 1621. 
los quales en el hazian grandes robos, j por efto 
ceflauan las contrataciones,/ con gran dano de las 
coitas y vezinos de tierra firme./ {Colophon ;] Con 
licencia, Imprefla en Madrid, por la viuda de Coiine 
Delgado. Ano de mil/ y feyfcientos y veinte y 
vno./ 2 leaves, Halfmor, Folio, (1/. U 2752) 

VIAGGIO (II)/ fatto da gli Spa/gnivoli a/ torno a1/ 
Mondo./ Con Gratia per Anni. xiiii./ mdxxxvi./ 
4 preL leaves ; viz. Title, the reverse blank, * Al Let- 
tore.* 4 pp. and a half; Text 47 unnumbered leaves ; 
* Capitolo. V 1 .* 1 page, the reverse blank. Signatures 
A to M in fours. Halfmor. 4fo. (10/. 10*. 27d3) 

VIAUD (Pierrf). The Sbipwreck and Adventures 
of Monsieur Pierre Viaud, A N ative of Bourdeaux, 
and Captain of a Sbip. Tranflated from tbe French, 
By Mrs. Griffith. London, T. Davies, mdcclxxi. 
tii and 276 pp. Frontispiece. 8w. (4s. 6d, 8:754) 

VEITIA LINAGE (Joseph de). The/ Rule/ Efta- 
blilh'd in Spain,/ for the/ Trade/ in the/ Weft In- 
dies./ Being a proper Scneme for Direct-/ing the 
Trade to the/ South Sea,/ Now by A&, of Parlia- 
ment to be/ tftablilh'd in Great Britain./ Tranf- 
lated from the Spanifli by Captain/ John Stevens./ 
To which are Added,/ Two Compleat Lists : One, 
of the Goods Tranfported/ out of Europe to the 
Spanilh West Indies ; the other, of/ Commodities 
brought from thofe Parts into Europe./ London, 
Printed for Samuel Crouch, at the comer of/ 
Popes-Head Alley in ComhiU./ [1700?] ISprei. 
leaves, and text 36? pp. Index 9 pp. Old calf. 
^ Svo. (15*. 2755) 

VIEW (A) of the Depredations and Ravages Com- 
mitted by the Spaniards on the British Trade and 
Navigation. Moft humbly oifer'd to the Confide- 
ration of the Parliament of Great Britain. London: 
W. Hinchliffe, 1731. Title, ix and 44 pp. Half 
morocco. 8vo. {5s. 6d, 2756) 

VIEW (A) of the Controversy between Great-Bri- 
tain and her Colonies : Including a Mode of De- 
teiminiug their prefent Dil'putes, finally and Efiec- 
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toally; and of preventing All Future Contentions, 
in a Letter to the Author of a full Vindication of 
The Meafures of the Congrefis, from the Calumnies 
of their Enemies. Bv A. W. Farmer. Author of 
Free Thoughts, &c. New- York : Printed by James 
Rivington, UyDCC^LXxiv. 37 pp. Half morocco. 
8w. (7«. 6d, 2757) 

VIEW (A) of the Controversy between Great-Bri- 
tain and her Colonies : Including a Mode of De- 
termining their Prefent Difputes, Finally and £f- ' 
fe6tually ; and of preventinf all future contentions. 
In a Letter to the Author of A Full Vindication of 
the Meafures of the Congrefs, from the Calumnies 
of their Enemies. By A. W. Farmer, Author of 
Free Thoughts, &c. New- York, Printed : Londtni 
Reprinted Richardson and Urquhart, 1775. Half- 
title, titU and 90 pp, 8vo, {7s, 6d. 2758) 

VIEW (A) of the History of Great-Britain, durine 

the Administration of Lord North, to the Secona 

Session of the Fifteenth Parluunent. In Two 

Parts. With Statements of the Public Expenditure 

in that Period. London: G. Wilkie, mdcclxxxii. 

Title, ii and 41^ pp. Svo. (S$. 6d. 2759) 

The Pint Part wm publtiihed ia the preceding year, under the 
title of the HUtory of Lord North's Admlnisiratfon. 

VIEW (A) of the State of Parties in the United 
States of America ; being an Attempt to Account 
for the present Ascendancy of the French, or De- 
mocratic Party, in that Country; in two Letters 
to a Friend. Bj a Gentleman who has recently 
visited the United States. Edinburgh : John Bal- 
lantyneandCo. 1812. 110 pp. Sw. (2s. 6d. 2760) 

VIEWS of Society and Manners in America; in a 
series of letters from that country to a friend in 
England, during the years 1818, 1819, and 1820. 
By an Englishwoman. London: Longman, 1821. 
X and 523 pp. Half calf. Svo. (6s. 2761) 

VILBAO (Luis de). Sermon de la Fe/ en el Solene/ 
y General Avto, qve/ fu Tribunal Santo celebro 
en la/ Ciiidad de lima./ El Domingo tercero de 
Aduiento, que fue dia de Santo/ To p as Apoitol, a 
21. de Diziembre, de 1625. anos./ Por el Padre 
Maeliro Fray Luis de Vilbao, de la Sagra/ da Orden 
de Predicadores, Calificador del Santo Ofi-/cio, y 
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Catredatico proprietario de Prima de Teo-/logia en 
la Real Vniuerudad de los Reyes./ A\ Excelen- 
tiffimo Senor D. Diego Ferdinandez de Cordoua 
Marques/ de Guadalcazar, Virrej, j Capitau Ge- 
neral deiloB Reynos/ del Pirn, &c./ Ano de 1626./ 
Imprefib en Lima; Con licencia de fa Excelencia./ 
Title and folioed leaves 2 to 18. Calf extra by Bed- 
Jirrd. 4to. (ll.lis.dd. 2762) 

VILLAGOMEZ (Pedro de). Discvrso/ Ivridico/ 
sobre/ Que pertenece a la Dignidad Ar^obilpal, 6/ 
Epifcopaly el nombrar, y remover los Colecto-/Te8 
delas Iglefias Catedrales de las Indias,/ fin depen- 
dencia del Real Pa-/tronazgo./ Por/ El llystrissimo 
Senor Don/ Pedro de Villagomez, Ar9obifpo de la 
Santa/ Iglefia Metropolitana de la ciudad de los 
Re-/ye8, del Confejo de fu/ Mageftad./ Capitvlo I./ 
Relacion del cafo, motivos, intento, y diuiiion/ de 
elle difcurfo./ [£wd] Annuat Deus per Chriftum 
Dominum no-/flrum, Amen. Lima y Diziembre 10. 
de 1653./ Pedro Ar^obifpo de Lima./ 60 folioed 
leaves, 4to. (IMls. 6d. 2763) 

VILLAGRA (Gaspar de). Historia/ de la Nveva/ 
Mexico, del Capitan/ Gaspar de Villagra./ Diri- 
gida al Rey D. Felipe/ nueiiro fenor Tercero delle 
nombre./ Ano 1610./ Con privilegio./ EnAlcaloy 
por Luys Martinez Grande./ A cofta de Baptiiia 
Lopez mercador de libros./ [Co/op/ion.] Impreflb 
en Alcala de/ Henares, por Luys/ Martinez Grade./ 
Ano. 1610./ 24 prel. leaves including portrait of 
author : Text 287 folioed leaves^ and Colophon one 
leaf. Blue morocco extra by Bedford. Very jine copy. 
Small Svo. 4L14s,6d. 2764) 

VILLE (Jean Baptiste de). Histoire des Plantes 
de TEurope^ et des plus Usite'es qui viennent 
d'Afie, d'Afrique, & d'Amerique. Ou Ton voit 
leurs Figures, leurs noms, en quel temps elles 
fleuriifent, & le lieu ou elles croifient. Avec un 
Abreg6 de leurs qualitez, & de leurs Vertus Ipeci- 
fiques. Divif5§e en deux Tomes, & rang^e fuivant 
I'ordre du Pinax de Gafpard Baubin. A Lyon, 
Chez Nicolas De Ville, mdccvii. Two Volumes. 
Tome Premier. 24 prel. leaves and 442 pp. Tome II. 
Title and pp. 44.'>-«66. Table 80 pp. Old calf. 
12mo. {lQs.ed. 2766) 
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VINCENT (Thomas). An Explicatory Catechifm : 
Or, an Explanation of the Assemblies Shorter 
Catechifm. Wherein all the Anfwers in the Ailem- 
blies Catechifm are taken abroad in Under-Quef- 
tions and Ani'wers^ the Truth explained and proved 
bj Reafon and Scriptare feveral Cafes of Confcience 
refolv'd fome chief Controverfies in Religion Hated, 
with Arguments againft divers Errors. Ufeful to 
be read in private Families, after Examination in 
the Catechism itfelf, for the more clear and thorough 
underftanding of what is therein Leam'd. By 
Thomas Vincent, fometimes Miniiter of Maudlin 
Milk-ftreet in London. Boston in New-En^and : 
Printed for D. Henchman, over againft the Brick- 
Meeting Houfe in Cornhill, John Phillips, at the 
Stationers- Arms, and T. Hincock, at the Bible and 
Three Crowns near the Town-Dock. 1729. Titte, 
vttt and 315 pp, ISmo. (10s. 6d. n66) 

VINDICATION (A) of The Proceedings of The 
Eastern Association In Fairfield County ; and of 
The Council that cenfured Mr.White, And diliniffed 
him from his Pailoral Relation to The First Church 
in Danbury : In a Letter To The Reverend Mr. 
Joseph Bellamy, In which the whole Procefs is 
fairly reprefented, contrary to the falfe Renrefen- 
tations and abufive Reflections containea in a 
Pamphlet called A Brief Narrative of their Pro- 
ceedings. By the Committee Of the First Society 
in Danbury. New-Haven : Printed by B. Mecom. 
1764. 78 pp. 8vo. {7$. 6d, 2767) 

VIRGINIA. The/ New Life/ of Vireinea:/ De- 
claring the/ former svccesse and pre-/fent eftate of 
that plantation, being the fecond/ part of Nona 
Britannia./ Publiihed by the autnoritie of his 
Maiefties/ Counfell of Virginea./ LondonJ Im- 

Srinted by Felix Kynston for William Welbv, 
welling at the/ figne of the Swan in Pauls Church- 
yard. 1612./ TitU{faedmiU)wthw<Hidcutyportraity 
and coat of arms, the reoerse blank ; ' To the Right/ 
Worshipful and/ Worthie Knight Sir/ Thomas 
Smith of London, Gouemour of tne/ Mofcouia and 
Eaft Indie Companies, one of/ his Maieiiies Coun- 
fell for Virginea,/ and Treafurer for the Colony :/ 
Peace and nealth in Chrift^ 4 pp. Signed * R. I.' 
Text, *The New Life of virginea.* in 24 unnum- 
bered leaves. Mo, {51, 5s. 2768) 
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VIRGINIA. A Perfea Defcription of/ Virginia :/ 
Being,/ A full and true Relation of the prelent 
State/ of the Plantation, their Health, Peace, and 
Plenty : the number/ oi people, with their abun- 
dance of Cattell. Fowl, Fifli, &c. with feverall/ 
forts of rich ana good Commodities, which may- 
there be had, either/ Naturally, or by Art and 
lAbour. Wmch we are fain to/ procure from 
Spain, France, Denmark, Swedeland, German^y/ 
Poland, yea, from the £aft-Indies. There/ havmg 
been nothing related of the/ true eftate of this 
Planta-/tion thefe 25 years./ Being fent from 
Virginia, at the requeft of a Gentleman of worthy 
note, whodefured to know the true State of Vircinia 
as it now ftands./ Also,/ A Narration of the 
Countrey, within a few/ dayes journey of Virginia, 
Weft and by South, where people come/ to trade : 
being related to the Govemour, Sir William 
Berckley,/ who is to go himfelfe to difcover it with 
30 horfc, and 50 foot,/ and other things needfull 
for his enterprize./ With the manner how the 
Emperor Nichotawance/ came to Sir William 
Berckley, attended with five petty Kings,/ to doe 
Homage, and bring Tribute to King Charles. 
With his folemne Proteftation, that the Sun and 
Moon fliould loie/ their Lights, before he (or his 
people in that Country), mould prove diflovall, 
but ever to keepe Faith/ and Allegiance to King 
Charles./ London, Prind for Richard Wodenoth, 
at the Star under Peters/ Church in Comhill. 
1649./ 3 preL leaves; viz. Ut. on verso the royal 
arms : 2nd, Title, reverse blank ; text 19 pp. Morocco 
extra by Bedford, fine copy. 4to. (10/. lOs. ^69) 

VIRGINIA. The Case of the Planters of Tobacco 
in Virginia, As reprefeuted by Themselves ; figned 
by the Prefident of the Council, and Speaker of 
the Houfe of Burgefles. To which is added^ a 
Vindication Of the laid Reprefentation. London: J. 
Roberts, 1733. 64pp. Halfmor, Svo, (7s.6d, 2770) 

VIRGINIAN. The American Wanderer, through 
Various Parts of Europe, in a series of Letters to 
a Ladv, (Interfperfed with a Variety of interesting 
Anecdotes,) By a Virginian. Dublin, B. Smith, 
MDCCLXxxiii.aunii^ 288pp. t2mo, (7s,6d, 2771) 
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VOLNEY (C. F.) View of the Climate and Soil 
of the United States of America : To which are 
annexed some Accounts of Florida, The French 
Colony of the Scioto, certain Canadian Colonies, 
and the Savages or Natives : Tranflated from the 
French of C. F. Volney, Member of the Conserva- 
tiye Senate, and the French National Institute, 
and Honorary Member of the American Philoso- 
phical Society at Philadelphia, the Asiatic Society 
at Calcutta, the Atheneums of Avignon, Alen^on, 
&c. With Maps and Plates. London: J.Johnson, 
1804. xxivpp, TableofContent$fPp,iiivL Text 504 
pp. Plates at pp, 59, 99. Two maps at the end, 
8fw. {6s, 6d. 2772) 

VOYAGE dans la Haute Pensylvanie et dans I'Etat 
de New York, Par un Membre adoptif de la nation 
Oneida. 1 raduit et public par Tauteur des Lettres 
d'un Cultivateur Americain. De L'emprimerie de 
Crapelet. A Pam Au IX— 1801. Three Volumes, 
Tomd Premier, xxxiipp. including Frontispiece ; Text 
4,27 ftp. Plates at pp, 115,119, 253. Map at the end, 
Tomo Second, xiv and 434 pp. Plates at pp, 131, 
182, 192. Map at the end. Tome Troisieme. xii 
and 410 pp, * Indication ' etc. folded sheet at page 
166, folded sheet at page 173. Plates at pp. 197, 199. 
' Tableau ' etc, at pp, 252, 253. Half calf. 
.8vo, (12*. 6<i. 2773) 

VOYAGES. An Historical Account of all the Voy- 
, ages round the World, performed by English 
Navigators ; including those latehr undertaken By 
Order of his Present Majesty. The whole Faith- 
fully Extracted from the Journals of the Voyagers. 
Drake, undertaken in 1577-80. Cavendish, 1586- 
88. Cowley, 1683-86. Dampier, 1689-96. Cooke, 
1708-11. Rogers, 1708-11. Clipperton and Shel- 
▼ocke, 1719-22. Anson, undertaken in 1740-44. 
Byron, 1764-66. Wallis, 1766-68. Carteret, 1766- 
69, and Cook, 1768-71. Together with that of 
Sydney Parkinson, Draftfman to Joseph Banks, 
laq: who circumnavigated the Globe with Capt. 
Cook, in his Maielly's Ship the Endeavour. And 
The Voyage of Monf. Bougainville round the 
World, Performed by Order of the French King. 
lUuftrated with Maps, Charts, and Hillorical 
Prints. In Four Volumes. To which is added, 
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A n Appendix. Containing the Journal of a Vojage 
to the North Pole, by the Hon. Commodore Pbipps, 
and Captain Lutwid^e. London: F. Newbefy, 
MDccLxxiT. Four Volumes. Volume the First, 
TitUylpreLpp. List of SubscriberSy 5 pp. Directions 
to the Bookbinder for placing the plates, 1 page ; Text 
480 pp; 1 map and 15 plates. Volume the Second. 
Title and 440 pp. 8 plates. Volume the Third. 
MDCCLxxiii. via and 470 pp. 4 Charts and 15 
Plates, 1 wanting at page 327. Volume the Fourth. 
MDCCLXXIII. Title and 364 pp. The Bookseller's 
Advertiseme7it, 2pp; * Supplement, containing the 
Journal of a Voyage,' etc. Title and 118 pp. 5 
plateSfTnap, and chart. Half calf. Qvo. (11.1s. 2774) 

VOYAGES. A new Collection of Voyages, Dis- 
coveries and Travels: Containing Whatever is 
worthy of Notice, in Europe, Asia, Africa and 
America : In respect to The Situation and Extent 
of Empires, Kingdoms, and Provinces ; their Cli- 
mates, Soil, Proauce, &c. With the Manners and 
Cufloms of the feveral Inhabitants ; their Govern- 
ment, Religion, Arts, Sciences, Manufactures, and 
Commerce. The whole confifting of fuch English 
and Foreign Authors as are in moft Efleem; in- 
cluding the Defcriptions and Remarks of fome late 
celebrated Travellers, not to be found in any other 
Collection. Illuilrated with a Variety of accurate 
Maps, Plans, and elegant engravings. In Seven 
Volumes. London : J. Knox, mdcclxvii. Seven 
Volumes. Vol. I. 8 prel. leaves and 615 pp. Vol. II. 
2 prel. leaves and 496 pp. Vol. III. 2 prel. leaves and 
520 pp. Vol. 1 V. 2 prel. leaves and 464 pp. Vol. V. 
2 prel. leaves and 472 pp. Vol. VI. 2 prel. leaves and 
543 pp. Vol. VII. 2 prel. leaves and 528 pp. Old 
calf. Svo. (11.10s. 2775) 

There i» in the first Volume a lisi of 49 maps and plates. 

VOYAGES. Interesting Account of the Earlv Vw- 
ages, made by the Portuguese Spaniards, &c. To 
Africa, East and West-Indies. The Difcovery of 
Numerous 1 Hands ; with Particulars of the Lives 
of thofe Eminent Navigators. Including the Life 
and Vovages of Columbus. To which is prefixed 
the Lire of that Great C'ircum navigator Captain 
Cook, with particulars of his Death. Extra^ed 
from Dr. Kipps's. London : Printed for the Pro- 
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?rietors, m,dcc,xc. 12 preL leaves and pp. 7-^6. 
HaUs and maps at pp, 7, 8, 17, 25, 32, 40, 48. Old 
calf. 4to. (10«. 6fi. 2776) 

VOYAGES. A General Collection of Voyages and 
Discoveries, made by the Portuguese and the 
Spaniards durino^ the Fifteenth and Sixteenth Cen- 
turies. Containing the interesting and entertaining 
Voyages of the Celebrated Gonzalez and Vaz, 
Gonzalez Zarco, Lanzerota, Dio^o Gill, Cada 
Mosto, Pedro di Sintra, Diogo d'Azambuza Bar- 
tholomew Diac, Vasco de Gama, Voyages to the 
Canary Islands, Voyages of Columbus, Nino and 
Guierra, Ojeda and Vespusius Cortereal, Alvarez 
Cabral, Francis Almeed, Albuquerque, Andrea 
Corsali, Voyage to St. Thomas, Voyage of de Solis, 
Pinzon, &c. Voyage of John Ponce, Grijalva, 
Nicuessa, Cortes, Ojeda and Ocampo, Magellan. 
With other Voyages, to the East-Inaies, the West- 
Indies, Round 3ie World, &c. Adorned with 
Copper-Plates, Maps, &c. London: W. Richard- 
son, MDCCLxxxix. 5 prel. leaves and pp. 7-518. 
Plates and maps. 4tto. (12«. 6d. 2777) 

VU£ de la Colonie Espagnole du Mississipi, ou des 
Provinces de Louisiane et Floride Occidentale, en 
TAnn^e 1802. Par un observateur resident sur les 
lieux : Ouvrage accompagn^ de deux cartes dres- 
s6es avec soin, et artistement gravies et enlumi- 

n^es. B - Duvallon, Editeur. Paris. 1803. 

XX and 318 pp. Table Abrtgee 5 pp. Avis au Relieuvy 
Hf Errata et Additions, 4 pp. With 2 colored maps. 
Half calf. Qvo. {5s. 6d. 2778) 



d by Google 




Digitized by VjOOQIC 




ADSWORTH (Bbnjamin). An 
Eflav, for the Charitable Spreading 
of the Gospel into Dark ignorant 
Places : Being a Sermon (now fome- 
thing Inlarged) Preach'd at the 
Le6lure in Bofton. 06lob. 16. 1718. 
By Benjamin Wadfworth, A.M. 
Pallor of a Church of Chrift in Bofton. N.E. 
Boston: Printed by B. Green, for Beni. Eliot, at 
his Shop. 1718. Title and 36 pp. Unbound, 
12mo. (10«. 6d. 2779) 

WADSWORTH (Benjamin). The Gospel not 
Oppofed, but by the Devil and Mens Lufts. A 
Lecture Sermon Preach'd at Bofton, Jan. 8. 1718, 
19. From Mat. x. 34. By Benjamin Wadfworth, 
A.M. Paftor of a Church of Chrift in Bofton, N.E. 
Boston f N. E. Printed by B. Green, for Benj. 
Eliot, at his Shop. 1719. Title, and 46 pp. Unbound. 
12mo. (10«. 6d. 2780) 

WADSWORTH (Benjamin). Vicious Courfes, 
Procuring Poverty. Defcrib'd and Condemn'd. 
A Le6hire Sermon, Preach'd at Bofton, Feb. 19. 
1718, 19. By Benjamin Wadfworth. A.M. Paftor 
of a Church of Chrift in Bofton, N. E. Boston, 
Printed hy John Allen, for Benjamin Eliot, at his 
Shop in King ftreet, 1719. Title and 32 pp. Unbound. 
12mo. (10*. 6<i. 2781) 

WAFER (Lionel). A New/ Voyage/ and/ De- 
scription/ of the/ Ifthmus of America,/ Giving an 
Account of the/ Author's Abode there,/ The Form 
and Make of the Country,/ the Coafts. Hills, Ri- 
vers, &c. Woods,/ Soil, Weather, &c. Trees, 
Fruit, Beafis,/ Birds, Fifli, &c./ The Indian In- 
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habitants, their Features,/ Complexion, &c. their 
Manners, Cu-/iloms, Employments, MarriageSy 
FeastsJ Hunting, Computation, Language, &c./ 
With Kemarkable Occurrences in the South/ Sea^ 
and ellewhere./ By Lionel Wafer. Illulfaratea 
with feveral CoppersrPlates./ London: Printed 
for James Knapton, at the Crown in/ St. Paul's 
Church-yard| 1699./ 4 preL leaves and 3S4 pp. 
Index 14 pp. Booksj etc. 2 pp. Map at page 1, plates 
atpp. 28, 103, 141. Old calf. Svo. (18«. 2782) 

WAFER (Lionel). A New Voyage and Description 
of the Isthmus of America. Giving An Account 
of the Author's Abode there, The Form and Make 
of the Country, the Coails, Hills, Rivers, &c. 
Woods, Soil, Weather, &c. Trees, Fruit, Beasts, 
Birds, Fish, &c. The Indian Inhabitants their 
Features, Complzion^ &c their Manners^ CullomSy 
Employments, Marriages, Feails, Hunting, Com> 
putation. Language, &cc. With Remarkable Oc- 
currences in the South-Sea and elfewhere. By 
Lionel Wafer. The Second Edition To which are 
added. The Natural Hiftory of thofe Parts, By a 
Fellow of the Royal Society: And Davis s Expe- 
dition to the Gold Mines in 1702. lUuftrated with 
feveral Copper- Plates. London, Printed for James 
Knapton, At the Crown in St. Pauls Church- Yard. 
MDcciv. 8 prel. leaves and 283 pp: Index, 12 pp: 
Map and 3 plates. Old calf. Qvo. (15s. 2783) 

WAGHENAER (L. J.) The Mariners Mirrovr/ 
Wherein may plavnly be feen the courfes, heights, 
difs/tances, depths, foundings, fiouds and ebs, 
riiings of/ lands, rocks, fands and Oioalds, with the 
marks for th'en:;/trines of the Harbouroughs, Ha- 
vens and Ports of &e ereateft part of Europe : 
their feueral traficks ana commodities : Togemer 
w."» the Rules and inftrumets/ of Navigation./ 
Firft made & fet fourth in diners exact Sea-Charts, 
by that famous/ Nauigator Lvke Wagenar of En- 
couifen And now fitted with necefsarie/ additions 
for the ul'e of Engliihmen by/ Anthony Ashley./ 
Herein alfo may be underftood the exploits lately 
atchiued by the right/ Honorable the L. Admiral 
of Englad with her Ma.'i«» Nauie ; and fome/ for- 
mer feruices don by that worthy Knight/ S^. Fra : 
Drake./ [London, 1588.] 24 leaves of preliminaty 
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mattery including engraved title. Copperplate maps 
(1 ) to (22 ) with description printed on each map, ' The 
Second Part/ of the Mariners Mirrovr/ contein- 
ing in diners perfect plots & fea Charts boeth the 
Northern and Eaftem/ Navigation :/ viz. From the 
Streights between Doner and Callis, the/ coasts of 
England, Scotland, Norway, Emden, Yuts/land 
ct. with all the founds of Denmark & the Baltick/ 
fea unto Wiburgh and the Name/ With their par- 
ticular descriptions/ trafiks and commodities./ En- 
graved title and copperplate maps I to XXIII, with 
description printed on each map. And 12 copperplate 
maps of the vaiious engagements between the English 
and Spanish Fleets^ the uist being a map of' * Anglia ' 
Without descriptions and unnumbered. Unbound. 
Folio, {SL13s.6d. 2784) 

WALKER (Hovenden). A Journal: Or full Ac- 
count Of the late Expedition to Canada. With an 
Appendix Containing Commiffions, Orders, In- 
firu6tions, Letters, Memorials, Courts -Martial, 
Councils of War, &c. relating thereto. By Sir 
Hovenden Walker, K^ London : Printed for D. 
Browne at the Black-Swan, W. Mears at the 
Lamb, without Temple Bar, and G. Strahan at the 
Golden Ball againit the Exchange in Comhill, 
1720. 2 prel. leaves and text 304 pp. Old calf. 
Sw. (11. Is. 2785) 

W^ALKER (James). Letters on the West Indies. 
By James Walker. London : Rest Fenner, 1818. 
xvi and 268 pp. 8vo. (4«. 6d. 2786) 

WALLACE (Edward J.) The Oregon Question 
determined by the Rules of International Law. 
By Edward J. Wallace, M. A., Barrister-at-Law, 
Bombay. London : A. Maxwell & Son, 1846. 39 
pp. Svo. (2s. 6d. 2787) 

WALLER (William). An/ Efsay/ on the/ Value 
of the Mines,/ late of Sir Carbery Price./ By 
William Waller, Gent./ Steward of the said 
Mines./ Writ for the private Satisfaction of/ all 
the Partners./ London:/ Printed in the Year, 
MDCxcviii./ 12 preL teaoes, and 55 pp. With two 
folding sheetSy one a woodcut plan of Fotosi. Old red 
morocco f fine copy. 8w. (12s. 6d. 2788) 

WALTER (Thomas). Flora Carolina, secundum 
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Systema Vegetabilium Peril lustris Linnaei di- 
gesta; Characteres essentiales Naturalesye et dif- 
erentias veras exhibens ; cum emendationibus 
numerosis : Descriptionum antea erulgatamm : 
Adumbrationes stirpium plus mille continens : 
Necnon, generibus novis non paucis, speciebus 

SlurimiB noyisq. Omata. A uctore Thomas Walter, 
Lgriola. Londini : J. Fraaer : M,Dcc,Lxxzvnr. viii 
and 263 pp, Plate facing title. 8vo. {7s.6d. 2789) 

WANSEY (Henry). The Journal of an Excursion 
to the United States of North America, in the 
Summer of 1794. Embellished with The Profile 
of General Washington, and an A^ua-tinta View 
of the State House, at Philadelphia. Bj Hemy 
Wansey, F.A.S. A Wiltshire clothier. Salifhirv: 
J.Easton; 1796. xiii pp. half-title and 290 pp : In- 
dex, 12 pp : Errata, 1 page. Profile facing title, and 
plate at page 131. Svo. (6ii.6d. 2790) 

WARD (Nathaniel). The/ Simple Cobler/ Of/ 
AgMwam in America./ Willing/ To help'mend 
his Native Country, la-/mentably tattered, both in 
the upper-Leather/ and fole, with all the honeft 
ftiches ne can take./ And as willing never to bee 

faid for his work,/ by Old Englifli wonted paj./ 
t is his Trade to patch all the year long, gratis./ 
Therefore I pray Gentlemen keep your purfes./ 
By Theodore de la Guard./ Lomwn,/ Printed by 
John Dever & Robert Ibbitfon, for Stephen Bow- 
tell, at the/ figne of the Bible in Popes Head- 
Alley, 1647./ 2 prel. leaves; vis. Title, the reverse 
blank ; ' To the Reader.' 1 page ; Text, 80 pp. Fine 
large and clear copy, with rough leaves. Morocco by 
Bedford. {51. 5s. Others 31. 3s. and 21. 2s. 2791) 

WARD (Nathaniel). Another copy, very fine, in 
calf extra by Bedford, having on the title-page the 
autograph of White Kennet. {51. 5s. 2792) 

WARDEN (D. B.) A Choro^raphical and Statis- 
tical Description of the District of Columbia, the 
seat of the General Government of the United 
States, with an engraved plan of the District, and 
view of the Capitol. Paris : printed and sold by 
S mith, Rue Montmorency. 1816. vii and 212 pp. 
Index, 2 pp. Plan at page 1. Plate at page 3^. Calf. 
8vo. {12s. 6d. 2795) 
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WARREN (George). An Impartial/ Description/ 
of/ Surinam/ upon/ The Continent of Guiana/ 
in/ America./ With a Hiftory of feveral ftrange 
Beails, Birds,/ Fiflies, Serpents, Infe6t8, and Cuf- 
toms of/ that Colony, &c./ Worthy the Perufal of 
all, from the experience of/ George Warren Gent./ 
London, Printed by William Godbid for Nathaniel 
Brooke/ at the Angel in Grefliam-CoUedge, in the 
fecond yard/ from Bilhopfgate-ftreet. 1667./ 2 
prel. leaves; viz. Title the reverse blank. 'To the 
Reader.' 2 pp. Text, 28 pp. 4to. (1/. lU 6d. 2794) 

WASHINGTON. The Campaigns of the British 
Army at Washington and New Orleans, in the 
Years 1814-1815. By the Author of the Subaltern. 
Fourth Edition, corrected and revised. London: 
John Murray, mocccxxxvi. iv and 389 pp. Cloth, 
Uncut, 12mo. {3s, 6d, 2795) 

WASHINGTON (George). The Journal of Major 
Georg^e Wafliington, sent by the Hon. Robert 
Dinwiddie, Efq; His Majeliy's Lieutenant-Go- 
vernor, and Commander in Chief of Virginia, to 
the Conmiandant of the French Forces on Ohio. 
To which are added, the Governor's Letter : and a 
translation of the French Officer's Anfwer. With 
a New Map of the Country as far as the Mississipm. 
Williamsburgh Printed, London, Reprinted for T. 
Jefferys, mdccliv. 32 pp. With the map. Half 
morocco, Svo. (11. Is. 2796) 

WASHINGTON (George). Letters from General 
Washington, To feveral of his Friends in the Year 
1776. In which are set forth A fairer and fuller 
View of American Politics, Than ever yet trans- 
pired, Or the Public could be made acquainted 
with through any other Channel. London : J. Bew, 
M.DCc.Lxxviz. Tftte, and 73 pp. Half morocco, 
8w* (105. 6d, 2797) 

WASHINGTON (George). -A Poetical Epistle to 
his Excellency George Washington, Esq. Com- 
mander in Chief of the Armies of the United 
States of America, from An Inhabitant of the State 
of Maryland. To which is annexed, A Short 
Sketch of General Washington's Life and Cha- 
racter. Annapolis Printed 1779 : London : Re- 
printed for C. Dilly, mdcclxxx. 24 pp. Unbound, 
4AO, {t0s.6d. 2798) 
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WASHINGTON (George). A Message of the 
President of the United States to Congress relative 
to France and Great-Britain. Delivered December 
5. 1793. With the Papers therein referred to. 
To which are added the French originals. Pub- 
lished, by order of the House of Representatives. 
Philadelphia: Printed by Childs and Swaine. 
M,Dcc,xciii. 103pp. half mor. Svo, (i0s.6d, 2799) 

WASHINGTON (George). Official letters to the 
Honorable American Congress, Written during 
the War between the United Colonies and Great 
Britain, by his Excellency, George Washington^ 
Commander in Chief of the Continental Forces, 
now President of the United States. Copied by 
Special Permiiiion from the Original Papers pre- 
served in the Office of the Secretary of State, 
Philadelphia. London : Cadell Junior and Davies, 
1795. Two Volumess. Vol. I. viii and 364 pp. 
Vol. II. Half'titUy title, and 384 pp. Uncut, 
8w. (10s. 6d. 2800) 

WASHINGTON (George). Memory of* Wash- 
ington : Comprising a sketch of his Life and Cha- 
racter ; and the National Testimonials of Respect. 
Also, a collection of Eulogies and Orations. With 
a copious Appendix. Newport. R. I. Printed by 
Oliver Farnsworth. 1800. 246 pp. Subscribers* 
Names, 6 pp. Portrait of G. Washington. Calf. 
12mo. {10s. 6d. 2801) 

WASHINGTON (George). Letters from his Ex- 
cellency General Washington, to Arthur Young, 
Esq. F.R.S. Containing an Account of his Hus- 
bandry, with a Map of his Farm ; his Opinions on 
various Questions m Agriculture ; and many par- 
ticulars of the Rural Economy of the Umted 
States. London : B. M'Millan, 1801. vi and 172 
pp. With the map. Svo. (7s. 6d. 2802) 

WATERTON (Charles). Wanderings in South 
America, the North-West of the United States, 
and the Antilles, in the ^ears 1812, 1816. 1820, 
and 1824. With original instructions for the per- 
fect preservation of Birds, &c. for Cabinets of 
Natural History. By Charles Waterton, Esq. 
London: J. Mawman, 1825. miandS'i6pp. Plate 
facing title. Large paper. 4to. (7s. 6d, 2803) 
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WATTS (Isaac}. A Guide to Prayer. Or, A Free 
and Rational Account of the Gift, Grace and Spirit 
of Prayer, With plain Diredlions how every Cnrif- 
tian may attain them. By I. Watts, D.D. The 
Eighth Edition Correded. Boston : Printed by J. 
Draper, for D. Henchman inComhil. Mdcc.xxxix. 
TiUe,xafidZ23pp, TabU4pp. 12mo. {ll.U. 3804) 

WEBB (John). The Young-Mans Duty, Explained 
and Preffed upon Him. In A Sermon From 
Eccles. XII. I. Preached to a Society of Young 
Men. On a Lords-Day Evening: And now Pab- 
liftiea at their Kequefl. By John Webb, A.M. and 
Pallor of a Church of Chrift in Boilon. Recom- 
mended by the Reverend, Increase Mather, D.D. 
Boston : Printed by S. Kneeland, for D. Hench- 
man, at the Corner Shop over againfl the Brick 
Meeting-Houfe. 1718. litU, ii pp. and wanting all 
after page 3fi. Small Qvo, (Ss. 6d. 2805) 

WEBSTER (Pelatiah). Political Essays on the 
Nature and Operation of Money, Public Finances, 
and other Subjects : Published during the Ame- 
rican War, and continued up to the prefent Year, 
1791. By Pelatiah Webster, A. M. Philadelphia: 
Printed and sold by Joseph Crukshank, No. 91, 
High-Street, m dcc xci. viii and 504 jrp. Half 
calf. Svo. (8s. 6d. 2806) 

WELCH-COBLER. The honeft/ Welch-Cobler,/ 
for her do fcome to call her/lelfe the iimple Welch- 
Cobler:/ Although her thinkes in all her/ Con- 
fciences, if her had as many as would iland/ be- 
tweene Paules and Sharing-Crofle that her have/ 
not fo much wit as her Protner Cobler of A-/merica, 
yet her thinke her may have as much/ knavery ; 
and though her have not fo much Creek,/ which her 
holds to be Heathenifti ; nor Hebrew,/ which her 
holds to be Shewiih Language ; nor/ Latine, which 
is the Languag-e of Rome, yet her/ fliall endever 
her felfe to teliver her felfe in as/ cood Tiale6l as 
her can for her hart plood, for the/ petter under- 
ftanding of all her friends and kind-/red, whether 
Comro or Siis, wherein her (hall/ find variety of 
counfells, profitable inftrudions, feafonable cau- 
tions, to prevent tangers that may come/ upon all 
her countrymen here ; Her alio lliall find Ibme/ 

' truth, little honelly, fome wit, and a creat teale of 
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kna-/Yerie./ By Shinkin ap Shone, ap Griffith^ ap 
Gearardy ap Shiles, ap/ sboieph, ap Lewis, ap 
Laurence, ap Richard, ap Tho-/ma8, ap Shefire, 
ap Sheames, ap Taffie, ap Harie,/ All Shentleman 
in Wales./ [London] Printed by M. Shinkin, 
Printer to S. Taffie, and/ are to be Ibid at the Signe 
of the Goat on the/ Welch Mountaine. 1647./ 8 
pp. 4to. {11 li, 280r) 

WELD (Isaac). Travels through the States of 
North America, and the Proyinces of Upper and 
•Lower Canada, durin? the Years 1795, 1796, and 
1797. By Isaac Weld Junior. Illustrated and 
embellished with Sixteen Plates. London: John 
Stockdale, 1799. xsiv and 464 pp. Booksy etc, 8 pp. 
' Erratum.' pasted at the bottom of the list of plates. 
With the 16 plates. Half calf, 4to. (10s, 6d, 2808) 

WELD asAAc). Travels through the States of 
North America, and the Provinces of Upper and 
Lower Canada, during tiie Vears 1795, 1796, and 
1797. By Isaac Weld, Junior. Third Edition. 
Illustrated and embellished with sixteen plates. 
In Two Volumes. London: John Stockdale, 1800. 
Two Volumes, Vol. 1. ix and 437 pp. 3 maps and 
9 plates. Vol. II. viii and 376 pp, 5 plates. Half 
calf. Svo, (Js.6d, 2809) 

WELD ^IsAAc). Travels through the Sutes of 
North America, and the Provinces of Upper and 
Lower Canada, during the Years 1795, 1796, and 
1797. By Isaac Weld, Jun. Fourth Edition. 
Illustrated and Embellished with Sixteen Plates. 
In two Volumes. London : John Stockdale, 1807. 
Tv)o Volvmes. Vol. I. ix and 437 pp. 2 maps and 
9 plates. Vol. II. viii and 376 pp. 5 plates. Half 
calf. Svo. (7s. 6d. 2810) 

WELDE (T.) A/ Short Story/ of the/ Rife, reign, 
and mine of the Antinomians,/ Famililts & Liber- 
tines, that infected the Churches/ of/ New -Eng- 
land:/ And how they were confuted by the 
Aflembly of Mi-/nifter8 there : As alfo . of the 
Magiftrates proceedings/ in Court againil them./ 
Together with Gods (trance and remarkable judge-/ 
ments from Heaven upon iome of the chief fomenters 
of/ thel'e Opinions ; And the lamentable death of 
M*. Uutchifon./ Very fit for thefe times ; here 
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being the fame errours amongil/ us, and a£ied by 
the fime fpirit./ Publiflied at the initant requeft of 
fandrj, by one that was an eye/ and eare-witnefle 
of the carriage of matters there.y London,/ Printed 
for Ralph Smith at the figne of the Bible in Corn- 
hill/ neare the Royall Exchange. 1644./ 10 prel. 
leaves ; viz. Title in a metal type border, the reverse 
blank; «To the Reader.* Signed *T. W.* 1 fMge. 
« The Preface.' Signed ' T. Welde.' 16 pp : Text 66 
pp. Calf extra by Bedford. 4to. (n.lts.6d. 2811) 

WEMMS (William). The Trial of WUliam Wemms, 
James Hartegan, William M'Cauley, Hugh White, 
Mathew Kiliroy, WiUiam Warren, John Carrol, 
and Hugh Mont^mery, Soldiers in his Majefty*s 
29th Regiment of Foot, For the Murder of Crifpus 
Attucks, Samuel Gray, Samuel Maverick. James 
Caldwell, and Patrick Carr, On Monday Evening, 
the 5th of March, 1770. at the Superior Court of 
Judicature^ Court of Affize, and general Goal 
Delivery, held at Boston. The 27th Day of No- 
vember, 1770, by Adjournment. Before the Hon. 
Benjamin Lynde, John Cushing, Peter Oliver^ and 
Edmund Trowbridge, Esquires, Justices of faid 
Court. Publiflied by Permiffion of the Court. 
Taken in Short Hand by John Hodgson. Boston : 
Printed by J. Fleeming, and fold at his Printing- 
Office, nearly oppofite the White-horfe Tavern m 
Newbury- ftreet m,dcc,lxx. 217 pp. Calf extra 
by Bedford. 8oo. (ISs. 2812) 

WESLEY (John). An Old Fox Tarr'd and Fea- 
thered. Occasioned b^ what is called Mr. John 
Wesley's Calm Addrels to oar American Colonies. 
By an Hanoverian. A Calm Addrels to our Ame- 
rican Colonies. London : Printed for the Author ; 
[1775.] 16 pp. Halfmor. 8w. (4s. 6d. 2813) 

WESLEY (John). A Calm Address to our Ame- 
rican Colonies. By John Wesley, M.A. London, 
R. HaweSy [1775.] 23 pp. HalJ morocco. 
12mo. (4s. 6d. 2814) 

WESLEY (John). A Calm Address to our Ame- 
rican Colonies. By John Wesley, M.A. London: 
R. HaweSy MDccLxxv. 23 pp. Half morocco, 
nmo. lSs.6d. 2815) 

WESLEY (John). A Cahn Address to our Ame- 
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rican Colonies. By John Wesley, M.A. A New- 
Edition, Corrected, and Enlarged. Lmidon, Robert 
Hawes, [1776.] 22 pp. nmo, (4s. 6d, 2816) 

WESLEY (John). A Calm Addrefs to the Inhabi- 
tants of England. By John Wesley. London : J. 
Fry and Co. m.dcc.lxxvii. 21 pp. Half morocco. 
12IIW. (3s. 6d, 2817) 

WESLEY (John). Some Observations on Liberty: 
Occafioned by a late Tract By John Wesley, 
M.A. London, R. Hawes, 1776. 36 pp. Half mo- 
rocco. 12mo. {Ss. 6d. 2818) 

WEST (John). The Substance of a Journal during 
a residence at the Red River Colony British North 
America: And irequent excursions among the 
North West American Indians, in the years 1820, 
1821, 1822, 1823. Second Edition, enlarged with 
a Journal of a Mission to the Indians of New 
Brunswick, and Nova Scotia, and the Mohawks 
on the Ouse or Grand River, Upper Canada. 
1825-1826. By John West, A.M. Late Chaplain 
to the Hon. The Hudson's Bay Company. L. B. 
Seeley and Son, Lonc/on. mdcccxxvii. xviandS^ 
pp. With 4 plates. Cloth. Svo. (5s, 2819) 

WEST INDIA COMPANY. Nader Prolongatie 
van het Octroy voor de Westindische Compagnie. 
en van de eerfte prolongatie van dien, voor den 
tvd van nog dertig jaaren. Gearrefleert den 8 
Angully 1730. In 's Gravenhage. By Jacobus 
Scheltus, Anno 1730. SO pp. Calfyby Hayday. 
4to. (10s. 6d. 2820) 

WEST-INDIES. Weft-vnnd Oft Indifcher/ Luft- 
gart:/ Das ift,/ Eygentliche Erzehlung,/ Wann 
vnd von wem die Newe Welterfunden,/ befagelt, 
vnd eingenommen worden, vnd was fich Denck-/ 
wiirdiges darbey zugetragen./ Neben Befchrei- 
bung aller deren Landfchafften,/ Infeln, V bicker, 
Thieren, Friichten, Gewachfen, fo/ beydes in 
Weftsvnd Oft Indien zu finden./ Wie auch Ver- 
faifung der f iimembften Schiifahrten fo/ nicht allein 
dahin, fonderen auch vmb die gantze Welt von den 
Spas/nieren, Engellanderen, HoUanderen, &c. ver- 
richter/ worden./ Aufz glaubwiirdigen Schrifften 
zufamen gezogen./ Gedruckt zu ColUn^l Bey 
Wilhelm Liitzenkirchen,/ Anno mdcxviii./ 4 
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5 el. leaves; vis. Title f the reverse blank, ^ Dem 
ochwiir digen in Gott Vatter vnnd Herren, Herren 
Hugoni/ etc. 4 ftp. signed * Gal'par Eos L. Wilhelm 
Lutzenkirchen/ * An den Giinftigen Lefer.* 2 pp : 
Text, 436 pp, ' Des Oil Indilbhen Luftgar:;/tens/ 
ErlterTheil:/'236pp. Vellum, 4to, (2i.2a. 2821; 

WEST INDIES. [Printed titU] West-Indische/ 
Spi^hel,/ 't Atnstelredam, By Broer lanfz. ende 
lacoD Pieterfz. Wachter, Boeck-/7ercooper op 
den Dam, inde Wachter. Anno 1624./ [Engraved 
title'] Weft-Indifche/ Spieghel,/ Waer inne men 
(ien kan,/ A He de Eylanden, Provintien, L4Uit- 
fchappen, het/ Machtiee Ryck van Mexico, en 
't Gout/ en Silver-ry eke Landt v an Peru./ Tfampt/ 
De Courfen, Havenen, Klippen,/ Koopmanschap- 
pen, etc. foo wel inde Noort als in/ ae Zujt-zee. 
Als mede hoe die vande/ Spanjaerden eerft ge in- 
▼adeert fyn./ Door/ Athanasium Inga,/ Peruaen, 
van Cufco./ 4preL leaves ; viz. Engraved and printed 
titles, *Toe eyehen- Brief.' 4 pp: Text 435 pp. 
'Regifter des Boecks:'? pp. 2 maps, 'tNoorder 
deel van West Indien' and 't Zuyder deel van 
West-Indien.' Vellam. 4to. {ll.lls.ed. 2822) 

WETMORE (James). A Vindication of The Pro- 
feflbrs of the Church of England in Connedticut. 
Againil The Invedtives contained in a Sermon 
preached at Stanford by Mr. Noah Hobart, Dec. 
31. 1746. In a Letter to a Friend. By James 

. Wetmore, A.M. Redor of the Parilh of Kve, and 
Miffionary from the venerable Society for the Pro- 
nagation of the Gofpel in foreign Parts. Bo9t4m : 
N. E. Printed and Sold by Rogers and Fowle in 
Queen-ftreet. mdocxlvii. 45 pp. Half morocco. 
8vo. (10s. 6d. 2823) 

WHAT think ve of the Congress now? Or, an En- 
quiry, how far the Americans Are bound to abide 
by, and execute, the Decisions of the late Conti- 
nental Congress. With a Plan^ By Samuel Gallo- 
way, Efq ; for a Proposed Union between Great- 
Bntain and the Colonies. To which is added. An 
Alarm to the Legislature of the Province of New- 
York. Occadoned by the prefent Political Dis- 
turbances. Addreffed to the Representatives in 
General Assembly convened. New York, Printed 
by J. Rivington : London, Reprinted for Richard- 
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son Urqubarty 1775. Title and 90 pp. Half nuh- 
rocco, Svo. (7$,6d. 2824) 

WHEATLEY (Phillis). Poems on rarions sub- 
jects, religious and moral. By Pliillis Wheatley, 
Negro Servant to Mr. John Wheatley, of Boston, 
in New England. London: Printed for A. Bell. 
Bookfeller, Aldgate ; and fold by M eifrs. Cox and 
Berry, King Street, Boston, mdcclxxiii. 124 ^ip. 
Contentty S pp* With frontispiece portrait. Calf, 
8w. (10«. 6d. 2825) 

WHEELOCK (Eleazar). A plain and feithful 
Narrative of the Original Defign, Rife, Progrefii 
and prefent State of the Indian Charity-School At 
Lebanon, in Connecticut. By Eleazar Wheelock, 
A. M. Pastor of a Church in Lebanon. Boston : 
Printed by Richard and Samuel Draper, in New- 
bury-ftreet. m.dcc.lxiii. 55 pp. Half morocco. 
Svo. (T8.6d. 2826) 

WHEELOCK (Eleazar). A Brief Narrative of 
the Indian Charity-SchooL In Lebanon in Con- 
ne6licut, New England. Founded and Carried on 
bv That faithful Servant of God The Rev. Mr. 
Eleazar Wheelock. London: J. and W. Oliver, 
MDCCLxvi. 48 pp. Halfmor. Svo. (5«.6d. 2827) 

WHITAKER (Nathanael). Two Sermons: On 
the Doctrine of Reconciliation. Together with 
an Appendix, in answer to a Dialo^e wrote to 
discremt the main Truths contained m these Dis- 
courses, By the Reverend William Hart, Of Say- 
brook, in Connecticut. By Nathanael Whitaker, 
D.D. Minifler of the Gofpel in Salem, in Massa- 
chusetts-Bay. Salenif New- England : Printed by 
Samuel Hall, in the main Street, mdcclxx. 168 
pp. Svo. {68. 6d. 2828) 

WHITBOURNE (Richard^. A/ Discovrse/ and 
Discovery/ of Nevv-fovnd-land, with/ many rea- 
fons to prooue how worthy and be-/neficiall a 
Plantation may there be made,/ after a far better 
manner than/ now it is./ Together with the Lay-/ 
in^ open of certaine enor-/mities and abufes com- 
mitted by fome that trade/ to that Countrey, and 
the meanes laide/ downe for reformation/ thereof./ 
Written by Captaine Richard Whitboume of/ Ex- 
mouth, in the County of Deuon, and pub-/lilh^ 
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• by Authority./ Imprinted at London by FeUs 
Kyngstm, for/ William Barret. 1620./ 9 preL 
ieaxm ; viz. TitUy on the reverse the royal arms; * To 
the High/ and Mightie Prince,/ Tames, By the 
<jrace of/ God, King of Great Brittaine, France/ 
and Ireland, Defender of the/ Faith, ficcV (A 3) 
4 pj» ; signed * Richard Whitbovme.* * To nis Ma- 
ieiUes good/ Subie^ts.' (B) 4 pp: signed * R. W.* 
* The Preface be-/ing an Indvction to/ the follow- 
ing Difcourfe.7 (B3) 8 pp. in italics; Text. (D) 
69 pp. followed bjf one blank page ; *■ A concluuon to 
the Reader, containing/ a particular Defcription, 
and relation/ of fome tmngs omitted in the for-/mer 
Difcourfe.7 4 pp. Fine copy, in calf extra, by Bed- 
ford. 4to. (4(. 4s. 2829) 

WHITBOURNE (Richard). A/ Discovrse/ And 
Discovery/ of New-found-land, with/ many rea- 
fons to prooue how worthy and bene-/ficiall a 
Plantation may there be made, after a far/ better 
manner than now it is./ Together with the laying/ 
openof certaine enormities/ and abufes committed 
l^ Ibme that trade to that/ Countrey, and the 
meanes laid downe for/ reformation thereof./ 
Written by Captaine Richard Whitboume of/ Ex- 
mouth, in the County of Deuon, and pub-/li(hed 
hj Authority./ As saCo, an Inuitation : and like- 
wile certaine Letters fent/ from that Countrey; 
which are printed in the/ latter part of this Booke./ 
Imprinted at London by Felix Kingfton./ 1622./ 
11 prel. leaves; viz. Title, on the reverse the royal 
arms; 'At Theobalds, the 12. of Aprill 1622."^ 1 
pa^e ; *■ After our very hearty Commendations to 
your good Lordfliips,* etc. 1 page ; * The names of 
fome, who haue vndertaken to/ helpe and aduance 
his Maieities Plantation in/ the New-found-land, 
viz.' 2 pp; signed *R. W.' 'To the High/ and 
Mightie Prince,/ lames, by the Grace of/ God, 
King of great Brittaine, France/ and Ireland, De- 
fender of the/ Faith, &c./ 4 pp ; signed ' Richard 
Whitbovme.* * To his Maiefties geod/ Subieds-V 
4 pp; signed 'R. W.* 'The Preface,/ being an 
mdvc-/tion to the following/ Difcourse / 8pp ; Text 
107 pp. ' A Concluiion to the former Dilcourfe,' 
ete. 5 pp ; signed ' R. W.' ' A Letter from Captaine 
Edward Wynne^ Go-/uemour of the Colony at 
Ferrylandy within the/ Prouince of Aualon, in 
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Newfound-land, vnto/ the Right Honorable Sir 
George Calvert/ Knight, his M aiefties PrincipBll 
Secre-/tary. luly 1622,/ and 3 other Letters, pp. 
1 to 15. (pp. 35, 70, and 71, are paged 3, 100, and 
101.) Calf extra, by Bedford. 4to. (4i.4s. 2830) 

WHITBOURNE (Richard). A/ Discorrse/ and 
Discovery/ of new -fovnd- land, with/ many 
realbns to prooue how worthy and bene-/ficial a 
Plantation may there be made, after a/ better 
manner than it was./ Together with the laying/ 
open of certain enormities/ and abufes committed 
by fome that trade to that/ Countrey, and the 
meanes laid downe for/ reformation thereof./ 
Written by Captaine Richard Whitboume of/ Ex- 
mouth, in the County of Deuon, and pub-/linied 
by Authority./ As alfo a louing Inuitation and 
likewife the copies of certaine/ Letters fent from 
that Countrey; which are printed in/ the latter 
part of this Booke. Imprinted at London by Felix 
Kingston. 1623./ 9 prel. leaves ; viz. Title, on the 
reverse the royal arms, and * Moft humbly,' etc. * At 
Theobalds, the 12. of Aprill 1622.' 1 page, 'After 
our very hearty Commendations to your good Lord- 
ihips,' etc. 1 page ; [* The names of fome, who haue 
vndertakcn to helpe and aduance his Maieilies 
Plantation in the New-found-land, viz.' 2 pp. 
signed * R. W.' wanting.^ <To the High/ and 
Mightie Prince,/ lames, oy the Grace of God,/ 
King of great Brittaine, France and Ireland,/ De- 
fender of the Faith, &c.'/ 2 pp. * To his Maieilies 
good Subieas.' Spp; ^ The Preface,' 7 pp. Text, 
97 pp; * A Conclulion to the former Difcourle,' etc. 
A pp. * A Letter from Captaine Edward Wynne,' 
etc.andS other Letters, pp. t to 15. 4to. (3^. 2831) 

WHITEFIELD (George). A Journal of a Voyage 
from London to Savannah in Georgia. In Two 
Parts. Parti. From London to Gibrutar. Part II. 
From Gibraltar to Savannah. By George White- 
field A.B. o&Pembroke College, Oxford. fWidi a 
ihort Preface, (hewing the Reafons of its Publica- 
tion. London, James Hutton, 1738.] Title, iv and 
58 pp. Title-page mutilated. Half morocco. 
Svo. (4«. 6d. ' 



WHITEFIELD (George). A Journal of a Voyage 
from London to Savannah in Georgia. In Two 
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Parts. Part I. From London to Gibralter. Part II. 
From Gibralter to Savannah. By George White- 
field, A. B. of Pembroke-College, Oxford. With a 
fliort Preface, fhewing the Reafon of its Publica- 
tion. The Fifth Edition. London, James Hutton, 
MDccxxxix. 55 pp. Svo. (4s. 6(i. £833) 

WHITEFIELD (George). A Continuation Of the 
Reverend Mr. Whitefield's Journal, From his 
Arrival at Savannah, To his Return to London. 
London, James Hutton, m.dcc.xxxix. £ prel, leaves 
and 38 pp. * Advertifement.' 1 page. Half morocco. 
Qvo. {5s. 6d. 2834) 

WHITEFIELD (George). A Continuation Of the 
Reverend Mr. Whitefield's Journal From his Ar- 
rival at Savannah, To his Return to London. The 
Second Edition. London : W. Strahan, Mdccxxxix. 
2 prel. leaves and 38 pp. Svo. (5s. 6d. £835) 

WHITEFIELD (George). [First title] The Rev. 
Mr. Whitefield's Answer to the Bishop of London's 
last Pastoral Letters. The Second Edition. With 
the Supplement. [Second title] The Rev. Mr. 
Whitefield's Answer to the Bishop of London's last 
Pastoral Letter. London : W. Strahan, mdccxxxix. 
Text, pp. 3-28. * A Supplement to The Rev. Mr. 
Whitefield's Answer,' etc. 8 pp. Qvo. {p.6d. 2836) 

WHITEFIELD (George). The heinous Sin of 
Drunkenness A Sermon Preached on Board the 
Whitaker. By George Whitefield, A. B. of Pem- 
broke College, Oxford. London: C. Whitefield, 
Mdccxxxix. Wanting all after page 20. Unbound. 
Svo. (2s. 6d. 2837) 

WHITEFIELD (George). Thankfulnefs for Mer- 
cies received a neceflary Duty A Farewel Sermon 
Preached on Board the Whitaker, At Anchor near 
Savannah in Georgia, On Sunday May tlie 17th, 
1738. Bv George Whitefield, A. B. of Pem- 
broke College, Oxford. London : C. Whitefield, 
Mdccxxxix. Title and pp. 3-24. Svo. (25. 6d. 2838) 

WHITEFIELD (George). A Continuation Of the 
Reverend Mr. Whitefield's Journal, From his 
Embarking after the Embargo, To his Arrival at 
Savannah in Georgia. London : W. Strahan 1740. 
88 pp. Svo. {5s. 6d. 2839) 

WHITEFIELD (George). An Account of Money 
Received and Dilburfed for the Orphan-House in 
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Georgia. By George Whitefield, A.B. Late of 
Pembroke-College, Oxford. To which is prefixed 
A Plan of the Building. London : W. Strahan 
for T.Cooper, 1741. Tttfe and 45 pp. With ike Plan, 
8iw. (7s, 6d, «840) 

M'HITEFIELD (George). A Letter To the Re- 
yerend Mr. John Wesley : In Answer to his Ser- 
mon, entituled, Free-Grace. By George White- 
field, A.B. Late of Pembroke-College, Oxford. 
London : W. Strahan for T. Cooper, 1741. 31 pp. 
8tM>. {is,6(L 3841) 

WHITEFIELD (George). A Continuation of the 
Account of the Orphan-House in Georgia. From 
January 174^, to June 1742. To which are alfo 
fubjoin d. Some Extracts from an Account of a 
Work of a like Nature, carried on by the late 
Profefibr Franck in Glaucha near Hall in Saxony. 
By Georj^e Whitefield, A. B. Late of Pembrolce- 
College in Oxford. Edinhurghy T. Lumisden and 
J. Robertson ; m.dcc.xlii. 85 pp. Unbound, 
limo, (4s. 6d, 284f) 

WHITEFIELD (George"). A Continuation Of the 
Reverend Mr. Whitefield's JoumaL From a few- 
Days after his Return to Georgia To his Arriyal 
at Falmouth, on the 11th of March, 1741. Con- 
taining An Account of the Work of God at Georgia, 
Rhode-] fland, New-En^and, New- York, Penn- 
fylvania and South-Carolma. The Seventh Journal. 
The second Edition. London: W. Strahan; 
MDccxLiy. 88 pp. Half mm-, Hvo, (5s, 6d, «843) 

WHITEFIELD (George). A Short Account of 
God*s Dealings With the Reverend Mr. George 
Whitefield, A.B. late of Pembroke-College, Ox- 
ford, from His Infancy to the Time of his entrins^ 
into Holy Orders. Written by Himself, on board 
the Elizabeth, Captaine Stephenfon, bound firom 
London to Philadelphia and lent oyer by him to 
be publifiied for the Benefit of the Orphan Houfe 
in Georgia. The Second Edition. London: W. 
Strahan, mdccxliv. 46 pp. Half morocco, 
limo, (4a. 6d, 2844^ 

WHITEFIELD (George). Britain's Mercies, and 
Britain's Duty ; Reprelented in a Sermon Preach'd 
at the New-Building in Philadelphia, On Sunday 
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Aug^ft 24, 1746. Occafioned by the Suppreffion of 
the late Unnatural Rebellion. By George White- 
field, A. B. Late of Pembroke -College, Ozon. 
The Second Edition. Boston : Printed and Sold by 
S. Kneeland and T. Green in Queen-Street. 1746. 
Titieandpp.5-^9. Qvo. (2«. 6d. 2845) 

WHITEFIELD (George). Britain's Mercies, and 
Britain's Duty. Represented in a Sermon Preached 
at Philadelphia, On Sunday Auguft 24, 1746. And 
occafioned by the Suppression Of the late Unna- 
tural Rebellion. By George Whitefield, A.B. 
Late of Pembroke College, Ozon. Philadelphia 
Printed: London Re -printed. For J. Robinson, 
1746. 24 pp. Half morocco, Qvo, (J2s, 6d. 2846) 

WHITEFIELD (George). The Two First Parts 
of his Life, with his Journals, Revifed. corre6ted, 
and abridged, By Georee Whitefield, A. B. Chap- 
lain to the Right Hon. the Countefs of Huntingdon. 
London: W. Strahan, mdcclvi. 3 prel. leaves and 
446 pp. Old calf, Umo, {7s, 6d, 2847) 

WHITELOCKE (John). Trial of Lieutenant Ge- 
neral John Whitelocke, Commander in Chief of 
the Expedition against Buenos Ayres. By Court- 
Martial, held in Chelsea College, On Thursday, 
the 28th January, 1808, and succeeding days. 
London: Samuel Tipper, 1808. Half-titU, title, 
and 214 pp, 1 blank leaf, ' Appendix, 12pp. Plan 
of the march, etc. Qvo, {4s, 6d, 2848) 

WHITNEY (Peter). The Historjr of the County 
of Worcester, in the Commonwealth of Massachu- 
setts: With a Particular Account of every Town 
from its first Settlement to the prefent Time ; In- 
cluding its Ecclesiastical State, together with a 
Geographical Description of the same. To which 
is prefixed, a Map oi the County, at Large, from 
actual Survey. By Peter Whitney, A.M. Miniiler 
of the Gofpel in Northborough, in faid County. 
Printed at Worcester^ Massachusetts, bv Isaiah 
Thomas, Sold by him m Worcester, by iaid Thomas 
and Andrews, in Boston, and by faid Thomas and 
Carlisle, in Walpole, Newhampfliire. mdccxciii. 
S39 pp. With the map. Calf, Qvo, {12s, 6d, 2849) 

WHOLSOME Severity reconciled with/ Christian 
Liberty./ Or,/ The true Refolution of a prefent 
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Con-/troverfie concerning Liberty of/ Conscienee./ 
Heft you have the Queftion ftated, the middle/ 
way l>etwixt Popifli Tyrannic and Schiijnatizing/ 
Liberty approved, and alio contirmed from/ Scrip- 
ture, and the teftimonies of Divines,/ yea of whole 
Churches :/ The chiefe Arguments and Exceptions 
ufed in The/ Bloudy Tenent, The Compafsionate 
Samaritane,/ M. S. to A. S. &c. examined./ Eight 
Diflin6lion8 added for qualifying and/ clearing the 
whole matter./ And in couclufion a Paraenetick to 
the five Apo-/logifts for choofing Accommodation 
rather/ then Toleration./ Imprimatur. la. Cran- 
ford. Decemb. 16. 1644./ LondonJ Printed for 
Chriflopher Meredith, and are to be fold/ at the 
Signe of the Crane in Pauls Churchyard. 1645./ 
4 prei. leaves and 40 pp. half mor.4to, ( 1 i. 1 $. 2850) 

WIGGLESWORTH (Edward). The Bleffednefe 
of the Dead who die in the Lord. A Sermon 
Preached at the Publick Le6iure, Tuefday, April 
6. 1731. In the Hall of HarvardsCollege, In 
Cambridge, N.E. Upon the News of the Death of 
Thomas HoUis, Efq ; of London, The moft boun- 
tiful Benefactor to that Society. By Edward 
Wio;glesworth, D.D. And Hollis-Profeffor of Di- 
vinity. Publilhed at the Delire of the Prefident 
and Fellows of Harvard-College. Boiton in New- 
England : Printed for S. Gerriih, at the lower End 
ofComhil. 1731. Title, iv and 23 pp. Unbound, 
Svo, {4$,6d. 2851) 

WIGGLESWORTH (Edward). A Letter To the 
Reverend Mr. George Whitefield, By Way of 
Reply To his Anfwer to the College Teftimony 
againft him and bis Condu6t. By Edward Wig- 
fflefworth, D. D. Profeffor of Divinity in faid Col- 
lege. To which is added. The Reverend Prefident's 
Answer To the Things charg'd upon Him by the 
faid Mr. Whitefield, as Inconfiitences. Boston, 
N. E. Printed and fold by T. Fleet, at the Heart 
and Crown in Cornhill. 1745. 61 pp. *■ Postcript.' 
2 pp» * The Reverend Prefident's Answer,* 5 pp. 
signed * Edward Holyoke.' 4to. (7s. 6d. 2852) 

WIGGLESWORTH (Edward). Calculations on 
American Population, witli A Table for ellimating 
the annual Increase of Inhabitants in the Britiu 
Colonies : The Manner of its Conftrudtion £x- 
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plained; and Its Ufe Illuftrated. By Edward 
Wio^glesworth, M. A. HoUis Profeflbr of Divinity 
at Cainbridj^e. Boston : Printed and Sold by John 
Boyle in Marlboro' Street, mdcclxxv. 24 pp. 
Half morocco, 8i;o. (7«. 6d. 2853) 

WILBERFORCE (Samuel). A History of the 
Protestant Episcopal Church in America. By 
Samuel Wilberforce, M. A. Chaplain to H. R. H. 
Prince Albert, and Archdeacon of Surrey. Lon- 
don: James Burns, 1844. xvi and 456 pp. Map 
and table. Cloth, uncut. 12mo. (3s. 6d. 2854) 

WILCOCKE (Samuel Hull). Histor;r of the Vice- 
royalty of Buenos Ayres; containing the most 
accurate details relative to the Topography, His- 
tory, Commerce, Population^ Government, &c. 
&c. Of that Valuable Colony. By Samuel Hull 
Wilcocke. Illustrated with plates. London: Sher- 
wood, Neely, and Jones, [1806]. 2 prel. leaves and 
576 pp. Map facing title, chart and plates at pp. 58, 
172,336,415,418,457. 8t;o. (?s. 6d. 2855) 

WILKES (Charles). Narrative of the United 
States* Exploring Expedition, during the Years 
1838, 1839, 1840, 1841 , 1842. By Charles Wilkes, 
U. S. N. Commander of the Expedition, Member 
of the American Philosophical Society, &c. Con- 
densed and Abridged. London: Whittaker and 
Co., [1845.] 4 prel. leaves and 372 pp. Half calf. 
Svo. {5s. 2856) 

WILKINSON (James). Burr's Conspiracy ex- 
posed ; and General Wilkinson vindicated against 
the slanders of his Enemies on that important 
occasion. 1811. Title, Advertisement 1 page, Intro- 
ductim, pp. 3-18. Text, pp. 3-99. Appendix 136 
pp. Half calf. Qvo. (7s. 6d. 2857) 

WILKINSON (James). Memoirs of My own 
Times. By General James Wilkinson. In Three 
Volumes. Philadelphia: Printed by Abraham 
SmaU. 1816. Two Volumes. Vol. L xv and 855 pp. 
7 Returns A to G. * Appendix,* 42 pp. * Errata,' 
2 pp. facsimile letters at pp. 282, 283. Vol. II. Title 
and 578 pp. * Appendix.' 260 pp. [^Vol. 3 wariting] 
Half calf. Svo. (il.ls. 2858) 

WILLARD (Samuel). A/ Sermon/ Preached upon 
Ezek. 22. 30, 31 ./ Occaiioned by the Death of the/ 
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much honoured/ John Leyeret Efq;/ GoTemoitf 
of the Colony of the/ Mattachufetg. N.E./ By S. 
W. Teacher of the South Church/ in Bofton./ 
Boston;! Printed by John Fofter, in the Year 
1679./ Title in a type metal border, the reverse blanks 
and text, 13 pp. i'ine copy, in morocco, by Bedford* 
4to. (3/. 3s. 2859) 

WILLARD (Samuel). The Duty of a People that 
have Renewed/ their Covenant with God./ Opened 
and Urged in/ A Sermon/ Preached to the lecond 
Church in Bofton in/ New-England, March 17. 
1622; after/ that Church had explicitly and moft/ 
folemnly renewed the Ingagement/ of themfelyes 
to God, and one to another./ By Samvel V Villard, 
Teacher of a Church in/ Bofton in New-England./ 
Boston, Printed by John Fofter. 1680. Title, re- 
verse blank, and 13 pp. Fine copy in morocco, by 
Bedford, 4to. (3/. 3s. 2860) 

WILLARD ^Samuel). Ne Sutor ultra Crepidam,/ 
Or brief/ Animadversions/ Upon the New-Eng- 
land/ Anabaptift;s/ late fallacious/ Narrative:/ 
Wherein the Notorious Miltakes/ and Falfhooos 
by them Publiihed, are detected./ By Samuel 
Willard, Teacher of a Church in Bofton in New- 
England. Boston in New-England,/ Printed by 
S. Green upon Ailignment of S. Sewall. And are 
to be Sold/ by Sam. Philips, at the Weft end of 
the Exchange: 1681./ 4 prel. leaves ; viz. Title, re- 
verse blank, ^To the Reader.' 5 pp. aigned * Increase 
Mather.' Text 27 pp. Fine copy in morocco, by 
Bedford. 4to. {41, 4s. 2861) 

WILLARD (Samuel). The Movmers/ Cordial/ 
Againft Exceffive/ Sorrow/ Difcovering what 

Sounds of Hope/ Gods People have concerning 
eir/ dead/ Friends/ By Samuel Willard, Teacher 
of a/ Church in Boston./ Bofton, Printed by Ben- 
jamin Harris, and/ John Allen. 1691./ Very 
Suitable to be given at Funerals./ 4 and 138 pp. 
16mo, {11, U. 2862) 

WILLARD (Samuel). Love's/ Pedigree./ Or/ A 
Difcourfe (hewing the Grace of/ Love in a Believer 
to be of/ A Divine Original/ Delivered in a/ Ser- 
mon/ Preached at the Lecture in Boston,/ Febr. 
29. JSy By 8- WUlard, Teacher of a Church 
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there./ Boston^ in N. E. Printed by B. Green, 
and/ J. Allen. Sold by Benjamin Eliot, at his 
Shop/ nnder the Weft End of the Town Houfe. 
1700./ Title 8i pp, S-2Q. 16mo, (10». 6d. 2863) 

WILLARD (Samuel). The Peril/ of the/ Times 
Difplayed./ Or J The Danger of Mens taking up/ 
with a/ Form of Godlinefs,/ But Denying the 
Power of it./ Being/ The Subftance of feveral 
Sermons/ Preached :/ By Samuel Willard,/ Teacher 
of a Church in Bolton. N. E. Boftauy Printed by 
B. Green, & J. Allen,/ Sold by Benjamin Eliot. 
1700./ 16Spp, 12mo. (1/. 1». 2864) 

WILLARD (Samuel). A Compleat Body of Di- 
vinity in Two Hundred and Fifty Expository 
Lectures on the Aflembly's Shorter Catechii'm 
wherein The Doctrines of the Christian Religion 
are unfolded, their Truth confirmed, their Excel- 
lence difplayM, their Ufefulnels improved; con- 
trary Errors & Vices refuted & expos d. Objedtions 
anfwer'd, Controverfies fettled, Cues ot Confcience 
refoWd ; and a great Light thereby reflected on 
the prefent Age. Bv the Reverend & Learned 
Samuel Willard, M.A. Late Paftor of the South 
Church in Bolton^ and Vice-Prefident of Harvard 
College in Cambridge, in New-England. Prefac'd 
bv the Pallors of the lame Church. Boston in New- 
England : Printed by B. Green and S. Kneeland 
for B. Eliot and D. Henchman, and Sold at their 
Shops. MDCcxxvi. Title, iv, 6, and 914 pp. A 
Catalogue, etc, 1 page. Folio. {SI. 3s, 2865) 

WILLIAMS (Daniel). Man made Righteous/ by/ 
Chrift's Obedience./ Being two/ Sermons/ at/ 
Pinners-Hall./ With Enlargements, &c./ Alfo 
fome/ Remarks/ on/ Mr. Mather *s Poftfcript, &c./ 
By Daniel Williams./ London/ Printed for J. 
Dunton at the Raven/ in the Poultry, 1694./ 6 prel. 
leaves and 238 pp. Old calf. 3vo. (78. 6d. 2866) 

WILLIAMS (Edward). Virginia:/ More efpe- 
cially the South part thereof,/ Richly and truly 
valued: viz./ The fertile Carolana^ and no lefie 
excellent Ifle of Roa-/noak, of Latitude from 31. 
to 57. Degr. relating the/ meanes of rayfing infinite 

{>rofits to the Adventu-/rers and Planters./ The 
econd Edition, with Addition of/ The Discovery 
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of Silkwonns./ with their benefit./ And Implanting' 
of Mulbury Trees./ Aiap/ The Dreffing of Vines, 
for the rich Trade of ma-/king Wines in Virginia./ 
Together with/ The making of the Saw-mill, yeiy 
. ufefuU in Virg|inia,/ for catting of Timber and 
CUpbord to build with-/all, and its Converfion to 
manj as profitable Ui'es./ By E. W. Gent./ Lon- 
don J Printed byT. H. for John Stephenfon, at the 
Signe of/ the Sun below Ludgate. 1650./ 6 prel. 
leaves ; viz. Titley the reverse blank. * To the worthy 
Gentlemen, Adventurers and Plan-/ters in Vir- 
ginia.'/ 2 pp ; * To the Supreme Authority of this 
Nation, The/ Parliament of England.*/ 8 pp; signed 
* Ed. Williams.' Text, 47 pp. * The Table.' 8 pp. 
'Virginias/ Difcoverv of/ Silke-Wormes,/ with 
their benefit./ And/ flie Implanting of Mulberry 
Trees./ Alfo/ The drefiing and keeping of Vines, 
for the rich Trade/ of makins Wines there./ To- 
gether with/ The making of the Saw-mill, very 
ufefuU in Virginia,/ for cutting of Timber and 
Clapboard, to build with-/all, and its converfion to 
other as profitable Ufes./ London jf Printed by T. 
H. for John Stephenfon, at the figne of/ the Sun^ 
below Ludgate. 1650./ 4 preL leaves ; vis, one blank 
leaf; Title, reverse blank; *To all the Virginia 
Merchants, Adventures, and Planters.' 4 pp. signed 
' Ed. Williams.' Text. 78 pp. 2 maps, one with and one 
without the portrait of Drake. 4to. {151. 15». 2867) 

WILLIAMS ('Griffith). An Account Of the Island 
of Newfoundland, With the Nature of its Trade, 
And Method of canring on the Fishery. With 
Reasons for the great Jjecreafe of that moil valuable 
Branch of Trade. By Capt. Griffith WilUams, Of 
the Royal Regiment of Artillery, who refided in 
the Ifland Fourteen Years when a Lieutenant, and 
now has a Command there. To which is annexed, 
A Plan To exclude the French from, that Trade. 
Propofed to the Adminiftration in the Year 1761, 
By Capt. Cole. [London'], Printed for Capt. Thomas 
Cole, M.occ.Lxv, Half-title, title, and 35 pp. Half' 
morocco. Qvo. (4s. 6d. 2868) 

WILLIAMS (John). An Enquiry into the Truth 
of the Tradition, concerning the Difcovery of 
America, By Prince Madog ab Owen Gwvnedd, 
about the year, 1170. By John Williams, L.L«D. 
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London: J. Brown, m.dccxci. viii and 8$ pp. 
* Appendix.' 3 pp. Sw. (10». 6f 2869) 

WILLIAMS (John). Farther Observations, on 
the Dilcovery of America, by Prince Madog ab 
Gwynedd, about the year, 1170. Containing the 
account given by General Bowles, the Creek oi 
Cherokee Indian, lately in London, and by leveral 
others, of a Wellh Tribe or Tribes of Indians, now 
living in the Weftern parts of North America. 
By John Williams, L. L. D. London ; J. Brown, 
M.DCcxcii. ix and 51 pp, 8vo. (7s. 6d, 2870) 

WILLIAMS (Jonathan). Thermometrical Naviga- 
tion. Bein^ A Series of Experiments and Observa- 
tions, tendmg to Prove, that by ascertaining The 
Relative Heat of the Sea-Water from time to time, 
The Padage of a Ship through the Gulph Stream, 
and from deep water into soundings, May be disco- 
vered in Time to avoid Danger, although (owing 
to tempestuous weather,) it may be impossible To 
heave the Lead or obferve the Heavenly Bodies. 
Extracted from the American Philosophical Trans- 
a6tions. Vol. 2 & 3. With Additions and Im- 
provements. Philadelphia: Printed and Sold by 
K. Aitken, No. 22, Market Street. 1799. xii and 
98 pp. * Postcript,* 4 pp. With map. Old calf. 
8oo. (78. 6d. 2871) 

WILLIAMS (Roger). The/ Blovdy Tenent,/ of 
Persecution, for caufe of/ Conscience, diibufTed, 
in/ A Conference betweene/ Trvth and Peace./ 
Who,/ In all tender Affection, prefent to the 
Hi^h/ Court of Parliament, (as the Refult of/ 
their Difcourfe) thefe, (amongift other/ Paffages) 
of higheftconfideration./ [Lcwwion] Printed in the 
Year 1644./ 12 pr«/. leaves; viz. Title, the reverse 
blank ; * Firft, That the blood of fo many hundred 
thoufand fouls of Proteftants and Papifts,' etc. 4 
pp; * To the Ri^ht Honorable, both Houfes of the 
High Court of Parliament.' 4i pp; * To every 
Courteous Reader.' S pp ; * A Table of the prin- 
cipall Contents of the Booke.' 10 pp : Text 247 pp. 
Red morocco by F. Bedford. 4to. (71. 7s. 2872) 

WILLIAMS (Roger). The/ Bloody Tenent/ yet/ 
More Bloody:/ by/ Mr. Cottons endevour to 

2 3 F 



d by Google 



786 Bibliotheca Americana. 

waih it white in the/ Blood of the Lambe ;/ Of 
whole precious Blood, fpilt in the/ Blood of his 
Servants ; and/ Of the blood of Millions fpilt in 
former and/ later Wars for Confcience fake,/ that/ 
Molt Bloody Tenent of Perfecution for caufe of/ 
Confcience, upon a fecond Tryal, is found now 
more/ apparently and more notoriously guilty./ 
In this Bejoynder to Mr. Cotton, are principally/ 
I. The Name of Perfecution,/ II. The Power of 
the Civill Sword/ in Spirituals/] Examined/ III. 
The Parliaments permiffion of/ Diffenting Con- 
fcienccs/] Jufti6ed./ Alio (as a Teftimony to M'. 
Clarks Narrative) is added/ a Letter to Mr En- 
dicot Governor of the Maflachulets in N . E./ By 
R. Williams of Providence in New - England./ 
LondoHy Printed for Giles Calvert, and are to be 
fold at/ the black-lpread-Eagle at the W^eft-end of 
Pauls, 1652./ 20 prel. leaves; viz. Title in a type 
metal border y the reverse blank ; * To the Most Ho- 
norable the Parliament of the Common-wealth of 
England.' siened * Roger W'illiams,' 18 pp; *To 
the feveral Refpe6tive General Courts, efpecially 
that of the MaiTachufets in N. England, signed 
* Roger Williams.' 7 pp ; * To the Merciful and 
Compafsi-nate Reader.' signed *■ Roger Williams.' 
12 pp : Text 320 ;*p. ' The Principal Contents.' 16 
pp. Old calf, 4to. (71, 7s, ^873) 

WILLIAMS (Roger). The Bloudy Tenant of 
Presecution for Cause of Conscience Discused: 
And Mr. Cotton's Letter examined and answered. 
By Roger Williams. Edited for The Hanserd 
Knollys Society, by Edward Bean Underbill. 
London : J. Hadaon, 1848. rhi pp. Title and 440 
pp, *■ Second Annual Report,' etc, 8 pp. Cloth, 
8t;o. (7«. 6d. 2874) 

WILLIAMS (Roger). To the Kind's Moft Excel- 
lent Majesty./ The Humble Petition of Roger 
Williams of London, Mariner, Your Majelty's 
moft Loyal and Dutiful Subject./ [London. 1680?] 
Single sheet. Half morocco. Folio. (7s. 6d. 2875) 

WILLIAMS (Samuel). The Natural and Civil 
History of Vermont. By Samuel Williams, LL.D. 
Member of the iVl eteorological Society in Germany 
of the Philosophical Society in Philadelphia and 
of the Academy of Arts and Sciences in Massa* 
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chosetts. Publiihed according to Act of Congress. 
Printed at Walpole, Newhampshire, by Isaiah 
Thomas and David Carlisle, Jun. Sold at their 
Bookstore, in Walpole, and by faid Thomas, at his 
Bookstore, in Worcefter. mdccxciy. xvi and 416 
pp. Map of Vermont. Calf. Qvo. {?s. 6d. 2876) 

WILLSON (Mahcius). American History : Com- 
prising Historical Sketches of the Indian Tribes ; 
a description of American Antiquities, with an 
inquiry into their origin and the origin of the 
Indian Tribes; History of the United States, with 
appendices shewing its connection with European 
History : History of the present British Provinces ; 
History of Mexico : and History of Texas, brought 
down to the time oi its admission into the American 
Union. By Marcius Wilson, Author of School 
History of the United States, comprehensive Chart 
of American History etc. New York: Mark H. 
Newman & Co. No. 199 Broadway. 1847. 672 
pp. Cloth. Svo. (Qs.6d. 2878) 

WILMORE (John). The/ Case/ of/ John Wilmore/ 
Truly and Impartially Related :/ Or, a/ Looking^ 
Glafs/ for all/ Merchants and Planters/ That are 
Concerned in the/ American Plantations./ Lon- 
don,l Printed for Edw. Powell at the White Swan 
in/ Little Brittain, mdclxxxii./ Title and 17 pp; 
signed' John Wilmer: Folio. (11. U. 2879) 

WlLMOT (John Eardley -). Historical View of 
the Commission for enquiring into the Losses, 
Services, and Claims, of the American Loyalists, 
at the close of the War between Great Britain and 
her Colonies, in 1783 : With an Account of the 
Compensation granted to them by Parliament in 



by Great Britain, in the year 1783.* Half calf. 
Qvo. (78. 6d. 2880) 

WILSON (H.) The Shipwreck of the Antelope 
Eaft-India Packet, H. Wilson, Efq. Commander, 
on the Pelew Islands, fituate in the Weft Part of 
the Pacific Ocean ; In August 1783. Containing 
the subsequent Adventures of the Crew with a 
fingular Race of People hitherto unknown to £u- 
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ropeans. With Interefting Particulars of Lee Boo, 
Second Son of the Pelew King, To the Time of his 
Death, at Capt. Wilson's Houfe at Rotberhithe. 
Bj One of the Unfortunate Officers. London : D. 
Brewman, mdcclxxxviii. viii and 134 pp. With 
plate, 8vo. (4s. 6d. 2881) 

WILSON (James). Commentaries on the Consti- 
tution of the United States of America. With that 
Constitution prefixed, in which are unfolded, the 
Principles of Free Government, and the Superior 
Advantages of Republicanism demonstrated By 
James Wilson, LL.D. Profeffor of Laws in the 
College and University of the Commonwealth of 
Pennlylvania, one of the Aflbciate Judges of the 
Supreme Court of the United States, and appointed 
by the Legiflature of Pennfylvania to form a Digeft 
of the Laws of that State ; and By Thomas M*Kean, 
LL.D. Chief Juftice of the Commonwealth of 
Pennfylvania. The whole extra6led from Debates, 

Jublilhed in Philadelphia, By T. Lloyd. London : 
. Debrett, 1792. 4 preL leaves and pp. 4-147'. In- 
dex, 2 pp. Errata, 1 page, Svo. (Js. 6d. 2882) 

WILSON (Thomas). The Knowledge and Practice of 
Christianity Made Easy To the Meaneft Capacities : 
Or, an Essay towards an Instruction for the In- 
dians ; W hich will likewife be of Ufe To all fuch who 
are called Christians, but have not well confidered 
the Meaning of the Religion they profefs : Or, who 
profess to know God, but in Works do deny Him. In 
Twenty Dialogues. Together with Directions and 
Prayers, for The Heathen World, Missionaries, 
Catechumens^ Private Persons, Families, Of Pa- 
rents for their Children, For Sundays, &c. The 
Twelfth Edition. By the Right Reverend Father 
in God, Thomas, Lord Biftiop of Sodor and Man. 
London: John Kivington m,dcc,lxxvi. 4 preL 
leaves, xxiv and 280 pp. Calf. 12mo. (7s. 6d. 2883) 

WILSON (Thomas W.) An Authentic Narrative 
of the Piratical Descents upon Cuba made By 
hordes from the United States, headed by Narciso 
Lopez, a native of South America ; to which are 
adaed some interesting letters and declarationfi 
from the prisoners, with a list of their names, &c. 
By Thomas W. Wilson. Havana September 1851. 
44 pp. 4to. (2s. 6d. 2884) 
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WINCHESTER (Elhanan). The Gospel of Christ 
No Caufe of Shame : Demonftrated in two Dif- 
courfes on the Subjed. By Elhanan Winchester. 
Philadelphia: Printed by B. Towne. 1783. 140 
pp, Qvo, (4s. 6d. 2885) 

WINCHESTER (Elhanan). An Oration on the 
Discovery of America. Delivered in London, 
October the 12th, 1792, being Three Hundred 
Years from the day on which Columbus landed in 
the New World. By Elhanan Winchester. Lon- 
don: Printed for the Author, mdccxcii. 32 pp. 
Svo, (2s. 6d. 



WINCHESTER (Elhanan). An Oration on the 
Discovery of America. Delivered in London, 
October the 12th, 1792, being Three Hundred 
Years from the day on which Columbus landed in 
the New World. The Second Edition, with an 
Appendix, containing amon^ other Thin^ a de- 
scription of the City of Washmgton, in the District 
of Columbia ; illustrated with an accurate en^av- 
ing. By Elhanan Winchester, London : Printed 
for the Author, [1792.] 77 pp. Schedule, a folded 
sheet ; A List of the Pttblications of the Authoi', etc. 
2 pp. With the Plan of Washington. Half morocco. 
8w. {5s. 6d. 2887) 

WINSLOW (Edward). New-Englands/ Sala- 
mander,/ discovered/ By an irreligious and fcorne- 
fiill/ Pamphlet, called New-Englands Jonas/ caft 
up at London, &c. Owned by Major lohn/ Childe, 
but not probable to be written by him./ Or,/ A 
fatisfa6tory anfwer to many afperfi-/ons call upon 
New-England therein./ Wherein our government 
there is (hewed to/ bee le^all and not Arbitrary, 
being as neere the Law/ oi England as our condi* 
tion will permit./ Together/ With a briefe Reply 
to what is written in an-/Iwer to certaine paffages 
in a late Booke called/ Hypocrifie unmasked./ By 
Edw. Winflow./ London : Printed by Ric. Cotes, 
for John Bellamy, and are to bee/ fold at his (hop 
at the (igne of the three Golden Lions in/ Cornehill 
neare the Royall Exchange, 1647./ Title in a nar- 
row type metal border , the reverse blank : Text 29 pp. 
Fine large copy, toith rough leaves. Red morocco 
extra, by Bedford. 4to. (21/. 2888) 
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WINTERBOTHAM (W.) An Hiatorical Geom- 
phical Commercial, and Philosophical View of the 
American United States, and of the European 
Settlements in America and the West-Indies, hj 
W. Winterbotham. In Four Volumes. London : 
J. Ridgwaj, 1795. Four Volumes, Vol. I. 9 prel, 
UaveSf and 591 vp. Portrait of Waiihingtonj 2 maps 
and 1 plate. Vol. II. 2 prel. leaves, and 493 pp. 
Portrait of Penn, 2 maps and 1 plate. Vol. III. 2 
prel, leaves, and 5^ pp. Portrait of Franklin, 2 
maps and 6 plates. Vol. IV. 2 prel. leaveSy and 415 
pp, 'Appendix.* 54pp. *Index,*9jBp. 'Directions 
to the Binder, 2 pp. Portrait of Winterbothamy 
maps, tahlt.^, and pfa*«. Calf Svo. (185. 2889) 
Acodtnranlf^ bv \4'tjilrirliolhBni'# /Vcncfictn Atlas; tIz. 
[. CjPjHifaJ [^■porMoflh AmutTiCM. 

a. Ma|t of Use Liii|i«l i^necM 

5. !V1ii|» af tht' HnntcTji or N&* En^lADd States 
4. Mip nf thi! MkilrUr Stati'i 

6. (Vtap nf Lhp Sfnitlifirn StalM 

tt^ fljLn of tlie rUy nf Wirhln^Cicli 

7. Map arKeiUurt; 

t. CfciiiTKl Mfpof !s^ttth Anierka 

WINTHROP (John). A Journal Of the Transac- 
tions and Occurrences in the fettlement of Mafla- 
chufetts and the other New-England Colonies, 
from the year 1630 to 1644: Written by John 
Winthrop, Efq. Firft Governor of Maflachufetts : 
And now firft publifhed from a corre6t copy of the 
original Manulcript. Hartford: Printed By Elisha 
Babcock. m,dcc,xc. 3 prel, leaves and 364 pp; 
ContenU,4pp. Calf, (15s, 2890) 

WIRT (William). Sketches of the Life and Cha- 
racter of Patrick Hennr. By William Wirt, of 
Richmond, Virginia. Second Edition, Corrected 
by the Author. Philadelphia: James W^ebster, 
1818. XV and 427 pp. * Appendix,* xii. With por- 
trait of Patrick Henry, Calf , Svo. (7s. 6d, 2891) 

WISDOM (The), and Policy of the French in the 
Construction of their Great Offices, So as beft to 
anfwer the Purpoles of extending their Trade and 
Commerce, ana enlarging their Foreign Settle- 
ments. With Some Observations in relation to the 
Disputes now fubiifting between the English and 
French Colonies in America. London : R. Baldwin, 
Mdcclv. Title, text and 133 pp. Half morocco, 
Bvo, (7s, 6d, 2892) 
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WITHERSPOON (John). An Address to the 
Natives of Scotland residing in America. Being 
an Appendix to a Sermon preached at Princeton 
on a General Fast. By John Witherspoon, D. D. 
Prefident of the College at New Jersey. Lmdon : 
Fielding and Walker, m^dcc^lxxviii. iv and 24 pp. 
Half morocco. Svo, (2«. 6d, 2893) 

WITHERSPOON (John). The Dominion of Pro- 
vidence over the Passions of Men. A Sermon, 
preached at Princeton, May 17, 1775, being the 
General Fast Appointed by the Congress through 
the United Colonies. By John Witherspoon, D.D. 
Prefident of the College of New Jersey. Phila- 
delohia printed ; London reprinted, For Fielding 
ana Walker, m,dcc,lxxviii. iv and 44 pp. Half' 
morocco. Svo. (2«. 6d. 2894) 

WITHERSPOON (John). Christian Magnanimity : 
A Sermon, Preached at Princeton, September, 
1775 — the Sabbath {)recedino^ the Annual Com- 
mencement; And again with Additions, September 
23. 1787. To which is added, an Address to the 
Senior Class Who were to receive the Degree of 
Bachelor of Arts. By John Witherspoon, D.D. 
L.L.D. Prefident of the College of New-Jerfey. 
Princeton: Printed by James Tod. m.dcclxxxvii. 
iv and 44 pp. Qvo. (2s. 6d. 2895) 

WITHERSPOON (John). A Sermon on the Re- 
ligious Education of Children. Preached, in the 
Old Presbyterian Church in New- York, to a very 
numerous Audience, on the Evening of the second 
Sabbath in May. By the Rev. John Witherspoon, 
D. D. President of Princeton College. Elizabeth- 
Town : Printed by Shepard Kollock, m,dcc,lxxxix. 
24 pp. Svo. {28. 6d. 2896) 

WOLCOTT (Roger). Poetical/ Meditations,/ being 
the/ Improvement/ of some/ Vacant Hours,/ By 
Roger Wolcott, Elq;/ With a/ Preface/ By the 
Reverend/ Mr. Bulkley of Colchefter./ New Lon- 
don:/ Printed and Sold bjr T.Green,/ 1725./ Half- 
title, * Mr. Wolcott's/ Poetical Meditations.'/ Title, 
reverse blank; *The Preface,* Ivi pp. signed * John 
Bulkley,* arid dated * Colchefter, December 24./ 
1724./* * To the Reverend/ Mr. Timothy Edwards./ 
ii pp. signed ' R. W.* and dated ' Windfor, January 
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4th./ 1722,3.7 Text, ' Some Improvement of vacant 
Hours,/ By Roger Wolcott, Lfq ;*/ 18 jMgeSy con- 
taining six minor poems on religious subjects. Then 
comes * A Brief Account/ of the/ Agency/ Of the 
Honourable/ John Winthrop, Efq ;/ in the Court 
of/ King Charles the Second,/ Anno Dom. 1662./ 
When he Obtained for the Colony of Con-/ne6Ucut 
His Majeftv*8 Gracious Charter.'/ pages 19 to 78, 

* Finis.' Then follows * Errata,' one page ; * Adver- 
tisement ' 3 pageSf signed * Joseph Dewey,' and dated 

* Colchefter/ 1725./ Red morocco extra by Bedford, 
Svo, (7L17s.6d, 2899) 

It Km bwn tUiled tbat 1^!r- Ilf^i^!'. n malcdrof wnalku dathw in 
Cnlrheifle'r, I'ulitMii'LiCIJtt wna nt thti uvfieij«u of priutltt^ ihb 
bi>nb» cLt Uii^ t:ivi^dJtirin nC ht^frtJiiir kjth «<! VE>r|iiit!tai.'ll t mc iJ^C! 
Fhit- IntliHril the ^ or tli JT t't'^'l lil^r ui 1 1 mKUs ni r^uph iq h}A id- 
irrELKvnHint : " imviiii;' bcuji fjiniplhinET at ("Ji^rgie in promnJinp^ 
lliL' MuitjLi^tn^ tite ruTtr-ffnl it^ Me^ltEatrnns ^n here tube the 
J,ib«rty LTj AiJv4^rHf)! niT C-^ucHry-fpopit of fojiie Hiile* T«h1ch 
oufflit Eo tjp rthiffrvtcl^ Eo doitvjT thi ir pAtEn tli>it fo rh? i- l<}thlrn 
ii)i!F:ht iw aOtdi'd In the beii«r perffumjincipoFwhiit s* Fi^pe&Hl 
of t1i«in, ihat tht: Cioih wtiirUt* miirtp*nion|i m muT baLh Weir 

Diri t^inr],* ire Ofafervfri hy m.*' TEk^dfnLlov him «eTeT> Riiln. 
Tlli! inEiTe^t n( rhift tH'ik cciktr^ In l^v ttlaEariiYl aoco) dtK^D 

Wlnllimp'j fihtr^iniiii-' iif I'h.nrlc- IE. [tif rimrtpr fif CffinweafChL 
ArtfT Hi- R^-i.t- ■ ■ '4^tic<Lt " <^MIt Will- 

tltroirtht .' ' : '.I'l ^ililrt»», ftntl 

•'To ask the King for Chartbr Uberties." 

Soon after, it wag announced to Ctiarles who '* was in his Coon- 
cil sat/' that 

" An Agent from Connefticut doth wait, 
With an Addrefi before your Palace Gate." 



Winthrop admitted, discharges himself in homespun numbers, 
redolent ratiier of truth than poetry, filllug some sixty pages, 
in which he recounts the national, civil, political, and military 



history of the Colonv from the earliest time till " great Safarus 
and his Kingdom fell," lingering long about Uiat beautiful 
river, that 

'■ Calmly an % ^t>bt3p yrlLvc ^loUi mi^lTft; 

As if 'twere dran-ii In TlirUi bnun^ bl \rWfw 

The WnlCfH KrEtih and Kwi^fl, k. ha ihitfffliu 

In Ir^ Rfi^i mH auA C nm hl# z^urffU timtM, 

Th^' t'iniTnian libi' Pry witli plr^rurr gvts, 

Wiih $Piii4» E''iEij A>i]fkPt and IjisTnuHfl-llttt. 

In alJiwLni ^nlniFHii ShirjJtlQi], Corpmnil Cfl-'. 

Abni'p fly rnn^t, Ueffe^ Hurk, Bcrnni and TmIs; 

An{}Sv*nna whirls Uk*' fiirh PJ^dfltrc ni thej fly. 

The]j tinff ttieFr hjuntta MJl lung b*?fQr* Ihey i)j(.** 

After reciting the exploits of Capt. John Mason, the Pequot 
War, and the fall of Sa^acus, the Agent concludes: — 

" And we Your SiipplyanU before the Throne, 
Beg leave to hope wiiile all your Favours Taft, 
Connefticut will not be overpaft.'* 

'* Great Charlbs who gave attention all the while. 
Looking on Winthrop with a Koyal Smile, 
Until that of his Fathers woes he fpeaks. 
Which drew the Cbriftal Kivers down his Che^M. 
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Bnt feeiof? Winthrop his Addrefs had closM, 
The King: his Mind and Countenance Compos'd, 
And with as brig^ht an Air of Majesty, ^ 

As Phcebus fliews when lie Serenes the Sky, > 
Made this Refolve upon the Agency, J 

3t it so Ikrn^awi WE fVUlt S(? t,i^ Dccr^E 

CON M eCT I (.' LI r th aU A* n CO I.ON Y ; 

Eji/nrackis'd ifUA. futA Amplf Lihrftifi 

Ai Thou, Thvlr Fritthd, tft^U bfttfor t^tm Devise ; 

And farther knois Oilv Roi/at FieatHfc that, 

And to it is Dftermpiifid hi/ \}^\ 

CAi&fin the Pattnt WmtHttQF Tfufn xAnU stand, 

AndFatianl Mnaim ntJ^t at thif riftht Hand. 

AndforChififi^alori anrf Phtfnifrit 

ToAe Men lifH^tatth fiad ln^nrfli Ai'itilir-s; 

Hf^n It/ Esfalcs (.iwf Htfn a/ IhfiufHrr, 

pTUndtiv thfir t'ovnlT^ and lo MS Tiaiy Prince. 

And may the People of that Happu Place 
Whom thou hast so Endeared to My Grace; 
Till times last Exit, through Succeeding Ages, 
Be BUst toith Happy EnglUh Privileges. 
And that they may be so ^ bear thou from hence 
To them these Premonitions from their Prince. 

First, Let all Officers in Civil Trust 
Always Espouse their Country s Interest. 
Z.*< Law and Right be Precious in their Eyes, 
And hear the Poor Mans Cause when e're he Crys. 
Preserve Religion l»ure and Understand, 
That is the Firmest Pillar of the Land : 
Let it be kept in Credit in the Court 
And never fail for want of due Support. 

And let the Sacred Order of the (ioum. 

With Zeal apply the Business thaOs their ovm. 

So Peace may Spring from th^ Earth * Righteousness, 

Look dovonfrom Heaven, Truth and Judgment Kiss. 

M imiK L't Shr Fi't-mrji iff ijottr rt>rpoT<ition, 

Aiirayt hfifttrrvfthe Itmihf^Qlifntf 

^tAate vhitk dfvayi Bmod CoHtplJ*if*t ffnd Fear, 

^h I^Iiigitetiirp Dtmgpfnu.i (^ Jttff^i thfAir: 

aurh Men rtfc Otcf-Ladeu vtift HorrfjiMnsitm 

Jtfflriffjf MrHfi Frrrdotn in such Admiration: 

Thnl ei'fry Ai'l vf iiTiier f*r tlfitrainl 

Tbev'tt iQ'prftrHl en maftpr efCoJHf^lfsmt. 

A^dthix 441 »o J^'ftp Doctri}tf, *iiaa Hitff 

fTva tone At tit ffntamjirit Encted SchmL 

It S€ru*d his Uitu tflth mmderfvt Succfn, 

And rrrr *iftt7f finf ivrH Ais Ma/tttr-pUff. 

^Tit irvi' tAf sf'iftht B^ Tchii-h that fieid teat won, 

Wtijt itrgved ftv» msn's benrjil alone. 

n,,f l^.iv u„f,f„ Ai„, ;,, fftat vray of F.Hf. 

^J ■• ■ ■ . ... ,-. ,,\: .,ike play the BevU. 

And Lastly, Let Your New Enjflish Multitude, 

Remember well a bond 0/ Gratitude 

Will Lye on them and their Posterity 

Do bear in mind their Freedom came by Thee." 

WOLLASTON (William). The Religion of Na- 
ture delineated. Ltmdon: Samuel Palmer, 1726. 
219 pp. Index 11 pp. Calf extra, by F, Bedford, 
4>to, (1/.11S. 6d. 2900) 

This is the Book which Franklin mentions in his Autobiography 
as having: worked upon, while a press-man with Samuel Palmer, 
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WOOD (William). New/ Englands/ Prospect./ 
A true, livehr, and experimen-/tall defcription of 
that part of America,/ commoner called Nevv- 
Ens^land :/ difcovering the ftate of that Couii-/trie, 
both as it Hands to our new-come/ Englifti Planters: 
and to the old/ Native Inhabitants./ Laying downe 
that which may both enrich the/ knowledge of 
the mind-travelling Reader,/ or benefit the future 
Vo^ger./ By William Wood./ Printed at London 
by Tho. Cotes, for lohn Bellamie, and are to be 
fold/ at his ihop, at the three Golden Lyons in 
Come-hill, neere the/ Royall Exchange. 1634./ 
4 pre/, leaves ; viz. Title, the reverse blaiucy * To the 
Right Wor8hip-/full, my much honored Friend,/ 
Sir William Armyne,/ Knight and Baronet.'/ 2 pp, 
signed * W. W.' ' To the Reader,' 2 pp. signed 
'W. W.* <To the Author, his fingular ^od/ 
Friend, M'.WilHamWood.V IfMge, signed 'S, W.' 
' The Table * and * Errata,* 1 page. Text, 98 pp. 
* Becaufe many have defired to heare fome of the 
Na-/tives Language, I have here inferted a fmall 
Nomen-/clator,' etc. 5 pp. With map of * The South 
part of New-England, as it is Planted this yeare, 
1634.' 4to. (51. 5s. 2901) 

With the Autograph of White Keniiett. 

WOOD (William). New/ Englands/ Prospect./ 
A true, lively, and experimen-/tall defcription of 
that part of America,/ commonly callea New- 
England :/ difcovering the ftate of that Coun-/trie, 
both as it ftands to our new-come/ Engliih Planters ; 
and to the old/ Native Inhabitants./ Laying downe 
that which may both enrich the/ knowledge of 
the mind-travelling Reader,/ or benefit the tutore 
Voyager./ By William Wood./ Printed at Lonrfon 
by Tho. Cotes for lohn Bellamie, and are to be 
fold/ at his (hop, at the three Golden Lyons in 
Come-hill, neere the/ Royall Exchange. 1635./ 
4 prel. leaves ; viz. Title, the reverse blank, * To the 
Right Worihipfiill,/ my much honoured friend, 
Sir/ William Armyne, Knight/ and Baronet,*/ 2 pp. 
signed * W. W. *To the Reader,* 2 pp. signed 
*W. W.' *To the Author, his fingular good 
Friend. M^ William Wood,' 1 page, signed ' S. W.' 
'The Table,* 1 page. Text 83 pp. * Becaufe many 
have defired to heare fome ot the Na-/tives Lan- 
guage,* etc. 5 pp. With map of * The South part of 
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NevT-England, as it is Planted this yeare, 1635/ 
Otdealf. 4to. (4/. 14s. 6d. 2902) 

WOOD (William). New/ Englands/ Prospect./ 
A true, lively, and experimental]/ defcription of 
that part of America com-/monly called New- 
Eneland : dif-/coTering the itate of that Country, 
both as/ it (lands to our new-come Englifh Plan-/ 
ters ; and to the old Native/ Inhabitants./ Laying 
down that which may both en-/rich the knowledge 
of the mind-travelling/ Reader, or benefit the future 
Voyaeer./ By William Wood/ London,/ Printed 
by lonn Dawfon, and are to be fold by lohn Bel- 
lamy/ at his fliop, at the three Golden Lyons in 
Come-/hill, neere the Royall Exchange,/ 1639./ 
4 preL leaves ; viz. Title, the reverse blank, * To the 
Right Worfhipfull, my/ much honoured friend, 
Sir William/ Armyne, Knight and Baronet,'/ 2 pp. 
signed * W. W.* <To the Reader,' 2 pp, signed 
'W. W.' 'To the Author, his Angular good 
Friend M^ William Wood,' 1 page, signed * S. W.' 
' The Table,' 1 page. Text, 83pp. * Becaufe many 
have defired to heare fome of the Natives lan- 
guage,' etc. 5 vp. With map of * The South part of 
New-England, as it is Planted this ^eare 1639.'/ 
Brown morocco extra. 4to. (4/. 14s. 6d. 2903) 

WOOD (William). William Wood; Appel- 
lant. David Polhill, Efq ; and others, on Benalf 
of themfelves, and other, the Proprietors of Gold 
and Silver Mines in Jamaica Refpondents. The 
Appellant's Case. To be Heard at the Bar of the 
House of Lords, on [Wednesday] the [Fourth] 
Day of [February] Day of [February] 1746. 
[Londm. 1746.] Spp. Folio. (^^.6d. 2904) 

WOOLMAN (John). Considerations on keeping 
Negroes; Recommended to the Professors of 
Christianity, of every Denomination. Part Second. 
By John Woolman. Philadelphia : Printed by B. 
Franklin, and D. Hall. 1762. 52 pp. Unbound. 
Svo. (10s. 6d. 2905) 

WOOLMAN (John). A Journal of the Life, Gospel 
Labours, and Christian Experiences of that Faithful 
Minister of Jesus Christ, John Woolman, Late of 
Mount-Holly, in the Province of New-Jersey, 
North-America. To which are added. His Works, 
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containing his laft Epiftle and other Writings. 
Dublin : R. M. Jackson, 1794. xv and 464 pp. Calf, 
Svo. {78. 6d, 2906) 

WORD (A) of Comfort to a Melancholy Country. 
Or the Bank of Credit Erected in the MaiTachufetts- 
Bay, Fairly Defended by a Difcovery of the Great 
Benefit, accruing by it to the Whole Province ; 
With a Remedy for Recovering a Civil State when 
Sinking under Defperation by a Defeat on their 
Bank of Credit. By Amicus Patriae. Bostcm : 
Printed in the Year, 1721. 2 prel. leaves and 58 pp. 
16mo, {ILU. 2907) 

WORSLEY (Israel). A View of the American 
Indians, their General Character, Customs, Lan- 
guage, Public Festivals, Religious Rites, and Tra- 
ditions : Shewing them to be the Descendants of 
The Ten Tribes of Israel. The Language of Pro- 
phecy concerning them, and the course by which 
they travelled from Media into America. By Israel 
Worsley. London: June, mdcccxxviii. Printed 
for the Author. Half-title, title, xii and 185 pp, 
nmo, (3s. 6d, 2908) 

WRIGHT (Edward). Certain Errors/ in/ Nav%a- 
tion./ Detected and Corrected/ By Edw. Wright./ 
With many Additions that were not/ in the former 
Editions./ London./ Printed by jofeph Moxon./ 
and fold at his Shop at the Atlas on Corn-hill. 
1657./ Engraved titU, 12 prel, leaves, and 224 pp ; 
*The Division of the whole Art of Navigation.' 
110 pp ; * Made and fold by Jofeph Moxon,' etc. 
1 page y * The Haven-finding Art,' etc. 20 pp. Dia- 
grams at pp. 38, 57, 65, 148. Plait for sailing to the 
Azores, on copper, at page 91, 2d. Part. Calf, 
4to. (1/. lls.6d. 2909) . 

WRIGHT (John). The American Negotiator, or 
the Various Currencies of the British Colonies in 
America ; As well the Islands, as the Continent. 
The Currencies of Nova Scotia, Canada, New 
England, New York, East Jersey, Pensylvania, 
West Jersey, Maryland, Virginia, North Carolina, 
South Carolina, Georgia, &c. And of the Islands 
of Barbadoes, Jamaica, St. Christopher's, Antigua, 
Nevis, Montserrat, &c. Reduced into Englilh 
Money, By a Series of Tables fuited to the feveral 
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Exchanges between the Colonies and Britain, 
adapted to all the Variations that from Time to 
Time have, or may happen. With Tables reducing 
the current money of the Kingdom of Ireland into 
Sterling, and the contrary, at all the Variations of 
Exchange. Also, a Chain of Tables for the inter- 
changeable Redudion of the Currencies of the 
Colonies into each other. And many other ufeful 
Tables relating to the Trade in America. By J. 
Wright, Accomptant. The Third Edition. Lon- 
don: J. Smith, MDCCLXV, Ixxx and 326 pp. Old 
calf, 8m {6s. 6d. 2910; 

WYETH (Joseph). Remarks/ on/ Dr. Bray*s Me- 
morial, &c./ With Brief Obfervations/ On fome 
Paflages in the Acts of his Vifitation/ in/ Mary- 
land,/ And on his/ Circular Letter to the Clergy 
there;/ Subfequent to the faid Vifitation./ By 
Jofeph Wyeth./ London, Printed and Sold by T. 
Sowle, in White-Hart-/Court in Gracious-ftreet, 
1701./ 51 pp. 4to, {lOs.ed. 2911) 

WYNKELMANN (Hans Just). [Eiig^raved title] 
Hans Just/ Winkelmans/ Americaniscner/ Neuer 
Welt/ Beschreibung/ Gedruckt zu Oldenburg/ 
1664./ \^Printed title] Der/ Americanischen/ Neuen 
Welt/ Befchreibung,/ Darinnen deren Erfindung, 
Lager, Natur, Eigenfchaft,/ Sitten, Barbarey, und 
unerhbrte Graufamkeit der Einwohner, Thier, 
Viigel,/ Fifchen und anderer ; Beneben einer wun- 
derbaren Schiffifart und Reife Bes/fchreibung nach 
Brafilien Hans von Staden, biirtig aus Homburg 
in Heffen ;/ Was er vor felzame wunderbare Lander 
und wilde Leute gefehen • Was er in^/nerhalb acht 
Jahren ausgeftanden, una wie der hogfte Gott ihn 
aus fo Vielfals/tiger grofer Gefahr errettet habe 
&c. Mit vielen nachdenklichen Fragen/ und noth- 
wendigen Figuren ausgezieret una zu^/fammen 
getragen/ Durch Hanf Juft Wynkelmann./ Ged- 
ruckt zu Oldenburg bey Henrichs Conrad Zim- 
mern,/ Im Jahr Chrifti 1664./ 8 prel. leaves; viz, 
En^aved and printed titles j ' Dem Hochwiirdigen, 
Durchleuchtigen, Hoch=/gebomen Fiirften una 
Herm,7 1 page ; * Als Alexander,' etc. 4pp; * And 
den mit Stand und Verftand/ Hochgeneigten Lefer./ 
5 pp ; * OrdnungssRegifter der Capiteln,* 2 pp; 
Folded sheet, a portrait of the Author-, Text 228 pp ; 
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Portrait of the Author y 1 page ; * Register/ 11 pp. 
ObUmg4to, (2/. 12».6d. 2912) 

WYNNE. A General History of the British Empire 
in America. Containing, An Historical, Political, 
and Comercial View of the English Settlements ; 
including all the Countries in North- America, and 
the West-Indies, ceded by the Peace of Paris. In 
Two Volumes. By Mr. Wynne. London, W. 
Richardson and L. tlrquhart, mdcclxx. Ttoo Vo- 
lumes. Vol. I. Title ; Contents vi pp ; Introductiony 
pp. iii-viii ; text 520 pp. With map. Vol. II. Title, 
vi and 546 pp. Half calf . 8vo. (12s. 6d. 2912*) 

WYTFLIET (Cornelius). Descriptionis/ Ptole- 
maicae/ Avgmentvm./ Siue/ Occidentis Notitia/ 
Breui commentario/ illustrata/ Studio et opera/ 
Comely Wytfliet/ Louaniensis./ Lovaniif Tijpis 
lohannis Bogardi/ Anno Domini M.D.xcvii./ "En- 

f'uved title, 3 prel. leaves, 19 maps ; followed by 
ext 191 pp ; List of maps, 1 page, iurst Edition. 
Pigskin. Folio. {ll.lls.6d. 2913) 

WYTFLIET (Cornelius). Descriptionis/ Ptole- 
maicae/ Avgmentvm./ siue/ Occidlentis Notitia/ 
Breui commentario/ illustrata, et hac fes^/cunda 
editione magna/ sui parte aucta/ Cornelio Wytfliet 
Ijouanienii/ audtore./ Lovaniij Tiipis Gerardi Ri- 
uij/ Anno Domini. ci3. lo. xciix.f Engraved title, 
3 prel. leaves and 19 maps ; followed by Text, 191 pp. 
List of Maps, 1 page. Folio. (ll.lU.6d. 2914) 
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IMENEZ (Francisco). Las Histo- 
rias del Ori^en de los Indies de esta 
Provincia de Guatemala, traducidas 
de la lengua Quich6 al Castellano 

Sara mas comodidad de los Ministros 
el S. Evanjjelio. Por el R. P. F. 
Francisco Ximenez, cura Doctrinero 
por el Real Patronato del Pueblo de S. Thomas 
Chuila. Exactamente segun el texto Espanol del 
Manuscrito original que se halla en la Biblioteca 
de la Universidad de Guatemala, Publicado por la 
Frimera vez, y aumentado con una introduccion y 
anotaciones por el D*". C. Scherzer. A expensas de 
la Imperial Acaderoia de las Ciencias. Londres : 
Triibner & Co. 1857. xvi and 216 pp. Unbound, 
Sw. (8«. 6d. 2915) 
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ALE-COLLEGE subject to the 
General Assembly. ^ew-Haven: 
Printed by Thomas and Samuel 
Green, m^dcc^lxxxiv. 44 pp. 
8vo. (7s. 6d. 2916) 

YON GE (F.) A View of the Trade 
of South-Carolina, with Proposals Humbly Oflfer'd 
for Improving the fame. \^Lond<m. 172i.] jPrimtely 
printed. 16 pp. Halfmor. 8vo. {7s. 6d. 2917) 
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ARATE (Augustin). Le Histoire/ 
Del Sig. Agostino/ di Zarate/ Con- 
tatore et Consigliero/ del Tlmpera- 
tore Carlo V./ Dello Scoprimento et 
Congvista del Penr,/ neile quali fi 
ha piena & particolar relatione delle 
coie lucceffe, in quelle bande,y[ dal 
principio fine alia pacificatione delle Prouincie, fi 
in quel che tocca/ alio fcoprimento, come al fuc- 
ceflo delle guerre ciuili occorfe/ fra gli Spagnuoli 
& Capitani, che lo conquiilarono./ Nvovamente 
di Lingya Castig:liana Tradotte/ Dal. S. Alfonso 
VUoa./ Con Privilegio./ In Vinegia appresso 
Gabriel/ Giolito de' Ferrari./ mdlxiii. 8 prel, 
leaves ; viz. Title, the reverse blank; * All* Illystriss, 
Signore il S. Gvido Brandolino Conte di Valde- 
marini,* etc, Spp; * Tavola/ 11 pp ; Text 294 pp ; 
. in Italics, Vellum, 4to. (jSl,Ss» 2918) 

ZARATE (Augustin). [First titUi] The/ Discoverie 
and Conqvest/ of the Prouinces of Perv, and/ the 
Nauigation in the South/ Sea, along that Coaft./ 
And alfo of the ritche Mines/ of Potosi./ \_Wood' 
cut ofj • The • Riche • Mines • of- Potossi 7 f Im- 
printed at London by Richard Ihones. Febru. 6. 

- 1581./ The reverse blank, [Second title] ^ The 
ftrange and/ delectable Hilbry of the/ difconerie 
and Conqueft of the/ Prouinces of Peru, in the/ 

. South Sea./ And of the notable things which/ 
there are found : and alfo of the bloudie/ ciuili 
▼varres which there hap:s/pened for gouemment./ 
Written in foure bookes, by/ Auguftine Sarate, 
Auditor for/ the Emperour his Maieltie in the/ 
fame prouinces and firme land./ And alfo of the 
ritche/ Mines of Potofi./ Tranilated out of the 
Spanish/ ton^e, bv T. Nicholas./ Imprinted at 

• London by Richard/ Ihones, dwelling ouer againft 

• the/ Fawlcon, by Holbume bridge. 1581./ Within 
% 3g 
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a woodcut border offigurts, the reverse blank, 'd#To 
the Rag^ht Ho-/noarabley Maifter Thomas Wilson,/ 
Doctor of the Ciuill l^awe, and one/ of the prm- 
eipall Secretaries, to the/ Queenes moft excellent 
Maieftie.7 6 pp. signed 'Thomas Nicholas/ in 
Roman type, ' To the Reader/ 6 pp, in black Utter : 
Text, black letter, in 89 leaves, 1 to 12, and 89, not 
folioed ; folios 16, 17, 28 and 19, for 17, 18, 19 and 
20; witn woodcuts on the reverse of folios 16, 20, 46, 
58, 85. ' The difeovery of the ntche Mynes of/ 
Potofi & how captaine Carauajell toke into his 
power// woodcut tAe «atn« as on the first title, 3 pp^ 
'The Table of the Chapters/ 3 pp. Red morocco 
extra, by Bedford. 4to. (lOi. 10s. 2919) 

ZARATE (AuGusTiN be). Histoire/ de la/ D^ 
couverte/ et de la/ Conqoete/ du/ Perou./ Traduite 
de I'Efpagnol/ D'Augustin de Zarate,/ Par S. D. C./ 
A Amkerdam,/ Chez J. Louis de Lorme, Libraire 
fur/ le Rockin, a la Libert^./ m.dcc./ TwoFoZumes. 
Tome Premier. 19 prel, haves, and 307 pp. Fron- 
tispiece, plates and map at pp, 4, 8, 12, 16, 34, 36, 
54, 114, 130, 149, 153, 290. Tome Second. 3 preU 
leaves,and40Spp. Old calf', 12fno. (10s. 6(2. 2920) 

ZARATE ^AuoTJSTiN de). Histoire de la D6coa- 
rerte et ae la Conquete du Perou. Traduite de 
I'Efpagnol D'Augustin de Zaiate, Par S. D. C. 
A Paris, Par la Compa^nie des Libraires. m dgcxyi. 
Two Volumes, Tome Premier. 20 prel. leaves and 
360 pp. Frontispiece, plates and map, at pp, 5, 10, 
15, 20, 29, 41, 43, 64, 133, 155, 176, 177, 185, 340. 
Tome Second. 4 prel, leaves and 479 pp. Fine copy. 
Old calf. 19mo. (10s. 6<i. 2921) 

ZARATE (AuorsTiN de). Histoire de la D6coa- 
verte et de la Conquete du Perou. Traduite de 
TEfoa^ol D'Au^stin de Zarate, Par S. D. C. 
A Farts, Rue S. Jacques, Ches Michel Guigiuord, 
pres la Fontaine S. Sererin, k rimag^e S. Jean, 
M.DccxTi. Two Volumes. Tome Premier. tO preL 
leaves, and 360 pp. Frontispiece, Tome Second. 4 
prel. leaves and 479 pp. 12mo. (10s. 6d. 2922) 

ZARATE (AuGusTiN de). Histoire de la D^oou- 
yerte et de la Conquete du Perou. Traduitd de 
TEspagnol D'Affustin de Zarate, Par S. D. C. 
A Paris, Par la Compagnie des libraiies. m. dcc 
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xui. Two Volumes. Tome Premier. 20 prel, Uavet 
and 360 pp, Frontispieeey plates and map at pp, 5, 
10, 15, «0, 29, 41, 43, 64, 133, 155, 176, IH, 185, 
340. Tome Second. 4 prel. leaves and 479 pp. Old 
talf. Itmo. (10s. 6(2. 2923) 

ZARATE (AuousTTN de). Higtoire de la D6oou- 
verte et de la ConquSte du Perou, Tradaite de 
TEiipa^ol D'Augustin de Zarate, Par S. D. C. 
A Fans, Par la Compagnie des Librairefl. m. dcc. 
Lxxiv. Two Volumes. Tome Premier, xl and 360 
pf. Frontispiecej plates and map at pp. 5, 10, 15, 20, 
29, 41, 43, 64, 133, 155, 176, 177, 185, 340. Tome 
Second, vm and 479 pp. l2mo. (lOf. 6d. 2924) 

ZENG ER (John Peter), The Tryal of John Peter 
Zenker ot New- York, Printer, Who was lately 
Try d and Acquitted for Printing and Publishing 
a Libel againft the Government. With the Plead- 
ings and Arguments on both Sides. London : J. 
Wilford, 1738. TitU and 32 pp. Half morocco. 
4to. {7s. 6d. 292.5) 

ZENGER (John Peter). The Tryal of John Peter 
Zeneer, of New- York, Printer, Who was lately 
Tnr d and Acouitted for Printing and PubUshing a 
Libel againd tne Government. With the Pleadings 
and Arguments on both Sides. The Second Edition. 
London: Printed for J. Wilford, 1738. Title and 
32 pp. Half morocco. 4to. (7s. 6d. 2926) 

ZENGER (John Peter). The Tryal of John Peter 
Zene^r, of New- York, Printer, Who was lately 
Tnr d and Acquitted for Printing and Pubilshine 
a Libel againft the Goyemment. With the Plead- 
ings and Arguments on both Sides. The Fourth 
Edition. London, J. Wilford, 1738. TitU and 39 
pp. 4to. {7s. 6d. 2927) 

ZENGER (John Peter). The Case and Tryal of 
John Peter Zenger, of New- York, Printer, Who 
was lately tryed and acouitted for Printing and 
Publishing a Libel againft the Government. With 
The Pleadinfipi and Arguments on both Sides. 
London: J. Wilford, 1750. 60 pp. Half morocco, 
evo. {5s. 6d. 2928) 

ZENGER (John Peter). The Trial of John Peter 
Zenger, Of N ew- York, Printer : W ho was charged 
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. with haying printed and publiihed a Libel againil 
the Government ; and acquitted. With a Narrative 
of his case. To which is now added, being never 
printed before, the Trial of Mr. William Owen, 
Bookseller, near Temple -Bar, Who was alfo 
Charged with the Publication of a Libel againil 
the Government; of which he was honourably 
acquitted by a Jury of Free-born £nglij(hmen, 
Citizens of London. London : J. Almon, mdcclxv. 
59 pp. Half morocco. 8vo. (4s. 6d. 2929) 

ZENO (Catering). De i Commentarii del/ Viaggio 
in Perfia di M. Caterino Zeno il K./ & delle guerre 
fatte neir Imperio Perfiano,/ dal tempo di Vffun- 
calTano in aua./ Libri Dve./ Et aello scopri- 
mento/ dell Ifole Frislanda, Eslanda, Engroue- 
landa, Efto/tilanda, & Icaria, fatto fotto il Polo 
Artico, da/ due fratelli zeni, M. Nicolo il K. e M. 
Antonio./ LibroVno./ Con vn disegno particolare 
di/ tutte le dette parte di tramontana de lor fco- 
perte./ Con gratia, et Privilegio./ In Venetia/ 
Per Francefco Marcolini. mdlviii./ TitlCy the re- 
verse blank; * Al Reverendissimo/ Monsignor M./ 
Daniel Barbaro/ Eletto Patriarcha/ D'Aqvilegia./ 
Francefco Marcolini. Vmilferuo.7 2 pp. * Proemio 
de l*Avtore/ ne i dve Libri de' com-/mentarii del 
Viagg^io in/ Perfia & delle guerre Perfiane/ di M. 
Caterino Zeno il/ Caualliere,*/ 6 pp. ' Errori,* 1 
page. Text commenciTig on the reverse of folio 5. and 
ending on folio 58 ; on the reverse j the Printers de- 
vice. With * Carta da Navegar de Nicolo et An- 
tonio Zeni Fvrono in Tramontana Lano. m.ccc. 
Lxxx.* Russia. 8w. (101. 10s. 2930) 

2EN0 (Caterino). Another comfy wanting the map, 
Bvo. (2/.12«.6rf. 2931) 

ZIMMERMANN (E. A. W. de). Essai de Com- 

Earaison entre La France et Les Etats-Unis de 
i'Am6rique Septentrionale, par rapport a leur sol, 
a leur climat, a leurs productions, a leurs habitans,. 
a leur constitution, et a leur formationprogressive. 
Par Mr. E. A. W. de Zimmermann, Conseiller de 
Cour et Professeur ^ Brunsvic, de I'Acad^mie de 
Petersbourg ; Goettingen ; Bologne ; de la Soci^t6 
Linn, de Londres, etc. Traduit de TAUemand et 
Enrichi de D6veloppemens et de Notes par TAu- 
teur m^me. Tome I. a lucipzigy Chez Reinicke et 
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Hinrichs./ 1797. viif^nd 494 -pp* List, and Dtvi' 
sion, etc, 4 pp. Old calf, Qvo, (4s. 6d. 2932) 

ZISNEROS (Joseph de\ Discvrso/ qre en el in- 
signe/ Avto de la Fe, celebrado en/ eila Real cuidad 
de Lima, aueinte y tree de/ Enero de 1639. aiios :/ 
Predico el M. R. P. F. loseph de Zisne-/ro8, Cali- 
ficador de la fuprema, j general Inquificion, Padre 
de la S. Pro-/umcia de la Concepcion^ j ComifTario 
general en todos eftos Reynos/ del Piru, y Tierra* 
firme, del Ordende N. P. S. Francifco./ Dirigido/ 
al Ex"»® Senor Don Lvis Geronymo de/ Cabrera y 
Bobadilla, Conde de Chincon, Virrey, Gouema/ 
dor, y Capitan General de los Reynos del Pir6, V 
Tierrafir-/ma, Gentilh6bre de la Camara de m 
Mageftad, y de fa Ilaue/dorada, de los Confejos 
de gnerra, y eftado, Comedador/ del campo de 
Critana, del orde de Santiago./ Impreflb en Lima 
por Geronjrmo de Contreras, ano 1639./ IColophon,'] 
Con licencia./ Impresso/ en Lima poW Geronymo 
de/ Contreras, Im-/pres8or de libros, fTon-/tero de 
la Cruz de gndas,/ Ano de 1639./ 5 prel. leavesy 
viz. Title in a metal type harder, and woodcut^ armt^ 
the reverse hUmk ; ^ Aprobacion del M. R. P. M. F. 
luan de Ribera Prouincial/ etc, 3 pp, signed ' Fr. 
luan de Ribera,* * Dedicatoria,' 4 pp, signed * Fr. 
loleph de Zifneros Comiflario general.' Text in 15 
foUoed leaves. Calf extra, 4to. (12. lis. 6d. 2933) 

ZURLA (Placido). H Mappa Mondo di Fra Mauro 
Camaldolese Descritto ed Illustrato da D. Placido 
Zurla dello stess' ordine Venesia 1806. 164 pp, 
With^plaUs. Large Paper, 4to. (1/. Is. 2934) 
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